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FOREWORD. 


The  Bureau  of  Navigation,  in  publishing  this  list  of  those  who  died  in  the 
Naval  Service  during  the  World  War,  desires  to  take  advantage  of  the  oc- 
casion and  to  express  its  high  appreciation  of  the  patriotism,  devotion,  and 
loyalty  of  those  citizens  of  the  country  who  have  willingly  given  their  lives 
to  its  service. 

To  the  bereaved  ones  it  wishes  to  express  its  deepest  sympathy  in  the  losses 
they  have  sustained  and  to  offer  them  the  comforting  thought  that  the  de- 
parted ones  have  died  nobly,  and  their  memories  will  ever  be  held  in  sacred 
esteem  by  their  surviving  comrades  and  by  all  citizens  who  appreciate  the 
services  rendered  by  those  who  have  served  in  their  country's  defense. 

Thos.  Washington. 
Chief  of  the  Bureau  of  Navigation. 
Washington,  D.  C, 

March  17,  1920. 
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DEATHS  IN  THE  UNITED  STATES  NAVY  FROM  APRIL  6, 1917, 
TO  NOVEMBER  11,  1918. 

OFFICERS,  REGULAR  AND  RESERVE. 


Abet,  Jakvis  Hakbt,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  Attached  to  U.  S.  S.  Vermont. 

Date :  October  4,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  liin:   Mrs.  Rose  Ellen  Abey    (mother),  222  Lexington  Avenue, 
Rochester,  N.  Y. 

Appointed  from  New  York. 
Adaus,  Haket  E.,  lieutenant  (junior  grade).  United  States  Navy. 

Died :  At  United  States  Naval  Air  Station,  Paulllac,  France. 

Date:  October  5,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin  :  Mamie  Adams  (wife),  R.  F.  D.  4,  Pensacola,  Fla. 

Appointed  from  Rhode  Island. 
Ahern,  John  Bernakd,  gunner.  United  States  Naval  Reserve  Force  (class  4). 

Died:  On  U.  S.  T.  C.  Ticonderoga  (torpedoed). 

Date :  September  30,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  D.  J.  Ahern  (mother),  556  Brown  Avenue,  Manchester,  N.  H. 

Appointed  from  New  Hampshire. 
Alden,  Spencer  T.,  ensign.  United  States  Naval  Reserve  Force  (class  5). 

Died :  At  Naval  Air  Station,  Bay  Shore,  Long  Island. 

Date :  May  4,  1918. 

Cause:  Accident  (fracture  frontal  bone,  compound). 

Next  of  kin :  Samuel  R.  Alden  (father),  17  Bank  Block,  Fort  Wayne,  Ind. 

Appointed  from  Michigan. 
Aloas,  Philip,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  Navy  Base  Hospital  No.  5,  France. 

Date:  October  15,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin  :  Mrs.  Alfred  Algar  (mother),  193  Central  Avenue,  Milton,  Mass. 

Appointed  from  Massachusetts. 
Allen,  David  Gordon,  past  assistant  surgeon.  United  States  Navy. 

Died :  At  Porta  Delgada,  Azores,  attached  to  U.  S.  S.  Panther. 

Date:  September  5,  1917. 

Cause:  Food  poison,  acute. 

Next  of  kin:  Annie  Wood  (mother),  10  Taylor  Street,  Savannah,  6a, 

Appointed  from  Geor^a. 
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Allen,  Edwaed,  chief  boatswain,  United  States  Navy. 

Died:  At  Broolilyn,  N.  Y. 

Date:  April  16,  1917. 

Cause:  Disease  (carcinoma). 

Next  of  kin:  Mrs.  Edward  Allen  (wife),  802  Washington  Street,  Hoboken, 
N.  J. 

Appointed  from  New  Jersey. 
Allston,  Pbank  C,  lieutenant,  United  States  Naval  Reserve  Force. 

Died:  On  U.  S.  S.  Westover  (torpedoed). 

Date:  July  11,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  M.  C.  C.  Allston,  (wife),  Summervllle,  S.  C. 

Appointed  from  South  Carolina. 
Andrews,    JuNitrs    Franklin,    ensign,    United    States_  Naval    Reserve    Force 
(class  5). 

Died :  At  Naval  Air  Station,  Chatham,  Mass. 

Date:  July  13,  1918. 

Cause:  Accident  (burned  to  death), 

Next  of  kin:  Augusta  L.  Andrews   (mother),  913  Hangier  Avenue,  Dur- 
ham, N.  C. 

Appointed  from  Maryland. 
Antosch,  Walter,  machinist.  United  States  Naval  Reserve  Force    (class  3). 

Died:  On  U.  S.  S.  Westbridge  (torpedoed). 

Date:  August  15,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Anton  Antosch  (father),  609  Third  Avenue,  New  York,  N.  Y. 

Appointed  from  New  York. 
Aebogast,    Whbldan    Smith,    ensign,    United    States    Naval    Reserve    Force 
(class  3). 

Died :  On  Herman  Frasch  when  it  collided  with  G.  C.  Henry. 

Date:  October  4,  1918. 

Cause:  Accident. 

Next  of  kin:  Sarah  Ellen,  Arbogast  (mother),  313  West  Jefferson  Street, 
Springfield,  Ohio. 

Appointed  from  Ohio.  •- 

Arnold,  Conway  H.,  rear  admiral,  United  States  Navy  (retired). 

Died :  At  home. 

Date:  July  16,  1917. 

Cause:  Disease  (nephritis,  chronic,  interstitial). 

Next  of  kin:  Fanny  W.  Arnold   (wife),  800  Riverside  Drive,  New  York, 
N.  Y. 

Appointed  from  New  York. 
AsPEE,  BuET  J.,  lieutenant  (junior  grade)  (Medical  Coips)  United  States  Navy. 

Died :  On  U.  S.  S.  Cyclops  when  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  John  C.  Asper  (father),  329  South  Main  Street,  Chambers- 
burg,  Pa. 

Appointed  from  Maryland. 
AvEEiLL,  Rat  Rufus,  ensign.  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  U.  S.  S.  Tenadores. 

Date :  October  17,  ipi8. 

Cause:  Disease  (pneumonia). 

Next  of  kin :  Helen  B.  Averlll  (wife)  Wentworth,  N.  H. 

Appointed  from  Massachusetts. 


AvEBT,  Robert  Gilbeet,  lieutenant,  United  States  Naval  Eeserve  Force  (class  3). 

Died:  At  Naval  Hospital,  Norfolk,  Va. 

Date :  October  8,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Ella  May  Avery    (vyife),   137  Bast  Avenue,   South,  Balti- 
more, Md. 

Appointed  from  Maryland. 
Babnes,   Mekmtt  Hawthoene,   ensign.   United   States   Naval   Reserve   Force 
(class  4). 

Died :  Naval  Hospital,  Washington,  D.  C. 

Date:  October  20,  1918. 

Cause:  Disease  (influenza,  pneumonia). 

Next  of  kin:  Mabel  B.  Richardson   (mother),  56  Liberty  Street,  Danvers, 
Mass. 

Appointed  from  Pennsylvania. 
Babnet,  Edwabd  Selbt,  ensign  (Supply  Corps),  United  States  Navy. 

Died :  At  Fort  Lyon,  Colo. 

Date :  May  21,  1918. 

Cause:  Disease  (tuberculosis,  pulmonary,  chronic). 

Next  of  kin:  Jean  Barney  (wife),  2220  Blake  Street,  Berkeley,  Calif. 

Appointed  from  West  Virginia. 
Bakey,  Edmund  Boeton,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died:  At  United  States  Naval  Air  Station,  St.  Trojan,  France. 

Date:  August  22,  1918. 

Cause:  Accident  (result  of  explosion  of  bomb  on  seaplane). 

Next  of  kin:  Edmund  P.  Barry  (father),  52  Gady  Street,  Rochester,  N.  Y. 

Appointed  from  New  York. 
Bate,  Axbeet  John,  ensign.  United  States  Naval  Reserve  Force  (class  3). 

Died :  At  Base  Hospital  No.  6. 

Date:  September  19,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Edmond  Hill  Bate  (brother),  50  Church  Street,  New  York, 
N.  Y. 

Appointed  from  California. 
Baume,  Thohas  Austin,  boatswain.  United  States  Navy. 

Died:  Mare  Island,  Calif. 

Date:  October  23,  1918. 

Cause:  Disease  (influenza). 

Next   of  kin:   Mrs.   Frances  Elizabeth   Baume    (wife),   438  York   Street, 
Vallejo,  Calif. 

Appointed  from  California. 
Baush,  Robeet  O.,  lieutenant  commander.  United  States  Navy. 

Died:  On  U.  S.  S.  Solace. 

Date:  February  14,  1918. 

Cause:  Accident  (fall). 

Next  of  kin:  Mrs.  Lucille  B.  Baush  (wife),  care  of  W.  D.  Belt,  jr.,  901 
S.  W.  Life  Building,  Dallas,  Tex. 

Appointed  from  Pennsylvania. 
Beckhaedt,  Joseph  S.,  pay  clerk.  United  States  Naval  Reserve  Force  (class  3). 

Died :  At  Naval  Hospital,  New  York. 

Date:  April  18,  1918. 

Cause:  Disease  (diphtheria). 

Next   of  kin:   Mrs.  Martha  Jane  Lamb  Beckliardt    (mother),  90  South 
Howell  Street,  Hillsdale,  Mich. 

Appointed  from  Michigan. 
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Bkecheb,  James  Swain,  lieutenant  commander  (Supply  Corps),  United  States 
Navy. 

Died :  St.  Mary's  Hospital,  Brooklyn,  N.  Y. 

Date:  October  9,  1918. 

Cause:  Disease  (influenza,  pneumonia). 

Next  of  kin:  Mr.  Henry  L.  Beecher  (brother),  404  South  German  Street, 
New  Ulm,  Conn. 

Appointed  from  Minnesota. 
Belcher,  Bukton  Elias,  lieutenant  (Medical  Corps),  United  States  Navy. 

Died:  On  U.  S.  S.  Mercury. 

Date:  October  20,  1918. 

Cause:  Disease  (influenza  complicated  with  pneumonia). 

Next  of  kin:  Mrs.  Eleanor  B.  Belcher  (wife),  Gloucester,  Va. 

Appointed  from  Florida. 
Bell,  Alexander  Brown,  ensign.  United  States  Naval  Reserve  Force  (class  3). 

Died:  Naval  Hospital,  Norfolk,  Va. 

Date:  October  25,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Mrs.  Jessie  Bell  (mother),  821  Irving  Street,  Portland,  Dreg. 

Appointed  from  Oregon. 
Bell,  Edward  E\'ebett,  Jr.,  lieutenant  (junior  grade),  (Supply  Corps),  United 
States  Navy. 

Died:  At  home  (address  below). 

Date:  October  13,  1918. 

Cause:  Disease  (Spanish  influenza). 

Next  of  kin:  Mrs.  Leonla  Royer  Bell  (mother),  490  Broad  Avenue,  Leonia, 
N.  J. 

Appointed  from  New  York. 
Bellak,  Joseph  Paussett,  ensign.  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  home. 

Date:  October  4,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Blanche  Agnes  Bellak  (mother),  2102  O  Street  NW.,  Wash- 
ington, D.  O. 

Appointed  from  Pennsylvania. 
Bennett,  John  Wn.LiAM,  boatswain.  United  States  Navy. 

Died:  Navy  Yard,   Philadelphia,  Pa. 

Date :  February  2,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin  :  Kate  Bennett  (mother),  12  Holland  Road,  Worcester,  Mass. 

Appointed  from  Massachusetts. 
Bennett,  Willlam,  lieutenant.  United  States  Naval  Reserve  Force  (class  4). 

Died:  U.  S.  S.  Ticonderoga  (torpedoed). 

Date:  September  20,  1918. 

Cause:  Enemy  action. 

Next  of  kin :  Rachael  Bennett,  384  Lovell  Street,  East  Boston,  Mass. 

Appointed  from  Massachusetts. 
Bebabd,  Emile  Cbessy,  ensign.  United  States  Naval  Reserve  Force  (class  4). 

Died :  United  States  Naval  Hospital,  Norfolk,  Va. 

Date :  October  12,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Alphonslne  Berard  (wife),  12  Tenth  Street,  West  New  York, 
N.  J. 

Appointed  from  New  York. 
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Bebgen,  LoTTts  Joseph,  ensign,  United  States  Naval  Reserve  Force. 

Died:  Hospital,  Ravena,  Italy. 

Date:  September  15,  1918. 

Cause:  Accident  (aeroplane). 

Next  of  kin:  Helen  Jane  Bergen  (mother),  20  Austin  Street,  Kew  Gardens, 
Long  Island,  N.  Y. 

Appointed  from  New  York. 
BiOKLMAN,  Habky  CLIFFORD,  euslgn,  United  States  Reserve  Force  (class  4). 

Died:  Hampton  Roads,  Va. 

Date:  October  21,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Bertie  Louis  Blgelman  (wife),  Acorn  Point,  Hampton,  Va. 

Appointed  from  Florida. 
BjOBNSTAD,  Bebnakd,  lieutenant  (Supply  Corps),  United  States  Navy. 

Died:  Red  Cross  Military  Hospital  No.  8,  Paris,  France. 

Date :  October  6, 1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin :  J.  O.  Bjomstad  (father),  Brule,  Wis. 

Appointed  from  Wisconsin. 
Blackstone,  Heebekt  William,  gunner,  United  States  Naval  Reserve  Force 
(class  3)    (R). 

Died :  Naval  Hospital,  Charleston,  S.  C. 

Date:  October  12,  1918. 

Cause:  Disease  (pnuemonia,  lobar). 

Next  of  kin:  Herbert  A.  Blackstone  (father),  The  Weirs,  N.  H. 

Appointed  from  New  York. 
Blakely,  Fbank  Durham,  lieutenant  (junior  grade).  United  States  Navy. 

Died:  At  home  (address  below). 

Date :  March  23,  1918. 

Cause:  Disease  (pneumonia  lobar). 

Next  of  kin:  Polly  Blakely   (wife),  600  West  One  hundred  and  seventy- 
eighth  Street,  New  York,  N.  Y. 

Appointed  from  New  Jersey. 
BoHAN,  Jo.sEPH  Francis,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  Marseille,  France. 

Date :  October  18,  1918. 

Cause:  Disease  (pneumonia). 

Next   of  kin:   Agnes   Teresa   Bohan    (mother),  410   Gaston   Street,    Sa- 
vannah, Ga. 

Appointed  from  Georgia. 
BoLAND,  John  James,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died:  U.  S.  A.  T.  C.  Ticonderoga  (torpedoed). 

Date :  September  30,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  Mary  Madeline  Boland   (wife),  471  Jackson  Avenue, 
Bronx,  N.  Y. 

Appointed  from  New  York. 
BoLiN,  Haket  Douglas,  lieutenant  (junior  grade),  United  States  Navy. 

Died :  Depew,  N.  Y. 

Date :  October  15,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Louise  Elnora  Bolin  (wife),  824  Beecher  Street,  Indianap- 
olis, Ind. 

Appointed  from  Indiana. 
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BoLLES,  EicHABD  Benaulph,  asslstant  paymaster.  United  States  Navy. 

Died :  Santa  Eosa,  Calif. 

Date:  February  19,  1918. 

Cause:  Disease  (carcinoma  of  liver). 

Next  of  kin:   Mrs.   Bessie  Bolles    (wife),   1419  Bast  First   Street,   Long 
Beach,  Calif. 

Appointed  from  Massachusetts. 
BoNNEE,  William  Joseph,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  the  U.  S.  S.  Tjikenbang. 

Date :  September  20,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  George  F.  Bonner   (father),  395  Talbot  Avenue,  Dorchester, 
Mass. 

Appointed  from  . 

BooKSE,  Aethub  Lbe,  fensign.  United  States  Naval  Reserve  Force   (class  5). 

Died:  At  Brest,  France. 

Date:  August  21,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:   Mrs.   Evelyn   Glass  Boorse    (wife),   2030  Quinlan   Avenue, 
Birmingham,  Ala. 

Appointed  from  Wisconsin. 
BoEBELL,  Lbonabd  PASCAL,  gunuer    (E),  United   States  Naval  Reserve  Force 
(class  2). 

Died :  Navy  Annex  Hospital,  Philadelphia,  Pa. 

Date :  September  28,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Mrs.  L.  P.  Borrell   (mother),  44  Oliver   Street,  Bloomfleld, 
N.  J. ;  Mrs.  Mable  H.  Borrell  (wife),  10  Carroll  Street,  Bast  Orange,  N.  J. 

Appointed  from  New  Jersey. 
BosTBOM,  Cael  Augustus,  lieutenant  commander,  United  States  Navy. 

Died :  Naval  Hospital,  Hampton  Roads,  Va. 

Date :  February  26,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mrs.  Christine  Bostrom   (mother),  531  Seventh  Street  NB., 
Washington,  D.  C. 

Appointed  from  Ohio. 
BouENiQUE,  Joy  Cuetis,  ensign.  United  States  Naval  Reserve  Force. 

Died :  Pensacola,  Fla. 

Date :  September  24,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:   Bugene  A.   Bournique    (father),   701  First  National  Bank 
Building,  Chicago,  111. 

Appointed  from  Illinois. 
BowEB,   Thomas    Tatloe,    lieutenant,    United    States    Naval    Reserve   Force 
(class  1). 

Died :  Naval  Hospital,  Washington,  D.  0. 

Date :  October  11,  1918. 

Cause:  Disease  (Influenza  pneumonia). 

Next  of  kin:  Mrs.  Helen  Sarah  Bower  (wife),  Indianhead,  Md. 

Appointed  from  Pennsylvania. 
BowES,  Henby  J.,  lieutenant  (junior  grade).  United  States  Naval  Reserve  Force 
(class  4). 

Died :  On  board  submarine  chaser  Wo.  209. 
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Bowes,  Henry  J. — Continued. 

Date :  August  27,  1918. 

Cause:  Accident  (sunk). 

Next  of  kin:  Mrs.  Evaline  H.  Bowes  (wife),  Welhvood  Avenue,  Merchant- 
ville,  N.  J. 

Appointed  from  Pennsylvania. 
Bowman,  Charees  Gkimes,  commodore  (retired),  United  States  Navy. 

Died:  Milwaukee  Hospital,  Milwaukee,  Wis. 

Date :  October  5,  1918. 

Cause:  Disease  (carcinoma  of  stomach). 

Next  of  kin:  Josephine  McF.  Bowman  (wife),  Delphi,  Ind. 

Appointed  from  Indiana. 

Bowman,  John  Clinton,  lieutenant  (junior  grade),  (Medical  Corps),  Reserve 
Force   (class  4). 

Died :  At  Naval  Hospital,  Philadelphia,  Pa. 

Date:   October  2,  1918. 

Cause:  Disease  (pneumonia,  influenza). 

Next  of  kin:  H.  N.  Bowman  (half  brother),  Canton,  Ohio. 

Appointed  from  Ohio. 
Breablbt,  Spencek  C,  carpenter  (retired).  United  States  Navy. 

Died:  Naval  Hospital,  N.  Y. 

Date:   May  8,  191T. 

Cause:  Disease  (nephritis,  chronic,  parenchymatous). 

Next  of  kin:  Anna  E.  Brearley    (wife),  72  Sylvan  Street,  Rutherford, 
Bergen   County,   N.   J. 

Appointed  from   Pennsylvania. 
Bbeed,  Fkancis  Randall,  ensign,  Reserve  Force. 

Died:  At  Rochester,  N.  Y. 

Date:   October   15,   1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Julia  B.  French  (sister),  Brighton,  N.  Y.    R.  F.  D.  1. 

Appointed  from  New  York. 
Beickhouse,  Welllam  Henby,  ensign  (Supply  CorpsJ,  Reserve  Force  (class  4). 

Died:  Naval  Hospital,  Portsmouth,  Va. 

Date:  October  5,  1918. 

Cause:  Disease  (pneumonia,  broncho,  influenza). 

Next  of  kin:   Ida  E.  Brickhouse    (wife),  418  West  Thirty-fifth   Street, 
Norfolk,  Va. 

Appointed   from   Virginia. 
Bbinkham,  Robert  Charles,  lieutenant.  Reserve  Force  (class  3). 

Died :  United  States  Naval  Hospital,  Philadelphia,  Pa. 

Date:   October  8,  1918. 

Cause:  Disease  (pneumonia,  broncho,  influenza). 

Next  of  kin:   Fred   A.   Brinkman    (brother),   240   Grand   Street,   Jersey 
City,  N.  J. 

Appointed  from  New  York. 
Brooks,  Jonothan,  paymaster.  United  States  Navy. 

Died:    Redlands,   Calif. 

Date:    July   12,   1918. 

Cause:  Disease  (tuberculosis). 

Next  of  kin:  Mary  Elizabeth  Brooks  (wife),  Redlands,  Calif. 

Appointed   from   Massachusetts. 
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Beown,  Henet  Caetwkight,  ensign,  Reserve  Force  (class  3). 

Died:  On  U.  S.  S.  Buena  Ventura,  (torpedoed). 

Date:  September  16, 1918. 

Cause:  Enemy  action. 

Next  of  kin :  John  C.  Brown  (father),  937  Bergen  Street,  Brooklyn,  N.  Y. 

Appointed  from  New  York. 
Beown,  Httgh,  lieutenant  commander.  United  States  Navy. 

Died :  At  Naval  Hospital,  Chelsea,  Mass. 

Date :  September  26, 1918. 

Cause:  Disease  (influenza). 

Next  of  kin:   Estelle  Johnson  Brown  (wife),  care  of  Indiana  Trust  Co., 
Indianapolis,  Ind. 

Appointed  from  Indiana. 
Bktjns,  Cheistophee  Leslie,  lieutenant  (junior  grade)   (retired),  United  States 
Navy. 

Died :  St.  Elizabeths  Hospital,  Washington,  D.  C. 

Date :  September  24,  1918. 

Cause:  Disease  (dementia  paralytica). 

Next  of  kin:    Carmelite  Constant  Bruns    (wife),  2647  Broadway,  New 
York,  N.  Y. 

Appointed  from  New  York. 
BuFFUM,  WixLiAM  Henby,  lieutenant,  Reserve  Force  (class  4). 

Died:   United  States  Naval  Hospital,  Liverpool,  England. 

Date:  October  13, 1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Edith  Campbell  BufCum  (wife),  37  George  Street,  Providence, 
B.  I. 

Appointed  from  Rhode  Island. 
Btjelinq,  Joseph  Edgae,  pay  clerk,  Reserve  Force  (class  3). 

Died :  Brooklyn,  N.  Y. 

Date :  October  15, 1918. 

Cause:  Disease  (pneumonia  lobar  following  influenza). 

Next  of  kin:   Elsie  M.  Burling  (wife),  698  Quincy  Street,  Brooklyn,  N.  Y, 

Appointed  from  New  York. 
Btjens,  John  Lewis,  gunner,  United  States  Navy. 

Died :  Naval  Hospital,  Portsmouth,  N.  H. 

Date :  August  6, 1918. 

Cause:  Accident  (wound,  gunshot,  skull). 

Next  of  kin:  Michael  N.  Burns  (father),  Birchardsville,  Pa.,  R.  F.  D. 

Appointed  from  New  York. 
BuEBouGHs,  Alonzo  Ceoniee,  Chief  carpenter  (retired).  United  States  Navy 

Died :  Norfolk,  Va. 

Date:  April  16,  1918. 

Cause:  Disease  (cardiac  dilation,  acute). 

Next  of  kin:  Mrs.  Ida  V.  Burroughs  (wife),  223  Thirty-third  Street  Nor- 
folk, Va. 
Appointed  from  Virginia. 
Btjeton,  Waltee  Gael,  ensign.  United  States  Naval  Reserve  Force 
Died:  Fabiola  Hospital,  Oakland,  Calif. 
Date :  June  15,  1917. 

Cause:  Accident  (result  of  Injuries  received  In  collision  between  auto  and 
electric  train). 

Next  of  kin:  Georgia  Edith  Burton  (wife),  519  Virginia  Street,  Vallejo. 
Appointed  from  California. 
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BuiTEKWORTH,  WiLLiAM  H.,  enslgD,  NNV. 
Died:  Naval  Hospital,  Chelsea,  Mass. 
Date :  August  7,  1917. 

Cause:  Disease  (meningitis,  cerebrospinal). 
Next  of  kin:  C.  N.  Emerson  (best  friend),  176  Leyden  Street,  East  Boston, 

Mass. 
Appointed  from  Massachusetts. 

Cain,  John  J.,  ensign.  United  States  Naval  Reserve  Force. 

Died:  On  U.  S.  S.  Cyclops  (when  reported  missing). 

Date:  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  Mrs.  Ellen  Purcell,  (sister),  Fairvlew,  Colo. 

Appointed  from  Colorado. 
Caijjweix,  Ralph  Dh-unghamv  ensign.  United  States  Naval  Reserve  Force, 
(class  3). 

Died:  U.  S.  S.  Westover  (torpedoed). 

Date:  July  11,  1918. 

Cause:  Enemy  action. 

Next  of  kin :  Lena  S.  Caldvcell  (mother),  20  Runnels  Street,  Woodfords,  Me. 

Appointed  from  Maine. 
Caihoun,  Chakles  Raymond,  lieutenant  commander  United  States  Naval  Re- 
serve Force  (class  3). 

Died :  At  base  hospital,  No.  101,  France. 

Date:  October  21,  1918. 

Cause:  Accident. 

Next  of  kin:  Lucy  Brewer  Calhoun   (wife),  1412  East  Columbia  Avenue, 
Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 
Canning,  Austin  Petee,  lieutenant  United  States  Naval  Reserve  Force  (class  4). 

Died :  Navy  Base  Hospital  No.  5. 

Date:  September  27,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Catherine  Theresa  Canning  (wife),  34  Fourth  Place,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
Caepenteb,  Howard  C,  ensign.  United  States  Naval  Reserve  Force  (class  4). 

Died:  Naval  Hospital,  Pittsburgh,  Pa. 

Date:  May  28,  1918. 

Cause:  Disease  (spinal  meningitis). 

Next  of  kin :  Mrs.  and  Mr.  John  W.  Carpenter  (parents),  Wheeling,  W.  Va. 
(Hotel  Windsor). 

Appointed  from  Pennsylvania. 
Cabbigeb,  Hakbt  John,  ensign.  United  States  Naval  Reserve  Force  (class  3). 

Died:  Mare  Island,  Calif. 

Date:  October  13,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Mollle  Elizabeth  Carriger  (mother),  Mlnald,  Tex. 

Appointed  from  Texas. 
Oasroll,  Michaei.  James,  lieutenant  (junior  grade).  Reserve  Force  (Medical 

Corps)   (class  4). 

Died :  Naval  Hospital,  Newport,  B.  I. 

Date:  September  29,  1918. 
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Caeeoll,  Michael  James — Continued. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mary  W.  Carroll  (sister),  Maine  Street,  Lenox,  Mass. 

Appointed  from  Massachusetts. 
Casket,   Gaednee  Lennon,   commander.   United   States   Navy. 

Died :  Garison  Hospital,  Berehaven,  Ireland. 

Date:  November  2,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Henrietta  H.  Caskey   (wife),  Orangeburg,  S.  C. 

Appointed  from  Michigan. 
Oatchpole,  Haeey  G.,  ensign.  United  States  Naval  Reserve  Force. 

Died :  Near  Five  Fathom  Lightship,  Cape  May,  N.  J. 

Date :  September  14,  1918. 

Cause:  Accident  (seaplane). 

Next   of   kin:    Anna   Mary    Catchpole    (mother),    1674    Amherst    Street, 

BufEalo,  N.  Y. 

Appointed  from  New  York. 
Gate,  Laweence  Hill,  ensign.  United  States  Naval  Reserve  Force   (class  5). 

Died :  At  Naval  Station,  Pensacola,  Fla. 

Date :  October  9,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Frederick  Gate   (mother),  Weymouth,  Mass. 

Appointed  from  Massachusetts. 
CHAgEjvyoLifEY  O.,  captain.  United  States  Navy. 

Died:  At  Washington,"  D.  C. 

Date :  June  25,  1917. 

Cause:  Disease  (syncope  at  angina  pectoris). 

Next  of  kin:  Susan  B.  Chase  (wife),  1856  Mintwood  Place  NW.,  Washing- 
ton, D.  C. 

Appointed  from  Louisiana. 
Cheney,  Richaed  H.,  chief  gunner  (retired).  United  States  Navy. 

Died :  At  Naval  Hospital,  Philadelphia,  Pa. 

Date :  May  19,  1917. 

Cause:  Disease  (arterial  sclerosis,  general). 

Next  of  kin:  Alice  Cheney  (mother),  59  Chestnut  Street,  Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 
Childs,  Eael  W.  F.,  lieutenant.  United  States  Navy. 

Died:  While  serving  with  British  Navy. 

Date:  (About)  March  7,  1918. 

Cause:  Accident  (drowned). 

Next  of  kin:  Margaret  F.  Childs  (mother),  125  West  Market  Street,  Lewis- 
town,  Pa.;  Gertrude  Boucher  Childs  (wife),  1144  Eighty-fourth  Street, 
Brooklyn,  N.  Y. 

Appointed  from  Pennsylvania. 
Chisholm,  Geoege  Alexander,  lieutenant  (junior  grade).  United  States  Naval 
Reserve  Force. 

Died :  On  U.  S.  S.  Los  Angeles. 

Date :  September  29,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Lillian  Chisholm  (sister),  25  Highland  Avenue,  NewtonvlUe. 
Mass. 

Appointed  from  Massachusetts. 
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Chbistiansen,  Rushmer  C,  lieutenant,  Medical  Corps,  United  States  Navy. 

Died :  At  Mare  Island,  Calif. 

Date :  October  18,  1918. 

Cause:  Disease  (Influenza). 

Next  of  kin:  Ruth  L.  Christiansen  (wife),  1646  Walnut  Street,  Berkeley, 
Calif. 

Appointed  from  California. 
Clark,  Robert  F.,  ensign.  United  States  Naval  Reserve  Force. 

Died :  Brest,  France. 

Date:  August  21,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin :  Robert  .1.  Clark  (father),  94  Village  Street,  Dedham,  Mass. 

Appointed  from  Massachusetts. 
Olakke,  Charles  F.,  lieutenant.  United  States  Naval  Reserve  Force  (class  4). 

Died :  Naval  Hospital,  Chelsea,  Mass. 

Date :  August  16,  1917. 

Cause : 'Disease  (nephritis,  chronic,  parenchymatous). 

Next  of  kin:  Mary  E:  Clarke  (wife),  Calais,  Me. 

Appointed  from  Maine. 
Clements,  James  Renville,  ensign.  Reserve  Force  (class  5). 

Died:  At  Red  Cross  Military  Hospital,  No.  1,  France  (Paris). 

Date :  October  8,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin :  William  L.  Clements  (father) ,  Industrial  Works,  Bay  City,  Mich. 

Appointed  from  Michigan. 
Clephane,  Alan  O.,  lieutenant  (junior  grade).  Reserve  Force  (class  4). 

Died:  At  home  (address  below). 

Date:  January  13,  1918. 

Cause:  Disease  (pleurisy). 

Next  of  kin:  Mrs.  Alan  O.  Clephane   (wife).  1869  Mintwood  Place  NW., 
Washington,  D.  C. 

Appointed  from  District  of  Columbia. 
CoMLT,  Samuel  P.,  rear  admiral  (retired).  United  States  Navy. 

Died :  At  Woodbury,  N.  J. 

Date:  April  10,  1918. 

Cause:  Disease  (carcinoma  of  stomach). 

Next  of  kin:  Hannah  I>.  Comly  (wife),  237  Poplar  Avenue,  Woodbury,  N.  J. 

Appointed  from  New  Jersey. 
CoNBADi,  John  P.,  ensign,  United  States  Navy. 

Died :  Naval  Hospital,  New  York,  N.  T. 

Date :  March  20,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  J.  P.  Conradi  (wife),  88  Clinton  Avenue,  Brooklyn,  N.  T. 

Appointed  from  New  York. 
Cook,  Norman  Small,  lieutenant  (junior  grade),  Reserve  Force. 

Died:  At  Base  19,  Lerient,  France.     (Commanding  Douglas.) 

Date :  August  4,  1918. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin;  Jennie  W.  Cook  (wife),  Provincetown,  Mass. 

Appointed  from  Massachusetts. 
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Cooke,  Robeet  P.,  assistant  paymaster,  Reserve  Force  (class  2). 

Died:  Naval  Hospital,  Norfolk,  Va. 

Date :  February  26,  1918. 

Cause:  Disease  (myelitis,  disseminated). 

Next  of  liin:  Emma  Cooke  (mother),  4  Cumberland  Apartment,  Johnson 
City,  Tenn. 

Appointed  from  Tennessee. 
CoBTBiGHT,  Wm.  Abkam,  jr.,  enslgu,  Reserve  Force. 

Died :  At  Base  Hospital  No.  4,  Queenstown,  Ireland. 

Date :  October  31,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  W.  A.  Cortright  (father),  Warren  Street,  Beverly,  N.  J. 

Appointed  from  New  Jersey. 
CoTJBTENAT,  GoBDON  Trevoe,  lieutenant  (junior  grade)  (Medical  Corps),  Reserve 
Force  (class  4). 

Died:  Willard  Park  Hospital,  New  Xork. 

Date:   September  23,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Margery  Courtenay  (wife),  4027  Ibis  Street,  San  Diego,  Calif. 

Appointed  from  California. 
Cox,  Leslie  Hutchinson,  ensign  (Supply  Corps),  Reserve  Force  (class  4). 

Died :  At  United  States  Naval  Hospital,  Washington,  D.  C. 

Date:   October  4,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Annie  Hutchinson  Cox  (mother),  Bordentown,  N.  J. 

Appointed  from  New  Jersey. 
Cbailie,  Chaeles  Cabanne,  ensign,.  Reserve  Force  (class  5). 

Died:  At  Naval  Base,  Norfolk,  Va. 

Date:  May  17,  1918. 

Cause:  Accident  (aeroplane). 

Next  of  kin:  Lillian  P.  Kroeble  (mother),  3115  Greenwood  Road,  Brook- 
lyn, N.  Y. 

Appointed  from  Rhode  Island. 
Ckank,  Robert  Ktle,  captain,  United  States  Navy. 

Died :  Philadelphia,  Pa. 

Date :  January  17,  1918. 

Cause:  Disease  (hemorrhage  into  cerebrum). 

Next  of  kin  :  James  M.  Crank  (brother),  58  West  Fifty-eighth  Street,  New 
York,  N.  Y. 

Appointed  from  Texas. 
Cbawlet,  William  Wilson,  gunner.  United  States  Navy. 

Died:   North   River. 

Date:  June  23,  1918. 

Cause:  Accident  (drowned  while  bathing). 

Next  of  kin:  Belle  G.  Tickers  (mother),  R.  F.  D.  1,  Ardmore,  Tenn. 

Appointed  from  Tennessee. 
Ceesap,  James  McDowell,  lieutenant  commander.  United  States  Navy. 

Died :  Naval  Hospital,  Annapolis,  Md. 

Date :  October  25,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Claiborne  F.  Cresap  (vslfe),  98  College  Avenue,  Annapolis,  Md. 

Appointed  from  Maryland. 
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Ceimmins,  Joseph  Aloysius,  machinist  (retired),  United  States  Navy. 
Died :  Laurel  Avenue,  Elver  Edge,  N.  J. 
Date:  July  29,  1918. 

Cause:  Disease  (Tuberculosis,  chronic  pulmonary). 
Next   of  Mn:    Mary   Roberta   Crlmmins    (wife),   Laurel   Avenue,    River 

Edge,  N.  J. 
Appointed  from  New  Jersey. 
Ceosscxtp,  Woldeman  E.,  ensign.  Reserve  Force  (class  5). 
Died :  At  Moutchic,  Lacanau,  France. 
Date:  July  7,  1918. 
Cause:  Accident  (seaplane). 
Next  of  kin:  Louis  B.  Crosscup  (father),  167  Warren  Avenue,  Wollaston, 

Mass. 
Appointed  from  Massachusetts. 
Cbuse,  John  Rogee.  lieutenant,  United  States  Navy. 
Died :  Naval  Hospital,  Fort  Lyon,  Colo. 
Date :  November  4, 1918. 
Cause:  Disease  (tuberculosis,  abdominal). 
Next  of  kin:  Mabel  Esther  Cruse  (wife),  1313  Kentucky  Avenue,  Sedalia, 

Mo. 
Appointed  from  Missouri. 
Cunningham,  Beetram  Leo,  lieutenant  (junior  grade)  Reserve  Force  (Medical 
Corps). 
Died :  At  home. 
Date :  October  22,  1918. 
Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  B.  L.  Cunningham  (wife),  562  West  One  hundred  and  sixty- 
fourth  Street,  New  York. 
Appointed  from  New  York. 
CuKBiE,  Okman  a.,  machinist  (retired)  United  States  Navy. 
Died :  At  Mare  Island,  Calif. 
Date:  March  30,  1918. 
Cause:  Accident  (fracture  of  left  femur). 

Next  of  kin:  Matilda  Guinivan  (sister),  23  Lovett  Street,  Beverly,  Mass. 
Appointed  from  Massachusetts. 
Ctttleb,  Stdaet  Sloane,  ensign,  United  States  Navy. 
Died :  New  York,  N.  Y. 
Date:  October  10,  1918. 
Cause:  Disease  (influenza). 
Next  of  kin:    Mary   Juliana   Cutler    (wife),   1048   Fifty-seventh   Street, 

Brooklyn,  N.  Y. 
Appointed  from  New  York. 
Davet,  Habet  Ellswoeth,  lieutenant  (junior  grade)   (Medical  Corps),  United 
States  Naval  Reserve  Force. 
Died :  Keene,  N.  H.,  67  Summer  Street. 
Date :  October  5,  1918. 
Cause:  Disease  (influenza). 
Next  of  kin :  No  record. 
Appointed  from  New  Hampshire. 
Davidson,  Delozieb,  ensign.  Reserve  Force  (class  5). 
Died :  Moutchic  Laca»au,  France. 
Date:  August  14,  1918. 
174483—20 2 
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Davidson,  Delozieb — Continued. 

Cause:  Accident  (seaplane). 

Next   of  kin:  Marie  A.   Davidson    (mother),   657   Broad    Street,    Kliza- 
beth,  N.  J. 

Appointed  from  New  Jersey. 
Davis,  Hakbt  Matthews,  carpenter.  United  States  Navy. 

Died:  U.  S.  S.  Cyclops  (when  reported  missing). 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  Dora  E.  Davis  (wife),  202  South  Catalina  Avenue,  Redontio 
Beach,  CaUf. 

No  record. 
Deakin,  Robert  Edgae,  ensign.  Reserve  Force. 

Died :  On  U.  S.  S.  Herman  Frasch. 

Date :  October  4,  1918. 

Cause:  Accident  {Herman  Frasch  collided  with  U.  S.  G.  G.  Henry). 

Next  of  kin:  Josephine  Deakin   (mother),  .244  President  Street,  Brook- 
lyn, N.  T. 

Appointed  from  New  York. 
Deakins,  Aubbet  Poolb,  ensign.  United  States  Naval  Reserve  Force. 

Died :  New  York,  N.  Y. 

Date :  October  25,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Ida  Linda  Deakins  (mother),  312  Sixty-eighth  Street,  Brook- 
.  lyn,  N.  Y. 

Appointed  from  New  York. 
De  Coubct,  John,  chief  pay  clerk,  United  States  Naval  Reserve  Force  (class  3). 

Died :  Mare  Island,  Calif. 

Date:  August  14,  1918. 

Cause:  Disease  (dysentery). 

Next  of  kin  :  Christina  De  Courcy  (mother),  39  South  Fifth  Avenue,  Mount 
Vernon,  N.  Y. 

Appointed  from  New  York. 
Delehanty,  Daniel,  captain  (retired).  United  States  Navy. 

Died :  Pelham  Bay  Park,  New  York,  N.  Y. 

Date :  February  2,  1918. 

Cause:  Disease  (nephritis,  chronic,  interstitial). 

Next  of  kin:  Mrs.  Fanny  M.  W.  Delehanty  (wife),  286  Cliff  Avenue,  New 
York,  N.  Y. 

Appointed  from  New  York. 
Delehanty,   Michael  Joseph,   ensign.   United   States   Naval  Reserve   Force 
(class  5). 

Died:  Pensacola,  Fla. 

Date :  March  26,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Ellen  Delehanty  (mother),  66  Bowdoln  Street,  Boston,  Mass. 

Appointed  from  Massachusetts. 
Doane,  Habold  Pakkeb,  ensign  (inactive).  United  States  Naval  Reserve  Force. 

Died :  Brooklyn,  N.  Y. 

Date :  March  2,  1918. 

Cause:  Accident  (drowning). 

Next  of  kin:  Myrtle  B.  Doane  (wife),  Harwichport,  Mass. 

Appointed  from  Massachusetts. 
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DoHEBTT,  Wtttjam  Henkt,  pay  inspector,  United  States  Navy. 
Died :  Sherman  Apartments,  New  Xork,  N.  Y. 
Date:  July  16,  1918. 

Cause:  Disease  (cirrhosis  of  liver,  atrophic). 
Next  of  kin:  Mrs.  Florence  E.  Doherty  (wife),  Hotel  Margaret,  Brooklyn, 

N.  Y. 
Appointed  from  New  York. 
Dbapek,  Thomas  W.  M.,  ensign.  United  States  Naval  Reserve  Force  (class  5). 
Died :  Naval  Air  Station,  Pensacola,  Fla. 
Date :  March  26,  1918. 
Cause:  Accident  (seaplane). 
Next  of  kin:  Mrs.  Anna  M.  Draper  (wife),  Brighton,  Montgomery  County, 

Md. 
Appointed  from  New  York. 
Duke,  Leo  E.,  ensign.  Supply  Corps,  United  States  Naval  Reserve  Force  (class 

4). 
Died :  At  home,  Philadelphia,  Pa. 
Date :  September  26,  1918. 
Cause:  Disease  (pneumonia). 
Next  of  kin:  Mrs.  Lydia  P.  Duke  (wife),  5440  Walnut  Street,  Philadelphia, 

Pa. 
Appointed  from  Pennsylvania. 
Dunn,  Henkt  Albeet,  medical  inspector,  United  States  Navy. 
Died :  New  York,  N.  Y. 
Date:  December  13,  1917. 
Cause:  Disease  (myocarditis,  chronic).     , 
Next  of  kin :  Mrs.  H.  A.  Dunn  (wife),  2536  Fourteenth  Street,  Washington, 

D.  C. 
Appointed  from  Colorado. 
DuEGiN,    Tbuewoethy    David,    ensign,    United    States   Naval    Reserve   Force 

(class  4). 
Died:  Naval  hospital,  Great  Lakes,  111. 
Date:  October  1,  1918. 
Cause:  Disease  (influenza). 
Next  of  kin:  Mrs.  Mary  Anna  Durgin  (mother),  1615  Washington  Street, 

Racine,  Wis. 
Appointed  from  Wisconsin. 
Dtkeman,   John   Joseph,    lieutenant    (junior   grade).    United    States   Naval 

Reserve  Force. 
Died :  Residence,  685  Eighth  Street,  San  Francisco,  Calif. 
Date :  July  8,  1918. 

Cause:  Disease  (endocarditis,  chronic). 
Next  of  kin:  Miss  Catherine  Dykeman   (sister),  685  Eighth  Street,  San 

Francisco,  Calif. 
Appointed  from  California. 

Edwaeds,  John  Davis,  lieutenant.  United  States  Navy. 
Died :  On  board  U.  S.  S.  Shaw. 
Date :  October  9,  1918. 

Cause:  Accident  (multiple  injuries,  extreme,  collision). 
Next  of  kin:  Mrs.  Mae  Marshall  Edwards  (Wife),  Young's  Cottage,  Buckroe 

Beach,  Va. 
Appointed  from  Virginia. 
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Edwakds,  Joseph  Francis,  lieutenant   (junior  grade),  United  States  Naval 
Reserve  Force  (class  4). 

Died :  Waldorf  Hotel,  New  York,  N.  Y. 

Date:  October  13,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Marie  Edwards  (wife),  2119  Locust  Street,  Philadelphia,  Pa. 

Appointed  from  Delaware. 
Egan,  Kikenan  Joseph,  chief  gunner,  United  States  Navy. 

Died:  St.  Elizabeths  Hospital,  Washington,  D.  C. 

Date :  August  10,  1918. 

Cause:  Disease  (dementia  paralytica). 

Next  of  kin:  Mrs.  Gertrude  Egan  (wife),  Raleigh  Hotel,  Washington,  D.  G. 

Appointed  from  New  York. 
Ehbet,  Samuel  Caelton,  ensign.  United  States  Naval  Reserve  Force  (class  3). 

Died :  Naval  Base  No.  5,  Brest,  France. 

Date:  May  17,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Samuel  C.  Ehret,  sr.  (father),  R.  F.  D.,  Shelby,  Ohio. 

Appointed  from  Ohio. 
Elliot,  Richaed  McC,  Jr.,  lieutenant  commander  (temporary).  United  States 
Navy. 

Died :  On  board  U.  S.  S.  Manley. 

Date :  March  19,  1918. 

Cause:  Accident  (fracture  of  skull,  explosion  on  U.  S.  S.  Manley). 

Next  of  kin:  Mrs.  Jean  Elliot   (wife),  care  of  J.  H.  Packard,  981  Park 
Avenue,  New  York,  N.  Y. 

Appointed  from  Pennsylvania. 
Ely,  Geobge  Samuel  Beenaed,  ensign,  United  States  Naval  Reserve  Force 
(class  4). 

Died :  On  board  U.  S.  S.  Volunteer. 

Date :  October  15,  1918. 

Cause:  Disease  (heart  failure). 

Next   of   kin:  David   William   George   Ely    (son),    2320   Myrtle   Street, 
Oakland,  Calif. 

Appointed  from  California. 
Bmoey,  William  H.,  rear  admiral  (retired).  United  States  Navy. 

Died :  Newport  Hospital,  Newport,  R.  I. 

Date :  July  15,  1917. 

Cause:  Disease  (cerebral  apoplexy). 

Next   of   kin:  Mrs.   W.    H.    Emory    (wife),    115Q   Connecticut   Avenue, 
Washington,  D.  C. 

Appointed  from  3177,  District  of  Columbia. 
Bndel,  Solomon,  lieutentint  commander.  United  States  Navy. 

Died:  On  board  U.  S.  S.  Mercy. 

Date :  October  21,  1918. 

Cause:  Disease  (pneumonia,  bronchial). 

Next  of  kin:  Fannie  M.  Endel  (wife),  808  Eighth  Avenue,  Brooklyn,  N.  Y. 

Appointed  from  7123,  Louisiana. 
Ebiksson,  Eeik  Albin,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died  Marine  Hospital,  Stapleton,  Staten  Island. 

Date :  Octobet  14,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Christine  Eriksson   (wife),  Cornwall-on-Hudson,  N.  Y.,  or, 
care  of  Dr.  Pack,  901  Fifty-seventh  Street,  Brooklyn,  N.  Y. 

Appointed  from  Massachusetts. 
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Evans,  Chaplin  E.,  lieutenant,  UiiiiPd  States  Navy. 

Died:  At  home  of  S.  H.  Hrmiltor.,  510  ParU.  Place,  Bridgeport,  Conn. 

Date :  September  30,  1918. 

Cause;  Disease  (influenza). 

Next  of  kin:  Mrs.  Louis  G.  Evans  (mother),  322  South  St.  Asaph  Street, 

Alexandria,  Va. 
Appointed  from  Virginia. 
Evans,  George  B.,  Jr.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 
Died:  Miami,  Fla. 
Date :  May  31,  1918. 
Cause:  Accident  (seaplane). 
Next  of  kin:  Mrs.   Luck  M.  Evans   (mother),  223  Thirty-fourth   Street, 

Philadelphia,  Pa. 
Appointed  from  Pennsylvania. 
Fallon,  Habet  Alotsius,  ensign.  United  States  Naval  Reserve  Force  (class '4). 
Died :  At  home,  770  St.  Nicholas  Avenue,  New  York. 
Date :  October  15,  1918. 

Cause : '  Disease  ( pneumonia ) . 

Next  of  kin:  Mrs.  Annie  F.  Fallon   (mother)   770  St.  Nicholas  Avenue, 

New  York. 
Appointed  from  New  Yor'? 
Faemek,  Edwaed,  chief  ensTiiieer,  with  rank  of  vear  admiral  (retired).  United 
States  Navy. 
Died :  274  Newbury  Strf^t,  Boston,  Mass. 
Date:  February  20.  1918. 
Cause:  Disease  (liemiplegia). 
Next  of  kin:  Mrs.  Edward  Farmer    (.wife),  274  Newbury  Street,  Boston, 

Mass. 
Appointed  from  Massachusetts. 
Feelt,  James  Francis,  lieutenant  (junior  grade).  Medical  Corps  (dental  sur- 
geon). United  States  Naval  Reserve  Force. 
Died :  Naval  hospital    Nf^/port,  R.  I. 
Date:  September  26,  19l8.  ' 

Cause:  Disease  (vmeumonia,  lobar). 
Next  of  kin:  Mrs.  Marguerite  Feely   (wife),  3802  Pcwelton  Avenue,  West 

Philadelphia.  L'a. 
Appointed  from  Pennsylvania. 
Felton,  Emoby  Gale,  ensign.  United  States  Naval  Reserve  Force  (class  4). 
Died :  United  States  Naval  Hospital,  Pelham  Bay  Park,  N.  Y. 
Date .  October  12,  1918. 
Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Mrs.  Serena  Felton  (wife),  134  Park  Place,  Brooklyn,  N.  Y. 
Appointed  from  New  York. 
FiNGLETON,  Louis  J.,  lieutenant  (junior  grade).  United  States  Naval  Reserve 
Force  (class  3). 
Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 
Date:  June  14,  1918. 
Cause:  Accident. 

Next  of  kin:   Miss  Mary  J.   Fingleton    (sister),   Dennett   Street,   Ports- 
mouth, N.  H. 
Appointed  from  New  Hampshire. 
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FisHEE,  John  Lee,  lieutenant  (temporary),  Medical  Corps,  United  States  Navy. 

Died :  Naval  Hospital,  Chelsea,  Mass. 

Date :  September  24,  1918. 

Cause:  Disease  (influenza  pneumonia). 

Next  of  kin:  Mrs.  Mary  B.  Fisher  (mother),  2501  Jefferson  Street,  Wil- 
mington, Del. 

Appointed  from  Delaware. 
Fitzgerald,  Edwaed  Makcus,  ensign.  United  States  Naval  Reserve  Force. 

Died :  Rockaway  Beach,  L.  I.,  N.  T. 

Date :  August  21,  1918. 

Cause:  Accident  (drowned,  canoe). 

Next   of   kin:    Mrs.   Henrietta   Fitzgerald    (mother),   54   Johnson    Street, 
Brooklyn,  N.  Y. 

Appointed  from  New  York. 
FoBBEs,  Hakvey  Feank,  lieutenant.  United  States  Naval  Reserve  Force. 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  Clara  Rose- Forbes  (wife),  635  Lapear  Court,  Huron,  Mich. 

Appointed  from  Michigan. 
FoED  John  Donamson,  rear  admiral  (retired).  United  States  Navy. 

Died :  Baltimore,  Md. 

Date :  April  8,  1918. 

Cause:  Disease  (arterial  sclerosis). 

Next  of  kin:  Mrs.  Laura  Ford  (wife),  2319  Maryland  Avenue,  Baltimore, 
Md. 

Appointed  from  Maryland. 
Foss,  Frank  Fostee,  lieutenant  (junior  grade).  United  States  Naval  Reserve 
Force  (class  4). 

Died :  On  board  U.  S.  S.  Nopatin. 

Date:  August  6,  1918. 

Cause:  Accident  (scalds  from  boiler  explosion). 

Next  of  kin:  Mrs.  Tressa  V.  Foss  (wife),  189  Cass  Street,  Providence,  R.  L 

Appointed  from  Rhode  Island. 
FousT,  WnxiAM  Clay,  gunner  (temporary).  United  States  Navy.  " 

Died:  Naval  hospital,  Norfolk,  Va. 

Date :  May  19th,  1918. 

Cause:  Disease  (pleurisy,  suppurative). 

Next  of  kin:  Mr.  Samuel  Foust  (father),  777  St.  Clair  Street,  Akron,  Ohio. 

Appointed  from  Ohio. 
Feank,  Myles  Aloysius,  ensign.  United  States  Naval  Reserve  Force  (class  4). 

Died :  Base  Hospital  No.  6,  Talance,  France. 

Date:  October  22,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Mary  Theresa  Frank  (mother),  211  East  street  Seventy-sixth 
Street,  New  York  City. 

Appointed  from  New  York. 
Feothingham,  Philip  Beenaed,  ensign.  United   States  Naval  Reserve  ^Force 
(class  5). 

Died:  St.  Inglevert,  France. 

Date:  September  14,  1918. 

Cause:  Accident  (aeroplane). 

Next  of  kin:  Angle  B.  Frothingham  (mother),  276  Brackett  Street,  Port- 
land, Me. 

Appointed  from  Maine. 
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Fbt,  Chakles,  ensign,  United  States  Naval  Reserve  Force  (class  4). 
Died :  United  States  Naval  Hospital,  Philadelphia,  Pa. 
Date :  October  12,  1918. 
Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  John  Fry   (brother),  312  North  American  Building,  Phila- 
delphia, Pa. 
Appointed  from  Pennsylvania. 

Gabland,  Alesandeb  Charles,   ensign.   United   States  Naval  Reserve  Force 
(class  4). 

Died :  United  States  Naval  Hospital,  Brooklyn,  N.  Y. 

Date :  October  23,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Jennia  Garland   (aunt),  1101  South  Fourth  Street,  Mont- 
gomery, Ala. 

Appointed  from  Alabama. 
Gately,  Grant  Gabriel,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  board  U.  S.  S.  TUxmderoga  when  torpedoed. 

Date :  September  30,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  Mary  M.  Gately  (mother),  care  of  Irish  &  George,  Globe 
Building,  Boston,  Mass. 

Appointed  from  Massachusetts. 
Gehrig,  Edmund,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  board  U.  S.  S.  Cherokee. 

Date :  February  26,  1918. 

Cause:  Accident  (foundered). 

Next  of  kin:  Anton  J.  Gehrig  (father),  427  East  One  hundred  and  fifty- 
sixth  Street,  New  York,  N.  Y. 

Appointed  from  New  York. 
George,  Walter  W.,  carpenter  (temporary).  United  States  Navy. 

Died :  Attached  to  U.  S.  S.  Tallahassee. 

Date:  October  11,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mary  Frances  George   (wife),  612  Henry  Street,  Camden, 
N.  J.,  or  217  Senate  Street,  Camden,  N.  J. 

Appointed  from  Ohio. 
Ghx,  Willlam  Andrew,  rear  admiral,  United  States  Navy. 

Died:  St.  Vincent's  Hospital,  Bridgeport,  Conn. 

Date:  October  10,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mary  Dehaas  Gill   (vrffe),  Connecticut  and  M  Streets,  Con- 
necticut Apartments,  Washington,  D.  C. 

Appointed  from  Pennsylvania. 
Gleason,  John  Frederick,  jr.,  ensign.  United   States  Naval  Reserve  Force 
(class  4).  , 

Died:  Naval  Hospital,  New  London,  Conn. 

Date:  October  14,  1918. 

Cause:  Disease  (Influenza). 

Next  of  kin:  Anna  Johanna  Gleason  (wife),  Minden  City,  Mich. 

Appointed  from  Michigan. 
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Glknnon,  Phiup  Thompson,  ensign,  tJnited  States  Navy. 
Died:  On  board  U.  S.  S.  Solace. 
Date:  July  13,  1917. 

Cause:  Disease  (meningitis,  cerebrospinal). 

Next  of  kin:  Mrs.  Janet  K.   Glennon    (wife),  918  Park  Avenue,  Rich- 
mond, Va. 
Appointed  from  Nevr  York. 
GoLDSEORouGH,  WoBTHiNGTON,  pay  dlrcctor  (retired),  United  States  Navy. 
Died:  Camliridge,  Md. 
Date:  April  23,  1918. 
Cause:  Disease  (pneumonia  and  old  age). 

Next  of  kin:  B.  W.  Goldsborough  (son),  10  High  Street,  Annapolis,  Md. 
Appointed  from  Maryland. 
Gbaham,  Ivan  Montrose,  lieutenant.  United  States  Navy. 
Died :  Hospital,  Quebec,  Canada. 
Date:  September  21,  1918. 
Cause:  Disease  (Influenza). 

Next  of  kin:  Lillian  S.  Graham  (wife),  2044  First  Street,  San  Diego,  CaUf. 
Appointed  from  Honolulu,  Territory  of  Hawaii. 
Gray,  William  T.,  pay  inspector.  United  States  Navy. 
Died :   Naval  Station,  Hawaii. 
Date :  January  9,  1918. 

Cause:  Disease  (chronic  interstitial  nephritis). 
Next  of  kin:   Mr.  William  T.  Gray,  jr.  (son),  Winston-Salem,  N.  C. 
Appointed  from  North  Carolina. 
Geeen,  Elmer  Joseph,  machinist.  United  States  Naval  Reserve  Force  (class  3). 
Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 
Date :  June  14,  1918. 
Cause:  Accident. 

Next  of  kin:    Mrs.  Amelia  Green   (mother),  2374  Cornelia  Street,  Brook- 
lyn, N.  Y. 
Appointed  from  New  York. 
Greene,  Edward  Forbes,  lieutenant  (retired).  United  States  Navy. 
Died:  At  home,  Cambridge,  Mass. 
Date:  December  18,  1917. 

Cause:  Disease  (tuberculosis,  chronic  pulmonary). 

Next  of^kin:  D.  Crosby  Greene   (father),  No.  60  Sheparf  Street,  Cam- 
'  bridge,  Mass. 
Appointed  from  Illinois. 
Grofp,  John  Merideth,  carpenter  (temporary),  United  States  Navy. 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:    Henry  B.  Groff  (father),  509  North  Poplar  Street,  Grand 

Island,  Nebr. 
Appointed  from  Nebraska. 
Gbover,  Joseph  McKinnet,  machinist.  United  States  Navy. 
Died :  United  States  Naval  Hospital,  Portsmouth,  Va. 
Date :  October  18, 1918. 
Cause:  Disease  (pneumonia). 
Next  of  kin:    Anne  Pearl  Grover    (wife),  2607   South  Twelfth   Street, 

Philadelphia,  Pa. 
Appointed  from  Pennsylvania. 
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GtJNN,  Habkt  C,  chief  boatswain  (retired),  United  States  Navy. 
Died :   At  Holy  Family  Hospital,  New  York,  N.  Y. 
Date :  September  23, 1917. 
Cause:  Accident  (fracture  of  skull,  simple). 
Next  of  kin:   Mrs.  Margaret  G.  Gunn  (wife),  171  East  Thirty-first  Street, 

Brooklyn,  N.  Y. 
Appointed  from  New  York. 

Hagood,  Walter  Bbown,  lieutenant  (junior  grade).  United  States  Naval  Re- 
serve Force  (class  4). 
Died:  At  United  States  Naval  Hospital,  Philadelphia,  Pa. 
Date :  October  5, 1918. 
Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:   Helena  Louis  Hagood  (wife),  3908  Baltimore  Avenue,  Phila- 
delphia, Pa. 
Appointed  from  Pennsylvania. 
Halstead,  Robeet  H.,  assistant  paymaster,  United  States  Naval  Reserve  Force 
(class  4). 
Died :  On  the  U.  S.  S.  We&tover  when  sunk. 
Date:  July  11,  1918. 
Cause:  Enemy  action. 
Next  of  kin:  Mrs.  Myrta  Jean  Halstead  (mother),  227  North  Sycamore 

Street,  Lansing,  Mich. 
Appointed  from  Michigan. 

Hannon,  Raymond  V.,  lieutenant  (junior  grade),  United  States  Navy. 

Died :  At  New  York,  N.  Y. 

Date :  June  12,  1917. 

Cause:  Suicide. 

Next  of  kin:  Mrs.  Bertha  E.  Hannon  (mother),  24  West  Oakwood  Place, 
Buffalo,  N.  Y. 

Appointed  from  New  York. 
Hansen,  Anders,  lieutenant,  United  States  Naval  Reserve  Force  (class  4). 

Died :  In  France. 

Date :  June  1,  1918. 

Cause:  Accident  (auto). 

Next  of  kin:  Mrs.  Johanna  Hansen  (mother),  Ladagherm  Hoge,  Denmark. 

Appointed  from  Virginia. 
Hansen,   Matjeice   John   W.,    ensign.    United    States   Naval   Reserve   Force 
(class  4). 

Died :  United  States  Naval  Hospital,  Norfolk,  Va. 

Date :  October  13,  1918. 

Cause:  Disease  (pneumonia,  broncho,  influenza). 

Next  of  kin:  Anna  Hansen  (mother),  1  Skole  Alley,  Kastrup,  Denmark. 

Appointed  from  New  Jersey. 
Hansen,  Rolf  WnjxiMS,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  At  St.  Vincent's  Hospital,  Staten  Island. 

Date :  October  1,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Marie  Hansen  (mother),  203  Lafayette  Avenue,  New  Brighton, 
Staten  Island,  N.  Y. 

Appointed  from  New  York. 
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Haegis,  Edwahd  G.,  ensign  (retired),  United  States  Navy. 

Died :  At  Jackson,  Ky. 

Date :  October  30,  1918. 

Cause:  Disease  (pneumonia,  fever,  and  influenza).   • 

Next   of  kin:    H.   H.   Hargis    (fatlier),   Hargis   Commercial   Bank   and 
Trust  Co.,  Jackson,  Ky. 

Appointed  a  midshipman  from  Kentucky,  9-7-01. 
Haktnett,   John,  assistant  paymaster,   United   States  Naval   Reserve  Force 
(class  4). 

Died:  On' board  the  U.  S.  S.  iMke  Harney. 

Date :  August  4,  1918. 

Cause:  Suicide  (Hanging). 

Next  of  kin :  Mrs.  Mary  Hartnett  (mother),  Proctor,  Vt. 

Appointed  from  New  York. 
Haswell,  Goveeneue  Kemble,  commander  (retired),  United  States  Navy. 

Died:  At  Santa  Barbara,  Calif. 

Date :  March  31,  1918. 

Cause:  Disease  (tabes  dorsalis). 

Next  of  bin :  Julian  B.  Haswell  (son),  Hotel  Gregson,  Santa  Barbara,  Calif. 

Appointed  from  California. 
Hatch,  William  Dwight,  lieutenant.  United    States    Naval    Reserve    Force 
(class  2). 

Died :  At  Cardiff,  Wales. 

Date:  October  5,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Anna  Nagel  Hatch  (wife),  Vallejo,  Calif. 

Appointed  from  California. 
Havens,  George  Edward,  ensign.  United  States  Naval  Reserve  Force. 

Died :  At  United  States  Navy  Hospital,  Hursley,  England. 

Date:  October  1,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin :  Ella  Jane  Havens  (mother),  14  Evergreen  Avenue,  New  Lon- 
don, Conn. 

Appointed  from  Connecticut. 
Hayes,  Riley  Monroe,  lieutenant  (junior  grade),  Medical  Corps,  United  States 
Navy. 

Died :  On  board  the  U.  S.  S.  Comfort. 

Date :  October  3,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin :  Martha  J.  Hayes  (mother),  Olanton,  Ala. 

Appointed  from  Alabama. 
Haynes,  Andrew  Pace,  lieutenant.  United  States  Navy. 

Died :  At  Naval  Hospital,  Great  Lakes,  111. 

Date :  September  30,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Mrs.  Rosa  James  Haynes  (mother),  Alexander,  Ala. 

Appointed  from  Alabama. 
Healey,  James  Joseph,  machinist.  United  States  Navy. 

Died:  Navy  hospital,  Portsmouth,  N.  H. 

Date:  September  28,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next   of   kin:  Mr.    James    Healey    (father),    350    Broad    Street,   VaUey 
Falls,  R.  I. 

Appointed  from  Rhode  Island. 
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Helmebichs,  Otta  a.,  boatswain,  United  States  Naval  Reserve  Force. 

Died:  At  Ancon  Hospital,  Canal  Zone. 

Date:  January  5,  1918. 

Cause:  Disease  (Brlght's). 

Next  of  Wn:  Mrs.  Anita  Helmerlehs  (wife),  Paraiso,  Canal  Zone. 

Appointed  from  New  York. 
Heron,  Kenneth,  lieutenant,  United  States  Navy. 

Died:  At  Bremerton,  Wash. 

Date:  June  7,  1917. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  iVIrs.  Ellen  Heron   (motier),  care  of  Mr.  J.  D.  Heron,  800 
McAllister  Street,  San  Francisco,  CaUf. 

Appointed  from  California. 
Hethebington  James  Henbt,  commander  (retired).  United  States  Navy. 

Died:  Philadelphia,  Pa. 

Date:  September  16,  1917. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:  Mrs.  Julian  H.  Thomson  (daughter),  Biltmore,  N.  O. 

Appointed  from  Iowa. 
Biggins,  Edwaed  E.,  ensign.  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  Clinton,  Conn. 

Date :  June  20,  1917. 

Cause:  Disease  (tonsillitis,  acute  cerebral  meningitis). 

Next  of  kin:  Mrs.  Mary  A.  Hlggins  (wife),  Clinton,  Conn. 

Appointed  from  Connecticut. 
Hux,  Fbank  Randolph,  lieutenant  (junior  grade).  United  States  Navy,  Supply 
Corps. 

Died :  On  board  the  U.  S.  S.  Ozark. 

Date:  November  10,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  John  Hill  (father),  Marseilles,  111. 

Appointed  from  Illinois. 
Hux,  RicHABD  Fbankun,  asslstaut  surgeon.  United  States  Naval  Reserve  Force 
(class  4). 

Died:  St.  Elizabeth's  Hospital,  Washington,  D.  O. 

Date:  July  2,  1918. 

Cause:  Disease  (result  of  psychosis,  maniac  depressive). 

Next  of  kin:  Mrs.  Martha  R.  Hill  (wife),  5014  Catherine  Street,  Philadel- 
phia, -Pa. 

Appointed  from  Pennsylvania. 
HoBAET,  John  C,  ensign.  United  States  Naval  Reserve  Force. 

Died :  Hospital,  Norfolk,  Va. 

Date :  October  3,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin :  Emma  Lydia  Hobart  (wife),  868  Thirtieth  Street,  Norfolk,  Va. 

Appointed  from  Pennsylvania. 
HoBECK,   John   Williams,   lieutenant    (junior  grade).   United   States   Naval 
Reserve  Force. 

Died :  At  Richmond,  Va.,  home  of  C.  F.  Long. 

Date :  October  7,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Sue  Hobeck  (wife),  521  Thirty-sixth  Street,  Norfolk,  Va. 

Appointed  from  Virginia. 
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Hodge,  Olabence  E.,  lieutenant  (junior  grade),  United  States  Naval  Reserve 
Force  (class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date:  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  Mr.  A.  C.  Hodge   (father),  Roundbrook,  N.  J. 

Appointed  from  New  Jersey. 
HoDsoN,  Meeeitt,  lieutenant  commander.  United  States  Navy. 

Died :  On  board  U.  S.  S.  Mercy. 

Date :  October  13,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  William  Hodson  (father),  7113  Harvard  Avenue,  Chicago,  111. 

Appointed  from  Illinois. 
HoEN,  Walter  Scott,  medical  inspector.  United  States  Navy. 

Died :  Port  au  Prince,  Haiti. 

Date :  July  7,  1918. 

Cause:  Disease  (angina  pectoris). 

Next  of  kin:  Ernest  A.  Hoen    (father),  Box  243  Richmond,  Va.     Maude 
Hoen  (wife),  1126  Twenty-fifth  Street  NW.,  Washington,  D.  C. 

Appointed  from  Virginia. 
Hoffman,  Chaeles  W.,  lieutenant,  United  States  Naval  Reserve  Force. 

Died :  Long  Island  College  Hospital,  Brooklyn,  N.  T. 

Date :  October  13,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kill:  Mrs.  G.  C.  Rubini  (friend),  156  Prospect  Park,  West  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
Hoffman,  David,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  On  the  U.  S.  S.  Tampd  when  that  vessel  was  sunk. 

Date :  September  26,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Minnie  Hoffman  (mother),  218  Bremen  Street,  East  Boston, 
Mass. 

Appointed  from  Massachusetts. 
Hor.MKs,  Aethue  Veenon,  lieutenant  (junior  grade).  United  States  Navy. 

Died:  Nea.r  Island  of  Samar,  Philippine  Islands. 

Date:  November  9,  1918. 

Cause:  Accident,  drowning  (fell  out  of  open  boat  after  S.  S.  Dumaru  was 
struck  by  lightning) . 

Next  of  kin:  Ada  Smith  Holmes  (wife),  773  Main  street,  Beaumont,  Tex. 

Appointed  from  Texas. 
Holmes,   Chaeles   Joseph,   boatswain.   United   States  Naval   Reserve   Force 
(class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  Mrs.  Iva  Alice  Holmes  (wife),  2405  Presburg  Street,  Balti- 
more, Md. 

Appointed  from  Maryland. 
Homee  Joseph  Waeeen,  ensign.  United  States  Naval  Reserve  Force  (class  5). 
Died :  At  Naval  Hospital,  London,  England. 

Date:  November  9,  1918. 

Cause:  Disease  (broncho-pneumonia). 
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Homer,  Joseph  Wakekn — Continued. 

Next  of  kin:  Mr.  Joseph  W.  Homer  (father),  38  Webster  Place,  Brook- 
line,  Mass. 

Appointed  from  Massachusetts. 
Hood,  Hakry  R.,  gunner.  United  States  Navy. 

Died :  On  U.  S.  S.  Jacob  Jones  when  torpedoed. 

Date:   December   6,   1917. 

Cause:  Enemy  action. 

Next  of  kin:  Belle  R.  Hood  (mother),  428  Peachtree  Street,  Atlanta,  Ga. 

Appointed  from  North  Carolina. 
Hoops,  Lyman  B,  lieutenant.  United  States  Navy. 

Died :    London,   England. 

Date :  June  7,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Thomas  Hoops,  jr.,   (father),  99  High  Street,  Middletown, 
Conn. 

Appointed  from   Connecticut. 
HoTjGH,  Frank  Peknbacher  Whtte,  lieutenant  commander  United  States  Navy. 

Died :  On  board  the  U.  S.  S.  Huron. 

Date:   October  27,   1918. 

Cause:  Disease  (influenza  and  broncho-pneumonia). 

Next  of  kin:  Helen  M.  Hough  (wife),  Osbum  Hotel,  New  Rochelle,  N.  Y. 

Appointed   from   Virginia. 
Howell,  John  A.,  rear  admiral  (retired).  United  States  Navy. 

Died:  The  Plains,  Va. 

Date:   January  10,   1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin :  Mrs.  J.  V.  Bohn  (daughter).  The  Plains,  Va. 

Appointed  from  New  York. 
'  Ingram,  Homes  L.,  lieutenant,  United  States  Navy. 

Died :  Naval  Hospital,  Washington,  D.  O. 

Date :  September  27,  1918. 

Cause:  Disease  (pneumonia,  Influenza). 

Next  of  kin  :  Mrs.  Edith  Wendell  Ingram  (wife),  176  Tappan  Street,  Brook- 
line,  Mass. 

Appointed  from  Indiana. 
iBwiN,  Glendon  Ward,  ensign.  United  States  Navy. 

Died :  Naval  Hospital,  Annapolis,  Md. 

Date:  December  6,  1917. 

Cause:  Suicide,  gunshot. 

Next  of  kin :  Mrs.  Vincintia  V.  Irwin  (wife),  198  Chesapeake  Avenue,  East- 
port,  Md. 

Appointed  from  Ohio. 
Jacob,  Victor  A.,  gunner.  United  States  Navy. 

Died :  At  navy  yard.  New  York. 

Date:  July  13,  1917. 

Cause:  Accident  (fall). 

Next  of  kin:  Mrs.  Frances  M.  Jacob   (wife),  465  Forty-seventh  Street, 

Brooklyn,  N.  Y. 
Appointed  from  Louisiana. 
Johnson,  Carl  Martin,  lieutenant  (Pay  Corps),  (junior  grade).  United  States 
Navy. 
Died :  At  Cavlte,  P.  I. 
Date :  September  19,  1919. 
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Johnson,  Gael  Mabtin — Continued. 

Cause:  Disease  (sarcoma). 

Next  of  kin:  Charles  A.  Johnson  (father),  1078  East  Second  Street,  James- 
town, N.  Y. 

Appointed  from  Pennsylvania. 
Johnson,    Eveee'tt    Pbeo,    lieutenant.    United    States    Naval    Reserve    Force 
(class  3). 

Died :  On  board  the  TJ.  S.  S.  Astoria. 

Date :  October  10,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Vina  Rosalie  Johnson   (vyife),  362  Fifteenth  Street,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
Johnson,  Robeet  Samuel,  lieutenant   (Civil  Engineer  Corps),  United  States 
Navy. 

Died :  At  Ottowa,  Ontario. 

Date:  October  13,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Donald  G.  Johnson  (father),  Ireton,  Iowa. 

Appointed  from  Iowa. 
Johnston  James  C,  assistant  paymaster,  United  States  Naval  Reserve  Force. 

Died :  Reported  missing  from  President  Lincoln  when  torpedoed. 

Date :  May  31,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  Willie  Belle  Johnston  (mother),  939  North  Fifth  Avenue, 
Knoxville,  Tenn. 

Appointed  from  Missouri. 
Jordan,  Lewis  Sydney,  lieutenant.  United  States  Naval  Reserve  Force. 

Died :  On  U.  S.  S.  Undaunted. 

Date:  March  14,  1918. 

Cause:  Accident  (fractured  skuU). 

Next  of  kin:  Mrs.  Alice  M.  D.  Jordan   (wife),  1219  Twelfth  Avenue,  San 
Francisco,  Calif. 

Appointed  from  Washington. 

Cause:  Result  of  accident  (fractured  skull). 
JoBDAN,  Thomas  D.,  lieutenant.  United  States  Naval  Reserve  Force  (class  4). 

Died:  At  New  York. 

Date:  January  21,  1918. 

Cause:  Disease  (dilation,  acute  cardiac). 

Next  of  kin:  Mrs.  Grace  Jordan    (wife),  445  Seventy -fifth  Street,  Brook- 
lyn, N.  Y, 

Appointed  from  New  York. 
Kalk,  Stanton  F.,  lieutenant  (junior  grade).  United  States  Navy. 

Died:  On  board  U.  S.  S.  Jacob  Jones. 

Date:  December  6,  1917. 

Cause:  Enemy  action  (exposure  after  torpedoing  of  U.  S.  S.  Jacob  Jones). 

Next  of  kin:  Mrs.  George  S.  Kalk   (mother).  Hotel  Balfour,  Washing- 
ton, D.  C. 

Appointed  from  Nebraska. 
Kalning,  Heineich,  ensign.  United  States  Naval  Resei-ve  Force  (class  3). 

Died:  On  board  U.  S.  S.  Buena  Ventura  (torpedoed). 

Date:  Officially  declared  dead  from  September  16,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Carrie  Kalning  (wife),  64  East  Tremont  Avenue,  Bronx,  N.  Y. 

Appointed  from  New  York. 
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Keikan,  Richard  Tuson,  lieutenant  commander,  United  States  Navy. 

Died:  At  Naval  Hoscital.  PMladelDhia.  Pa. 

Date :  October  3,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Henrietta  Schultz  Keiran   (wife),  2466  Filbert  Street, 
San  Francisco,  Calif. 

Appointed  from  Massachusetts. 
EiiNDAix,  Charles  S.,  assistant  naval  constructor.  United  States  Navy. 

Died:  At  navy  yai-d,  Portsmouth,  N.  H. 

Date :  August  21,  1917. 

Cause:  Disease  (angina  pectoris). 

Next  of  kin:   Mrs.  Mary  Kendall    (wife),  4725   Oakland   Street,   Phila- 
delphia, Pa. 

Appointed  from  Pennsylvania. 
Kenton,  John,  chief  gunner  (retired),  United  States  Navy. 

Died :  At  naval  hospital,  Mare  Island,  CaUf. 

Date:  November  26.  1917. 

Cause:  Disease  (aneurism). 

Next  of  kin:  Mrs.  Bstelle  Kenyon  (wife),  1421  Market  Street,  Oakland, 
Calif. 

Appointed  from  New  York. 
Kino,  James  Lewin  Gibb,  lieutenant   (junior  grade),  Medical  Corps   (dental 
surgeon),  United  States  Naval  Reserve  Force  (class  4). 

Died :  Naval  base,  Norfolk,  Va. 

Date:  October  1,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  William  L.  F.  King  (brother),  Dahlia  Street,  Takoma  Park, 
Washington,  D.  0. 

Appointed  from  District  of  Columbia. 
King,  Norman,  lieutenant,  United  States  Naval  Reserve  Force,  Medical  Corps 
(class  4). 

Died :  At  naval  hospital,  Brooklyn,  N.  Y. 

Date :  October  23,  1918. 

Cause:  Disease  (tuberculosis). 

Next  of  kin:  Mrs.  J.  D.  Johnson  (aunt),  1504  Columbus  Street,  Waco,  Tex. 

Appointed  from  Texas. 
KiBK,  Thomas,  lieutenant.  United  States  Naval  Reserve  Force. 

Died :  Reported  lost  when  U.  S.  S.  Lake  Moore  was  torpedoed. 

Date:  April  11,  1918. 

Cause :  Enemy  action. 

Next   of   kin:  Florence   Kirk    (wife),   279    Seventy-third    Street,    Brook- 
lyn, N.  Y. 

Appointed  from  New  Jersey. 
KoNSTOvicH,  Stephen,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  Kathleen  Konstovich   (wife),  ]22  West  York  Street,  Nor- 
folk, Va. 

Appointed  from  Virginia. 
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KoNZE,  Raymond  Albert,  ensign,  United  States  Naval  Reserve  Force  (class  4). 
Died :  At  Naval  Hospital,  Brooklyn,  N.  Y. 
Date :  July  12,  1918. 
Cause:  Disease  (nephritis,  acute). 

Next  of  kin :  Mr.  Ernest  Konze  (father),  612  Dover  Place,  St.  Louis,  Mo. 
Appointed  from  New  York. 
Kbiebel,  Claude  B.,  assistant  paymaster.  United  States  Naval  Reserve  Force. 
Died:  On  U.  S.  S.  Lake  Moore  (torpedoed). 
Date :  April  11,  1918. 
Cause:  Enemy  action. 
Next  of  kin:  Mrs.  Mary  E.  Kriebel  (mother).  Mount  Vernon  Street,  Lans- 

dale.  Pa. 
Appointed  from  Pennsylvania. 
Lallt,  William  McDevitt,  ensign,  United  States  Naval  Reserve  Force  (class  3). 
Died :  At  Lane  Hospital,  San  Francisco,  Calif. 
Date :  October  20,  1918. 
Cause:  Disease  (influenza-pneumonia). 
Next  of  kin:  Michael  B.  Lally  (father),  1034  Rebecca  Avenue,  Wilkinsburg, 

Pa. 
Appointed  from  Pennsylvania. 
Lancashire,  Ammi  Weight,  ensign.  United  States  Naval  Reserve  Force  (class  4). 
Died :  At  United  States  Naval  Hospital,  Philadelphia,  Pa. 
Date :  September  27,  1918. 
Cause:  Disease  (Influenza). 
Next  of  kin:  Mr.   Henry  J.   Lancashire    (father),   7  Bast   Seventy-fifth 

Street,  New  York,  City,  N.  Y. 
Appointed  from  Massachusetts. 
Lawson,  Milton  C,  lieutenant  commander,  United  States  Naval  Reserve  Force 

(class  .3). 
Died :  March  9, 1918,  at  Naval  Hospital,  New  York. 
Cause:  Disease  (pneumonia,  lobar). 
Next  of  kin:  Mrs.  Bertha  C.  Lawson  (mother),  1214  Third  Avenue,  San 

Francisco,  Calif. 
Appointed  from  California. 
Lawson,  Robert  J.,  lieutenant  (junior  grade).  United  States  Naval  Reserve 

Force  (class  4). 
Died :  At  New  York,  N.  Y. 
Date :  February  6,  1918. 
Cause:  Disease  (broncho-pneumonia). 
Next  of  kin:  Mrs.  Bertha  C.  Lawson  (wife),  1214  Third  Avenue,  San 

Francisco,  Calif. 
Appointed  from  California. 
Lawton,  Sylvester  H.,  jr,  lieutenant.  United  States  Navy. 
Died :  At  Naval  Hospital,  Mare  Island,  Calif. 
Date :  October  26,  1917. 

Cause :  Wound,  gunshot  of  brain,  self  inflicted. 

Next  of  kin,  Mrs.  S.  H.  Lawton,  wife,  85  Boston  Avenue,  West  Bedford,  Mass. 
Appointed  from  Ohio. 
Lee,  Benjamin,  ensign.  United  States  Naval  Reserve  Force  (class  5). 
Died :  At  Naval  Air  Station,  Killinghome,  England. 
Date:  October  28,  1918. 
Cause:  Accident  (seaplane). 

Next  of  kin:  Mrs.  J.  C.  Chase  (mother),  1357  Riverside  Avenue,  Jackson- 
ville, Fla. 
Appointed  from  Pennsylvania. 
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Lefavob,  Fredekick  Hekbebt,  lieutenant  (retired),  United  States  Navy. 
Died :  At  Naval  Hospital,  Mare  Island,  Calif. 
Date :  October  14,  1918. 
Cause:  Disease  (senility). 
Next  of  kin:  Elizabeth  Lefavor    (wife),  440  Grand  Avenue,  San  Rafael, 

Calif. 
Appointed  from  Ohio. 
I.EiTCH,    John    Bowman,    lieutenant.    United    States    Naval    Reserve    Force 

(class  3). 
Died:  On  board  U.  S.  S.  Tivives. 
Date  :  October  23,  1918. 
Cause:  Disease  (lobar  pneumonia). 
Next  of  kin:  Frances  Constance  Leitch  (mother),  4  St.  Nicholas  Terrace, 

New  York,  N.  Y. 
Appointed  from  New  York. 
liENDEEMAN,  Watson  Beatty,  lieutenant   (junior  grade),  United  States  Naval 

Reserve  Force. 
Died :  At  General  Hospital,  No.  30  Calais,  France. 
Date :  October  16,  1918. 
Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Mrs.  W.  B.  Lenderman  (mother),  R.  F.  D.  1,  Wilmington,  Del. 
Appointed  from  Delaware. 
Lequin,    Matjbice   LENTir,H0N,    ensign.   United    States   Naval   Reserve   Force 
(class  3). 
Died:  On  board  U.  S.  S.  Leviathan. 
Date :  October  12,  1918. 
Cause:  Disease  (broncho-pneumonia). 

Next  of  kin :  John  Lequin,  father,  55  Chestnut  Street,  East  Orange,  N.  J. 
Appointed  from  New  Jersey. 
Lewis,  Samuei,  L.,  ensign.  United  States  Naval  Reserve  Force  (class  3). 
Died :  At  Base  Hospital  No.  5,  Brest,  France. 
Date :  March  11,  1918. 
Cause:  Disease  (appendicitis). 
Next  of  kin:  Mr.  John  W.  Lewis  (father),  300i  Middle  Street,  Portsmouth, 

Va. 
Appointed  from  Virginia. 
LiCHTENSTEiN,  Hebbeet  A.,  lieutenant  (junior  grade),  United  States  Naval  Re- 
serve Force  (class  3). 
Died :  New  York,  N.  Y. 
Date:  October  25,  1918. 
Cause:  Disease  (pneumonia). 
Next  of  kin:  Mr.  Solomon  K.  Lichtenstein  (father).  Hotel  Ansonia,  New 

York,  N.  Y. 
Appointed  ^rom  New  York. 
Cause:  Disease  (pneumonia,  lobar). 
Liggett,  Leslie  Alvin,  ensign  (E),  United  States  Naval  Reserve  Force  (class  4). 
Died :  At  806  North  Monroe  Street,  Peoria,  111. 
Date :  October  3,  1918. 
Cause:  Disease  (pneumonia,  lobar). 
Next  of  kin:  Mrs.   Lydia   Almina   Liggett    (mother),   806   North   Monroe 

Street,  Peoria,  111. 
Appointed  from  Illinois. 
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LiNDSTKOM,  Axel  Moore,  ensign,  United  States  Naval  Reserve  Force. 

Died :  United  States  Naval  Hospital  No.  5 ;  buried,  Brest,  France. 

Date :  September  27,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  liin:  Karolina  Lindstrom  (mother),  Hilton,  Kans. 

Appointed  from  Kansas. 
LiNGAKD,  Eeic,  ensign.  United  States  Naval  Reserve  Force  (class  5). 

Died :  At  United  States  Naval  Air  Station,  Chatham,  Mass. 

Date :  October  29,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Miss  Olga  Lingard  (sister),  Annisquam,  Mass. 

Appointed  from  Massachusetts. 
LiziKos,  SoTiEios,  ensign,  United  States  Naval  Reserve  Force. 

Died :  Torpedoing  of  U.  S.  S.  Lake  Moore. 

Date :  April  11,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Mrs.  Helen  Lizikos   (mother),  care  James  Lizikos,  Tucson, 
Ariz. 

Appointed  from  New  York. 
I^HGES,  Robert  Johnson,  ensign.  United  States  Naval  Reserve  Force  (class  5). 

Died:  At  Naval  Hospital,  Pensacola. 

Date:  October  11,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next   of  kin:   Mrs.    Nellie   Johnson   Lohges  ■  (mother),   26    Craig    Street, 
Rochester,  N.  Y. 

Appointed  from  New  York. 
Long,  John  A.,  chief  sallmaker  (retired).  United  States  Navy. 

Died:  At  Everett,  Mass. 

Date:    September  3,   1918. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:  William  A.  Long  (father),  11  Meade  Street,  Everett,  Mass. 

Appointed  from  Massachusetts. 
Lovell,  William,  machinist,  United  States  Naval  Reserve  Force  (class  2). 

Died :  On  U.  S.  S.  William  Rockefeller  when  torpedoed. 

Date:  May  18,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  Gladys  R.  Lovell   (wife),  749  Union   Street,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 

LuNDBERG,  KxiBT  M.,  lieutenant  (junior  grade).  United  States  Naval  Reserve 
Force   (class  2). 
Died :  On  U.  S.  S.  Culgoa. 
Date:  August  23,  1917. 
Cause:  Disease  (tuberculosis). 

Next  of  kin:  May  Lundberg  (wife),  19  La  Martins  Terrace,  Yonkers,  N.  Y. 
Appointed  from  New  York. 

Lyon,  William  Dennison,  ensign,  United  States  Naval  Reserve  Force  (class  4). 
Died :  At  New  London,  Conn. 
Date:  May  21,  1918. 
Cause:  Gunshot  wound  In  forehead. 
Next  of  kin:  Mrs.  William  H.  Lyon  (mother),  37  Warren  Street,  Brookl 

line,  Mass. 
Appointed  from  Massachusetta 
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McAvoY,    WiixiAM    RicHABD,    eiislgn,    United    States    Naval    Reserve    Force 
(class  3). 
Died :  At  home,  2419  Van  Courtland  Avenue,  Brooklyn,  N.  Y. 
Date :  October  27,  1918. 
Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Barbara  McAvoy  (wife),  2419  Van  Courtland  Avenue,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
McCarthy   Anthony  Petkk,  machinist  (retired).  United  States  Navy. 

Died :  Naval  Hospital,  Puget  Sound,  VS^ash. 

Date :  October  15,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:   Margaret  McCarthy    (wife),  1125  Cogcan  Avenue,  Bremer- 
ton, Wash. 

Appointed  from  Pennsylvania. 
McCakthy,    Justin    Ai,oysius,    lieutenant    (junior   grade)     (Medical   Corps), 
United  States  Naval  Reserve  Corps. 

Died :  Naval  Hospital,  New  London,  Conn.  • 

Date:  September  26,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Dr.  Charles  A.  McCarthy  (brother),  183  East  Slxty-t'ourth 
Street,  New  York,  N.  Y. 

Appointed  from  California. 
McCaethy,    Thomas    Caeboll,    ensign.    United    States    Naval    Reserve    Force 
(class  5). 

Died :  Pensacola,  Fla. 

Date:  September  25,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:   Margaret  McCarthy    (mother),  1336  Fayette   Street,  North 
Side,  Pittsburgh,  Pa. 

Appointed  from  Pennsylvania. 
McCoBMicK,  Alexander  Agnew,  lieutenant  (junior  grade).  United  States  Naval 
Reserve  Force  (class  5). 

Died :  General  Hospital,  No.  30,  Calais,  France. 

Date :  September  24,  1918. 

Cause:  Enemy  action.    Injuries  received  while  acting  as  aerial  gunner. 

Next  of  kin :  A.  McCormlck  (father),  5816  Blackstone  Avenue,  Chicago,  IlL 

Appointed  from  Illinois. 
McGiii,  Claeence  McCutcheon,  lieutenant  commander.  United  States  Navy. 

Died :  U.  S.  S.  Galveston. 

Date :  September  30,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin  :  Dr.  Peter  McGill  (father),  225  Somerset  Street,  Bound  Brook,. 
N.J. 

Appointed  from  New  Jersey. 
McGoldeick,  Joseph  Frances,  boatswain,  United  States  Naval  Reserve  Force 
(class  3). 

Died :  On  U.  S.  S.  Cherokee. 

Dafe :  February  26,  1918. 

Cause:  Accident  (foundered). 

Next  of  kin:  Michael  .Joseph  McGoldrick  (father),  107  Commerce  Street, 
Perth  Amboy,  N.  J. 

Beneficiary:  Martha  McGoldrick    (wife).  New  Brighton,  S.  I. 

Appointed  from  New  Jersey. 
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McGrath,  Gkokge  a.  p.,  ensign,  United  States  Navsil  Reserve  Force. 
Died :  Portsmouth,  Va. 
Date :  October  8,  1918. 
Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Helen  McGrath  (mother),  117  West  One  hundred  and  forty- 
second  Street,  New  York,  N.  Y. 
Appointed  from  New  York. 
MoCoTJETT,  Jambs,  machinist.  United  States  Naval  Reserve  Force. 
Died:  On  U.  S.  S.  Lake  Moore  (torpedoed). 
Cause:  Enemy  action). 
Date:  April  11,  1918. 
Cause:  Enemy  action. 
'     Next  of  kin:  Mary  McCourty    (mother).   Seventeenth  and   Fruit   Streets. 
Worcester,  Mass. 
Appointed  from  Illinois. 
McKiNNON,  Thomas  Neii,,  ensign.  United  States  Naval  Reserve  Force  (class  5)1 
Died :  At.  Dunkerque,  France. 
Date :  August  20,  1918. 
I        Cause:  Accident  (seaplane). 

1        Next  of  kin:  Mary  McKlnnon    (mother),   1104  Bast  Thirty-sixth   Street, 
Minneapolis,  Minn. 
Appointed  from  Minnesota. 
McLean,  James  Thomas,  ensign.  United  States  Naval  Reserve  Force  (class  5). 
Died :  St.  James  Hotel,  Philadelphia,  Pa. 
Date:  October  5,  1918. 
Cause:  Disease  (influenza). 

Next  of  kin:  Ellen  McLean  (mother),  Esslngton,  Pa. 
Appointed  from  Pennsylvania. 
McLendon,  Lawrence  L.,  lieutenant   (junior  grade)    (Medical  Corps)    United 
States  Naval  Reserve  Force. 
Died:  Atlanta,  Ga. 
Date :  October  30,  1918. 
Cause:  Disease  (influenza). 
Next    of   kin:  Emma    Combs    McLendon    (mother),    127    Catoma    Street, 

Montgomery,  Ala. 
Appointed  from  Alabama. 
McMeekin,    James    Wabk,    machinist.    United    States    Naval    Reserve    force 
(class  4). 
Died:    While   on   duty    with    Northern    Bombing    Group    Naval    Aviatoin 

Forces,  Paris,  France. 
Date :  October  10,  1918. 
Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Helene  McMeekin  (wife),  873  Main  Street,  Darby,  Pa. 
Appointed  from  Pennsylvania. 
MacNaughton  Leslie  M.,  ensign.  Reserve  Force  (class  5). 
Died  :  At  naval  air  station,  Hampton  Roads,  Va. 
Date :  March  13,  1918. 
Cause:  Accident  (fall  in  seaplane). 

Next  of  kin:  Julia  M.  MacNaughton  (mother),  Fort  Edward,  N.  y. 
Appointed  from'  New  York. 
McRiTCHiE,  Daniel  N.,  lieutenant.  Reserve  Force  (class  3). 
Died :  Mercy  Hospital,  Baltimore,  Md. 
Date:  April  7,  1918. 
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McRrrcHiE,  Daniel  N. — Ooutinued. 
Cause:  Disease  (pneumonia). 

Next  of  kin:  Mary  McRitcliie  (wife),  Liverpool,  Nova  Scotia. 
Appointed  from  Massachusetts. 
McSpieit,  Joseph  G.,  machinist,  Reserve  Force  (class  4-3). 
Died :  On  tJ.  S.  S.  Cherokee. 
Date:  February  26,  1918. 

Cause:  Accident  (foundered).  ' 

Next  of  kin:  Mrs.  McSplrit  (wife),  178  Third  Street,  Jersey  City,  N.  J. 
Appointed  from  New  Jersey. 
McWhikk,  Wakeen  Ellsworth,  lieutenant,  Reserve  Force  (class  2). 
Died :  United  States  Naval  Hospital,  Pelham  Bay  Park,  N.  Y. 
Date:  October  19,  1918. 
Cause:  Disease  (pneumonia). 
Next  of  kin:  Helen  Veronica  McWhlrk  (wife),  556  Seventh  Street,  Niagara 

Falls,  N.  Y. 
Appointed  from  New  York. 
Mackay,  Geokge,  commander  (retired).  United  States  Navy. 
Died :  At  Washington,  D.  C. 
Date:  November  12,  1917. 

Cause:  Disease  (valvular  disease,  chronic  cardiac). 
Next  of  kin:  Doretha  Smith  Mackay   (wife),  1779  Massachusetts  Avenue, 

Washington,  D.  C. 
Appointed  from  New  York. 
Mackenzie,  Allan  S.,  chief  gunner.  United  States  J^avy. 
Died:  At  Mare  Island,  Calif. 
Date :  July  9,  1917. 

Cause:  Accident  (explosion  of  ammunition  depot). 
Next  of  kin:   Mrs.   Roberta   Osborne    (daughter),   5618   Dibble   Avenue, 

Cleveland,  Ohio. 
Appointed  from  New  York. 
MacLeish  Kenneth,  lieutenant.  Reserve  Force  (class  5). 
Died :  Reported  missing  October  14,  1898. 
Later  reported  prisoner.    Cables  dated  February  4  to  13  report  body  found 

at  Schmore,  Belgium,  and  buried. 
OfficiaUy  dead  as  of  October  15,  1918. 
Cause :  Enemy  action. 
Next  of  kin:  Andrew  MacLeish    (father),  459  Longwood  Avenue,  Glen- 

coe.  111. 
Appointed  from  Illinois. 
Magkuder,  Samuel  S.,  lieutenant   (Supply  Corps),  United  States  Naval  Re- 
serve Force  (class  4). 
Died:  On  board  the  U.  S.  A.  C.  T.  Ticonderoga  (toi-pedoed). 
Date :  September  30,  1918. 
Cause :  Enemy  action. 
Next  of  kin:  Mrs.  Irene  Malford  T.  Magruder  (wife),  2416  Webster  Street, 

San  Francisco,  Calif. 
Appointed  from  California. 
Maouet,  Glenn  E.,  lieutenant   (junior  grade),  United  States  Naval  Reserve 

Force. 
Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 
Date :  June  14,  1918. 
Cause:  Accident. 
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Magtjet,  Glenn  B. — Continued. 

Next  of  kin:  Mrs.  Margaret  Magnet  (wife),  413  West  Seventeenth  Street, 

Norfolk,  Va. 
Appointed  from  Virginia. 
Manchesteb,  W11J.1AM  A.,  ensign,  United  States  Naval  Reserve  Force  (class  3). 
Died:  At  Emerson  Hospital,  Jamaica  Plain,  Mass. 
Date :  February  18,  1918. 

Cause*  Disease  (tuberculosis,  chronic  pulmonary). 

Next  of  kin;  Mrs.  Mai-y  M.  Manchester  (wife),  33  Clinton  Avenue,  Brock- 
ton, Mass. 
Appointed  from  Massachusetts. 
Mansfield,  Henry  Btjkmingham,  rear  admiral  (retired).  United  States  Navy. 
Died :  At  home,  368  Hancock  Street,  Brooklyn,  N.  Y. 
Date :  July  17,  1918. 
Cause:  Disease  (embolism,  cerebral). 

Next  of  kin:  Harriet   S.  Mansfield    (wife),   368   Hancock   Street,   Brook- 
lyn, N.  Y. 
Appointed  from  Massachusetts. 
Maecus,  Aenold,  lieutenant  (junior  grade),  United  States  Navy. 
Died :  On  U.  S.  S.  A-7,  July  25,  1917. 
Cause:  Accident  (explosion). 

Next  of  kin:  Mrs.  Helen  C.  Marcus  (wife),  Mill  Valley,  Calif. 
Appointed  from  New  York. 
Mathieu,  .Iulien,  jr.,  ensign.  United  States  Naval  Reserve  Force   (class  4-3). 
Died :  At  Merritt  Hospital,  San  Francisco,  Calif. 
Date :  October  21,  1918. 
Cause:  Disease  (pneumonia). 
Next  of  kin:  Julien  M.ithleu,  sr.,  (father),  555  Chatwood  Street,  Oakluud, 

Calif. 
Appointed  from  California. 
Mathis,  Leon  Abbott,  ensign.  United  States  Naval  Reserve  Force  (class  3). 
Died:  At  Monstown   Hospital,   Kingstown,   Ireland. 
Date :  October  28,  1918. 
Cause:  Disease  (pneumonia). 

Next  of  kin:  Elizabeth  Mathis  (mother),  341  North  Vermont  Avenue,  At- 
lantic City,  N.  J. 
Appointed  from  New  Jersey. 
Matteson,  Joseph  Leonard,  machinist.  United  States  Naval  Reserve  Force. 
Died :  Home,  Bayonne,  N.  J. 
Date:  October  12,  1918. 
Cause:  Disease  (pneumonia). 

Next  of  kin:  Lottie  M.  Matteson  (wife),  11  Sisson  Court,  Bayonne,  N.  J. 
Appointed  from  New  Jersey. 
aiAWDSLET,  William  Chakles,  lieutenant.  United  States  Naval  Reserve  Force 
(class  3). 
Died :  On  U.  S.  S.  Buena  Ventura  when  torpedoed. 
Date :  September  16,  1918. 
Cause :  Enemy  action. 
Next  of  kin:  Florence  Ann  Mav?dsley    (wife),   13   Airlie  Road,  Holyoke, 

Cheshire,  England. 
Appointed  from  Holyoke,  England. 
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Mehrtens,  Rudolph  Ohkistian,  chief  boatswain,  United  States  Navy. 
Died:  Cliarleston,  S.  O. 
Date :  October  18,  1917. 
Cause:  Disease  (cerebral  liemorrhage). 

Next  of  kin:  J.  K.  Mehrtens  (brother),  60  Society  Street,  Charleston,  S.  O. 
Appointed  from  New  York. 
Melvin,  John  T.,  lieutenant  (junior  grade),  United  States  Naval  Reserve  Force. 
Died:  On  U.  S.  S.  Alcedo  (torpedoed). 
Date:  November  5,  1917. 
Cause:  Enemy  action. 

Next  of  kin:  Bishop  S.  Melvin  (father),  Church  Street,  Selma,  Ala. 
Appointed  from  Alabama. 
Meteks,  Harold  M.,  lieutenant  (junior  grade).  United  States  Navy. 
Died :  On  U.  S.  S.  Solace. 
Date :  September  8,  1917. 
Cause:  Disease  (cerebrospinal  fever). 
Next  of  kin;  Martha  Meyers  (mother).  Mill  Hall,  Pa. 
Appointed  from  Pennsylvania. 
Miller,  Williak,  boatswain,  United  States  Navy. 

Died :  At  United  States  Naval  Hospital,  Gibraltar. 

Date :  October  11,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Ellen  .T.  Miller   (motlier),  290  Olielsea  Street,  East  Boston, 

Mass. 
Appointed  from  Massachusetts. 
Montague,  Harold  Edgar,  machinist,  Reserve  Force  (class  4). 
Died :  Larkenau  Hospital,  Philadelphia,  Pa. 
Date :  September  27,  1918. 
Cause:  Disease  (influenza). 
Next  of  kin:  Edith  G.   Jlontague    (wife),   1415  North   Thirteenth   Street, 

Philadelphia,  Pa. 
Appointed  from  Pennsylvania. 
Montgomery,  Curtis  Elwood,  boatswain.  Reserve  Force  (class  3). 
Died :.  On  U.  S.  S.  Cyclops  when  reported  missing. 
Date :  June  14,  1918. 
Cause:  Accident. 

Next  of  kin:   .Tennie  Tompkins    (mother),  218   South  Third   Street,  Dan- 
ville, Ky. 
Appointed  from  New  York. 
Mooney,  Thomas  John,  ensign.  Reserve  Force  (class  3). 
Died :  Army  Base  Hospital  No.  6,  Talande,  France. 
Date  :  August  14,  1918. 

Cause:  Disease  (tuberculosis,  chronic  pulmonary). 
Next  of  kin:   Arabella   Mooney    (mother),   727  Operlousas   Avenue,   New 

Orleans,  La. 
Appointed  from  Louisiana. 
Morgan,  Wanfred  Abram,  machinist  (retired).  United  States  Navy. 
Died:  Oakland,  Calif. 
Date :  October  22,  1918. 
Cause:  Disease  (diabetic  coma). 
Next  of  kin:  Marion  J.  Morgan  (wife),  126  Fillmore  Street,  San  Francisco, 

Calif. 
Appointed  from  California. 
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Morris,  Hugh  Joseph,  pay  clerk,  Reserve  Force  (class  4-3). 

Died :  On  U.  S.  S.  Cyclops  when  reported  missing. 

Date:  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  Anna  Morris  (mother),  2864  Kingsbridge  Terrace,  New  York. 
N.  Y. 

Appointed  from  New  York. 
Morris,  John  L.,  chief  machinist.  United  States  Naval  Reserve  Force. 

Died :  Navy  Base  Hospital  No.  5,  Lorient,  France. 

Date:  October  5,  1918. 

Cause:  Disease  (pneumonia). 

I^ext  of  kin:  Hannah  H.  Morris  (wife),  Lewes,  Del. 

Appointed  from  Delaware. 
Mould,  Rot  C,  ensign.  United  States  Navy. 

Died:  On  board  U.  S.  S.  Rochester. 

Date:  October  28,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin :  F.  W.  Mould  (brother),  17422  Cannon  Street,  Cleveland,  Ohio. 

Appointed  from  Ohio. 
Mowat,  Andrew,  assistant  paymaster,  United  States  Navy. 

Died :  On  U.  S.  S.  President  TJncoln  torpedoed. 

Date:  May  31,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  J.  Mowat  (mother),  128  Broadway,  Newport,  R.  I. 

Appointed  from  Rhode  Island. 
MxiLVEY,  Joseph  M.,  ensign,  Reserve  Force  (class  3). 

Died :  On  U.  S.  S.  Cyclops  when  reported  missing. 

Date:  June  14,  1918. 

Cause:  Accident. 

Next   of   kin:    Minnie   T.    O'Connor    (mother),    717   Court    Street,    Ports- 
mouth, Va. 

Appointed  from  Virginia. 
Murphy,  Joseph  Geeabd,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  Miami,  Fla. 

Date :  October  18,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin;    Mrs.  Katherine  Murphy    (mother),  Telson  Terrace,  Somer- 
ville,  Mass. 

Appointed  from  Massachusetts. 
MuRPHT,  Thomas  Leo,  gunner,  United  States  Navy. 

Died:  Hospital  at  Ravena,  Italy. 

Date:  September  15,  1918. 

Cause:  Accident  (seaplane  at  Porto  Corslni,  Italy). 

Next  of  kin:  Bessie  Bent  Murphy    (wife),  605   South  Avenue,  Wilkins- 
burg,  Pa. 

Appointed   from   Pennsylvania. 
Murray,  Eugene  M.,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  Naval  Hospital,  Philadelphia,  Pa. 

Date:  May  30, 1918. 

Cause:  Disease  (sarcoma). 

Next  of  kin:  Sarah  Murray  (mother),  Grays  Lane,  Haverford,  Pa. 

Appointed  from  Pennsylvania. 
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Naiuj,  FKEDBatiCK  L.,  comniauder  (retired),  United  States  Navy. 

Died :  At  Norristown,  Pa. 

Date :  May  25,  1918. 

Cause:  Disease  (myocarditis,  chronic). 

Nest  of  kiu:    Ewma  P.  Naile  (wife),  806  De  Kalb  Street,  Norrlstowu,  Pa. 

Appointed  from  Pennsylvania. 
Nali,s,  Samuel  Wii-lis,  lieutenant  (junior  grade)  United  States  Naval  Reserve 
Force. 

Died :  On  board  the  U.  S.  S.  Chicago. 

Date :  September  19,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:    R.  O.  Nails  (father),  804  West  Forty-ninth  Street,  Birming- 
ham, Ala. 

Appointed  from  California. 
Neal,  John,  eusigu.  United  States  Navy. 

Died:  On  the  U.  S.  S.  Mercji- 

Date:  October  6,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Mrs.  L.  W.  Neal  (mother).  Box  125,  Louisburg,  N.  O. 

Appointed  from  North  Carolina. 

Neubkbqee,  Gilbert  Mokdecai,  lieutenant  (Medical  Corps),  United  States  Naval 
Reserve  Force  (class  4). 
Died :  At  U.  S.  Naval  Hospital,  League  Island,  Pa. 
Date :  September  27,  1918. 
Cause:  Disease  (influenza). 
Next    of   kin:  Corrine    Stern    Neuberger    (vrffe),    1823    Diamond    Street, 

Philadelphia,  Pa. 
Appointed  from  Pennsylvania. 
Newell,  Clarence  C,  lieutenant  (junior  grade)j  United  States  Naval  Reserve 
Force  (class  4-3). 
Died :  At  Naval  Base,  Rochford,  France,  attached  to  the  U.  S.  S.  Janet 

Skinner.  ^ 

Date :  August  14,  1918. 
Cause:  Disease  (result  of  lymphaticus). 

Next  of  kin:  William  Capers, Newell  (father).  Camp  Hill,  Ala. 
Appointed  from  Alabama. 
Newell,  Edward  Dolltver,  lieutenant    (junior  grade),  United   States  Naval 
Reserve  Force. 
Died :  Reported  as  missing  from  U.  S.  S.  Cherokee,  which  foundered. 
Date :  February  26,  1918. 
Cause:  Accident. 

Next  pf  kin:  Mrs.  Esther  C.  Newell  (wife),  5525  Walnut  Street,  Philadel- 
phia, Pa. 
Appointed  from  Pennsylvania. 
Nichols,  Alan  L.,  ensign,  United  States  Naval  Reserve  Force. 
Died :  In  Italy. 
Date :  August  17,  1918. 
Cause:  Accident  (aeroplane). 
Next  of  kin:  ClifEord  L.  Nichols  (father),  903  Goodrich  Avenue,  St.  Paul, 

Minn. 
Appointed  from  Minnesota. 
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NiCKEBSON,  Roland  CrosSy,  lieutenant  (junior  grade),  United  States  Naval  Re- 
serve Force  (class  4). 

Died :  At  United  States  Hospital,  Washington,  D.  C. 

Date :  October  6,  1918, 

Cause:  disease  (pneumonia). 

Next  of  kin:  Henrietta  Jordan  Nickerson  (wife),  2520  Park  Avenue,  Min- 
neapolis, Minn. 

Appointed  from  Minnesota. 
NiQOj  Frank  C,  lieutenant  (junior  grade).  United  States  Navy. 

Died :  Among  those  on  board  the  U.  S.  S.  Cycleps  when  that  vessel  was  re- 
ported missing. 

Date :  June  14,  1918. 

Cause :  Accident. 

Next  of  kin:  Mrs.  Henrietta  Nigg  (mother),  Maquoketa,  Iowa. 

Appointed  from  Iowa. 
NoBMAN,  GtJY,  lieutenant.  United  States  Naval  Reserve  Force  (cla.«s  1). 

Died :  At  Massachusetts  General  Hospital,  Boston,  Mass. 

Date :  June  3,  1918. 

Cause:  Disease  (diabetes  mellltus). 

Next  of  kin:  Mrs.  I.ouisa-P.  Norman  (wife),  86  Washington  Avenue,  New- 
port, R.  I. 

Appointed  from  Rhode  Island. 
NoERis,  NoKwiN  Battb,  lieutenant    (junior  grade),    (Medical   Corps),   United 
States  Naval  Reserve  Force  (class  4). 

Died :  On  U.  S.  A.  C.  T.  Ticonderoga. 

Date :  September  30,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Mrs.  Mary  Davis  Norrls  (wife),  R.  F.  D.  5,  Memphis,  Tenn. 

Appointed  from  Tennessee. 
NoBTH,  Scott  Holmes,  ensign,  United  States  Navy. 

Died :  British  hospital  ship  Soudan. 

Date :  February  19,  1918. 

Cause:  Disease  (endocarditis). 

Next  of  kin:   Mrs.  Alice  J.   North    (mother),  49   Shelter   Street,   Roches- 
ter, N.  Y. 

Appointed  from  Ohio. 

O'CoNNELL,  .John  Joseph,  machinist,  United  States  Naval  Reserve  Force  (class 
4—3). 

Died :  On  board  the  U.  S.  S.  Bridgeport. 

Date :  October  11,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin :  Mrs.  Ellen  Margaret  O'Connell  (wife),  228  East  Eighth  Street, 
South  Boston,  Mass. 

Appointed  from  Massachusetts. 
Offtjtt,  Lewis,  lieutenant  (junior  grade).  United  States  Naval  Reserve  Force. 

Died:  U.  S.  S.  Lake  Moor  (torpedoed). 

Date:  April  11,  1918. 

Cause:  Enemy  action. 

Next   of   kin:   Mrs.   Taletha    C.    OfCutt.   131   Twenty-second   Avenue,    San 

Francisco,  Calif. 
Appointed  from  California. 
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O'Habe,  Reginald  Eugene,  acting  pay  clerk,  United  States  Navy. 

Died :  Naval  Hospital,  Strathpeffer,  England. 

Date :  July  19,  1918. 

Cause:  Disease  (diabetes). 

Next  of  kin:  Thomas  F.  O'Hare  (brother),  Rockhill  College,  EUlcott  City, 
Md. 

Appointed  from  Maryland. 
Olsen,  Heebebt  Ernest,  lieutenant  (Junior  grade).  United  States  Naval  Re- 
serve Force  (class  3). 

Died :  On  U.  S.  S.  Herman  Prasch. 

Date:  October  4,  1918. 

Cause:  Accident  (collision  with  George  O.  Kenry). 

Next  of  kin:  Mrs.   Anniee  C.  Olsen    (mother),  2706  Heath  Avenue,   New 
York,  N.  Y. 

Appointed  from  New  York. 
Olsson,  Andrew,  lieutenant  (junior  grade),  United  States  Navy." 

Died :  At  Memorial  Hospital,  New  London,  Conn. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Mrs.  Kathi-yn  \.  Olsson  (wife),  35  Perry  Street,  New  Ixindon, 
Conn. 

Appointed  from  New  York. 
O'RouKKE,  Simon  A.,  lieutenant  (junior  grade).  United  States  Navy. 

Died ;  At  home,  110  AA'hipple  Street,  Fall  River,  Mass. 

Date :  September  21,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Michael  O'Rourke  (father).  110  Whipple  Street,  Fall  River. 
Mass. 

Appointed  from  Massachusetts. 
OsBOENE,  Weeden  Edward,  dental  surgeon  (Medical  Corps),  United  States  Navy. 

Died :  Killed  in  action  while  serving  with  the  Sixth  Regiment  of  Marines. 

Date :  June  6,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Elizabeth  Osborne  (sister),  4427  Racine  Avenue,  Chicago,  111. 

Appointed  from  Illinois. 
Page,   Cabeoll  Goddaed,   assi.stant  paymaster,   United   States  Naval  Reserve 
Force  (class  2). 

Died :  Among  those  on  board  the  U.  S.  S.  Cyclops  when  that  vessed  was  re- 
ported missing. 

Date :  June  14,  1918. 

Cause :  Accident. 

Next  of  kin :  Mrs.  Emeroy  G.  Page  (mother),  Hyde  Park,  Vt. 

Appointed  from  Vermont. 
Page,  Phillips  W.,  ensign.  United  States  Naval  Reserve  B'orce  (class  5). 

Died :  OfE  Harwich,  England. 

Date :  December  17,  1917. 

Cause:  Accident  (in  seaplane). 

Next  of  kin:  Mrs.  Anna  W.  Page  (mother),  1758  Q  Street  NW.,  Washing- 
ton, D.  C. 

Appointed  from  Massachusetts. 
Palmeb.Clyde  N.,  ensign.  United  States  Naval  Reserve  Force  (class  5). 

Died :  At  St.  Inglevert,  France. 

Date :  September  14, 1918. 
.  Cause:  Accident  (aeroplane). 
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PA1.MEB,  Clyde  N. — Continued. 

Next  of  kin:  Mrs.  Clyde  N.  Palmer   (wife),  23  Fellsmore  Road,  Maiden, 
Mass. 

Appointed  from  Massachusetts. 
I'AHROTT,  George  Fountain,  jr.,  lieutenant  commander.  United  States  Navy. 

Died :  On  board  U.  S.  S.  Shaw. 

Date :  October  9,  1918. 

Cause:  Accident  (collision). 

^ext  of  kin:  George  P.  Parrott  (father),  R.  F.  D.,  Klnston,  N.  C. 

Appointed  from  North  Carolina. 
Pabsons,  John  S.,  commander,  N.  N.  V. 

Died:  Norfolk,  Va. 

Date :  January  27,  1918. 

Cause:  Self-inflicted  wound. 

Next  of  kin:  Mrs.  Iva  B.  Parsons  (wife),  Accomac,  Va. 

Appointed  from  Virginia. 
Patterson,  Wh-uam  S.,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  On  board  the  U.  S.  S.  Huron. 

Date:  September  1,  1918. 

Cause:  Disease  (appendicitis). 

Next  of  kin:  William  Patterson   (father),  6723  Thirty-fourth  Street,  Ber- 
wyn,  111. 

Appointed  from  Illinois. 
Patton,  Thomas  Bustard,  ensign  (S.  O.)  United  State  Naval  Reserve  Force. 

Died :  At  Philadelphia,  Pa. 

Date :  October  10,  1918. 

Cause:  Disease  (pneumonia,  incident  to  Spanish  influenza). 

Next  of  kin:  Mrs.  Mary  Cramp  Patton   (wife),  519  Eleanor  Street,  Phila- 
dephia,  Pa. 

Appointed  from  Pennsylvania. 
Peaco,  Harry  Minelt.,   lieutenant    (junior  grade).   United   States  Naval  Re- 
serve Force. 

Died :  At  Methodist  Hospital,  Philadelphia,  Pa. 

Date:    September  24,   1918. 

Cause:  Disease  (influenza). 

Next   of  kin:   Emma   V.    Peaco    (sister),   426    East    Sixth    Street,    Rich- 
mond,  Va. 

Appointed  from  Virginia. 
Pearson,  John  August,  carpenter  (temporary),  United  States  Navy. 

Died :  At  Tutuila,  Samoa. 

Date :  May  11,  1918. 

Cause:  Disease  (apoplexy). 

Next  of  kin:  Mrs.  Motu  Pearson  (wife),  Pago  Pago,  Tutuila,  Samoa. 

Appointed   from   California. 

Peaslee,  Arnold  Hazen,  ensign   (Pay  Corps),  United  States  Naval  Reserve 

Force  (class  4). 
Died :  At  Naval  Hospital,  Chelsea,  Mass.  .      • 

Date:    September  27,   1918. 
Cause:  Disease  (influenza,  broncho-pneumonia). 
Next  of  kin:  Mrs.  0.  M.  Peaslee  (mother),  1182  Locust  Street,  Dubuque, 

Iowa. 
Appointed  from  Iowa. 
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Pkck,  Ervine  Dewey,  ensign  (retired),  United  States  Navy. 

Died :  U.  S.  Naval  Hospital,  Great  lyakes,  111. 

Date :  October  29,  1917. 

Cause:  Disease  (psychosis,  manic  depressive). 

Next  of  kin  :  Calvin  H.  Peck  (brother),  1534  Kearney  Avenue,  Racine,  Wis. 

Appointed  from  Wisconsin. 
Perkins,  Lyman  Burnham,  lieutenant.  United  States  Naval  Reserve  Force. 

Died:  At  Hartford,  Conn. 

Date:  May  19,  1918.. 

Cause:  Disease  (heart  failure). 

Next  of  kin:  Elizabeth  C.   Perkins    (wife),  38  Huntington   Street,  Hart- 
ford, Conn. 

Appointed  from   Connecticut. 
Pero,  Doxald  C,  ensign,  United  States  Naval  Reserve  Force. 

Died :  In  seaplane  collision,  12  miles  southeast  of  Fire  Island  Lightship. 

Date:  August  24,  1918. 

Cause :  Accident. 

Next  of  kin:  George  F.  Pero    (father),  257  Oak  Street,  Indian  Orchard, 
Mass. 

Appointed   from   Massachusetts.  < 

Perry,  Lloyd  A.,  ensign.  United  States  Naval  Reserve  Force  (class  5). 

Died:  Moutchic-Lacanau,  France. 

Date:  April  12,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Mrs.  Goldie  Perry  (wife),  Oconomowoc,  Wis. 

Appointed   from   Massachusetts. 
Perry,  Thomas,  rear  admiral  (retired),  United  States  Navy. 

Died :  Southern  Pines,  N.  C.  • 

Date :  March  7,  1918. 

Cause:  Disease  (heart  failure). 

Nearest  living  relative :  R.  P.  McClenahan,  care  of  B.  I.  du  Pont  de  Nemours 
&  Co.,  Parlin,  N.  J. 

Appointed    from    Maryland. 
Person,    Joseph    Walter,    pay    clerk.    United    States    Naval    Reserve    Force 
(class  4). 

Died :  At  St.  Mary's  Hospital,  Brooklyn,  N.  Y. 

Date:  October  29,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin :  Bleanore  F.  Person  (wife),  8627  Twenty -second  Avenue,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
Persons,  Remus  C,  medical  director  (retired).  United  States  Navy. 

Died :  Columbus,  Ga. 

Date :  March  3,  1918. 

Cause:  Disease  (apoplexy). 

Next  of  kin  :  Susan  F.  Persons  (wife),  Columbus,  Ga. 

Appointed  from  Alabama. 
Peterson,  Cabl  Oliver,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  Naval  Station,  Pensacola,  Fla. 

Date :  October  4,  1918. 

Cau.se:  Accident  (seaplane). 

Next  of  kin:   Roy  A.   Peterson    (brother),   517   Beachwood   Avenue,   Car 

negie,  Pa. 
Appointed  from  New  York 
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Peterson,   Chester   William,    ensign,    United    States   Naval   Reserve   Force 
(class  4). 

Died :  352  West  One  hundred  and  twentieth  Street,  New  York  City. 

Date :  October  6,  1918. 

Cause:  Disease  (Spanish  influenza,  pneumonia). 

Next  of  kin:   Mary  Anne  Peterson    (mother),  care  of  Young  Women's 
Christian  Association,  Lancaster,  Pa. 

Appointed  from  New  York. 
Phillips,  William  Lawrence,  ensign  (acting),  United  States  Navy. 

Died :  Navj'  Hospital,  League  Island,  Pa. 

Date :  October  2,  1918. 

Cause:  Disease  (influenza,  broncho-pneumonia). 

Next  of  kin:   O.  W.   Phillips    (father),  216   South   Fairfax  Street,  Alex- 
andria, Va. 

Appointed  from  Virginia. 
PooLSEN,  Cael  Maktin,  lieutenant  (junior  giade).  United  States  Naval  Reserve- 
Force  (inactive). 

Died :  At  his  home  236  West  Tenth  Street,  New  York,  N.  Y. 

Date :  October  17,  1918. 

Cause:  Natural. 

Next  of  kin :  Mary  C.  Aiken  Poolsen  (wife),  3520  MJ  Street,  Galveston,  Tex, 

(Never  called  to  active  duty.) 

Appointed  from  New  York. 
PoBTEE,  Harold  Greene,  lieutenant   (junior  grade).  Medical  Corps   (class  4), 
Naval  Reserve  Force. 

Died :  At  Naval  Hospital,  Chelsea,  Mass. 

Date :  September  10,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Mrs.  Genevieve  O.  Porter  (mother),  1751  West  Genesee  Street, 
Syracuse,  N.  Y. 

Appointed  from  New  York. 
PoTTEE,  Stephen,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  Shot  down  by  enemy  in  North  Sea. 

Date;  April  25,  1918. 

Cause :  Enemy  action. 

Next    of   kin:  John    H.    Potter    (brother),    Passadena    Apartments,    De- 
triot,  Mich. 

Appointed  from  Michigan. 
Pou,  Edwin  S.,  ensign.  United  States  Naval  Reserve  Force  (class  5). 

Died :  United  States  Naval  Air  Station,  lUetudy,  France. 

Date:  October  28,  1918. 

Cause:  Accident  (aeroplane). 

Next  of  kin:  Mrs.  Edwin  S.  Pou  (wife),  Smithfleld,  N.  C. 

Appointed  from  North  Carolina. 
PowEK,  Jackson,  ensign.  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  board  "U.  S.  S.  George  Washington. 

Date:  October  13,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Irene  Power    (mother),  504  West  One  liundred   and 
twelfth  Street,  New  York,  N.  Y. 

Appointed  from  New  York. 
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Pbatt,  John  D.,  gunuer,  United  States  Navy. 

Died :  At  Boston,  Mass. 

Date:  May  14,  1917. 

Cause:  Suicide. 

Next  of  kin:  Mrs.  John  D.  Pratt  (wife),  398  Lafayette  Avenue,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
Peey,  Louis  B.,  carpenter.  United  States  Navy. 

Died :  At  Brooklyn,  N.  Y. 

Date :  March  2,  1818. 

Cause:  Disease  (embolism). 

Xext  of  kin:  Mrs.  Louis  E.  Prey   (wife),  Vallejo,  Calif.,  or  306  Eighth 
Avenue,  Brooklyn,  N.  Y. 

Appointed  from  New  York. 
Proutt,  Albert  Benjamin  Randolph,  lieutenant  (junior  grade).  United  States 
Naval  Reserve  Force  (class  4). 

Died :  On  board  the  U.  S.  S.  New  York. 

Date:  November  10,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Albert  Henry  Prouty  (father).  North  Brookfleld,  Mass. 

Appointed  from  Massachusetts. 
Queen,  Dudley  W.,  assistant  surgeon.  United  States  Naval  Reserve  Force 
(class  4). 

Died :  At  Royal  Hospital,  Haubowline,  England. 

Date :  November  20,  1917. 

Cause:  Disease  (cerebrospinal  fever). 

Next  of  Ifin :  David  W.  Queen   (father),  care  of  Cooper  &  Coker,  George- 
town, Tex. 

Appointed  from  Texas. 
Randolph,  George  Fitz,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died  :  On  submarine  chaser  No.  209. 

Date :  August  27,  1918. 

Cause:  Accident. 

Next  of  kin:  R.  F.  Randolph   (father),  106  South  Rhode  Island  Avenue, 
Atlantic  City,  N.  J. 

Appointed  from  New  York. 
Rasmussen,  Chester,  ensign   (inactive).  United  States  Naval  Reserve  Force. 

Died :  At  home. 

Date :  October  30,  1918. 

Cause:  Disease  (tuberculosis  of  the  lungs). 

Next  of  kin:   Carrie  Rasmussen    (mother),   225   Oliver   Street,   Redwood 
City,  CaUf. 

Appointed  from  California. 
Read,  Curtis  S.,  ensign.  United  States  Naval  Reserve  Force  (class  5). 

Died :  At  Dunkerque,  Paris,  France. 

Date :  February  27,  1918. 

Cause :  Accidentally  killed  as  result  of  seaplane  accident. 

Next  of  kin:  Mrs.  William  A  Read  (mother),  4  East  Sixty-second  Street, 
New  York,  N.  Y. 

Appointed  from  New  York. 
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Reavely,  Edwabd,  ensign,  United  States  Navy. 

Died :  On  U.  S.  S.  Tampa  when  torpedoed. 

Date :  September  26,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  A.  E.  Little  (sister),  Benald,  111. 

Appointed  from  Illinois. 
Reed,  Chablbs  E.,  ensign,  United  States  Naval  Re.serve  Force  (class  5). 

Died:  While  in  a  kite  balloon  towed  by  H.  M.  S.  Spr'mglock. 

Date :  August  14,  1918. 

Cause:  Accident  (drowned). 

Next   of   kin:    Annie    Delia    Reed    (wife),    718    Goniniouwealth    Avenue, 
Boston,  Mass. 

Appointed  from  Massachusetts. 
Reeves   George  Washington,  jr.,  commander  (S.  C.)    (retired),  United  States 
Navy. 

Died :  At  home,  Coronado,  Calif. 

Date:  August  19,  1918. 

Cause:  Disease  (tuberculosis — ^pneumonia). 

Next. of  kin:  Mrs.  Grace  G.  Reeves  (wife),  350  A  Avenue.  Coronado,  Calif. 

Appointed  from  Pennsylvania. 
Rehbaum,  Gilbert  H.,  assistant  paymaster,  United  States  Naval  Reserve  Force. 

Died :  At  JefCei'son  Hospital,  Philadelphia,  Pa. 

Date :  April  11,  1918. 

Cause :  Suicide. 

Next  of  kin:  William  F.  Rehbaum  (father),  Anona,  Fla. 

Appointed  from  Florida. 
Rehm,  Arthur  Alfred,  lieutenant  commander.  United   States  Navy. 

Died:  At  Naval  Hospital,  Washington,  D.  C. 

Date :  October  20,  1918. 

Cause:  Disease  (influenza — ^pneumonia). 

Next  of  kin:  Albert  F.  Rehm  (father),  633  Hanover  Street,  Meridan,  Conn. 

Appointed  from  Connecticut. 
Reno,  Walter  B.,  lieutenant  commander,  United  States  Navy. 

Died :  On  U.  S.  S.  Chauncey  (rammed  by  British  Rose  of  Glascow). 

Date :  November  19,  19i7. 

Cause :  Accident. 

Next  of  kin:  Mrs.  Ij.  W.  Reno  (mother),  Agency  City,  Iowa. 

Appointed  from  Missouri 

Reynolds,  Ziba  Wells,  pay  director,  United  States  Navy. 
Died :  At  naval  hospital,  Washington,  D,  O. 
Date :  April  24,  1917. 
Cause:  Disease  (carcinoma). 

Next  of  kin:  Ziba  W.  Reynolds  (wife),  the  Highlands,  Washington,  D.  0. 
Appointed  from  Pennsylvania. 

Richardson,  George  Edward,  lieutenant  (junior  grade),  United  States  Naval 
Resarve  Force  (class  3). 
Died :  On  board  U.  S.  S.  Huron. 
Date :  October  24,  1918. 
Cause:  Disease  (influenza). 

Next  of  kin:  ,Iane  Tufts  Richardson   (wife),  Lancaster,  iiass. 
Appointed  from  Massachusetts. 
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HiLEY,  FK-iNK  WiixiAM,  enslgri,  United  States  Naval  Reserve  Force. 

Died  :  At  Navy  air  station,  Miami,  Fla. 

Date :  October  12, 1918. 

Cause:  Disease  (pneumonia). 

Next  of   kin:    Mrs    Ellen   M.    Riley    (mother),   800   Blue   Hill   Avenue, 
■  •  •  '    Doi-chester,  Mass. 

Appointed  from  Massachusetts. 
RoBEBTS,  Albert  Chables,  lieutenant.  United  States  Navy. 

Died :  At  Jeffrey  Hole  Hospital,  Quebec,  Canada. 

Date :  September  18,  1918. 

Cause:  Disease  (Influenza). 

Next  of  kin:  Mrs.  O.  H.  Roberts  (mother),  1152  South  Fifty-second  Street, 
Philadelphia,  Pa.  " 
Rodney,  Robert  B.,  paymaster  (retired).  United  States  Navy; 

Died :  At  Washington,  D.  C. 

Date:  January  14,  1918. 

Cause:  Disease  (edema  of  the  lungs,  acute).  ■    '  ' 

Next  of  kin :  Miss.  L.  V.  Rodney  (sister) ,  123  B  Street  SB.,  Washington,  D.  0. 

Appointed  from  Delav^are.  •   ■       .,       • 

RoPEB,  Kenneth  Cammobn,  lieutenant   (Junior  grade),  United  States  Naval 
Reserve  Force. 

Died :'  United  States  Naval  Hospital,  Brooklyn,  New  York,  N.  Y, 

Date :  October  13,  1918.  ; 

Cause:  Disease  (bronchial  pneumonia). 

Next  of  kin:  Ijella  C.  McKay  (aunt),  Ninth  and  Washington  Streets,  Port- 
land, Oreg. 

Appointed  frorn  Oregon. 
Ross,  Bbttoe  W.,  machinist.  United  States  Navy. 

Died  :  At  Naval  Hospital,  Norfolk,  Va. 

Date :  December  12,  1917. 

Ganse:  Accident  (bums  received  on  U.  S.  S.  Chemung). 

Next  of  kin:  Gertrude  R.  Ross  (vs^ife),  915  North  Street,  Portsmouth,  Va. 

Appointed  from  California. 
RoTHENBTJBf;,   David   Meyeb,   lieutenant    (junior   grade).   United   States   Naval 
Reserve  Force  (class  4). 

Died :  At  Jewish  Hospital,  Brooklyn,  N.  Y. 

Date :  October  5,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Rebecca  Rothenberg  (mother),  1095  Lincoln  Place,  Brooklyn, 
N.  Y.       ' 

Appointed  from  New  York. 
Rush,  William  H.,  surgeon.  United  States  Navy. 

Died:  At  Ardmore,  Pa. 

Date:  April  26,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Emma  J.  Rush  (wife),  119  Walnut  Street,  Ardmore,  Pa. 

Appointed  from  Pennsylvania. 
Ryan,  John  Paul  Jones,  commander  (retired),  United  States  Navy. 

Died :  Residence,  70  South  Allen  Street,  Albany,  N.  Y. 

Date :  September  15,  1918. 

Cause:  Disease  (arteriosclej-osis-nephritis,  chronic). 

Next  of  kin:  Ellen  Conley  Ryan    (mother),  70  South  Allen  Street,  Al- 
bany, N.  Y. 
Appointed  from  New  York. 
174483—20 4 
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Rydeb,  Waiter  I.,  lieutenant   (Junior  grade),  Medical  Corps,  United  States 
Naval  Reserve  Force  (class  2). 

Died :  At  Newton,  Mass. 

Date :  September  24,  1918. 
■  I    Cause:  Disease  (Influenza). 

Next  of  kin:  Bernadetta  M.  Ryder  (wife),  169  Tremont  Street,  Newton, 
Mass. 

Appointed  from  Massachusetts. 
Samuelson,  Elmee  a.,  machinist,  United  States  Navy. 

Died :  On  U.  S.  S.  Pennsylvania. 

Date :  July  7,  1919. 
•     Cause:  Suicide. 

Next  of  kin:  Alexander  Samuelson    (father),  418  WlUow   Street,  Terre 
Haute,  Ind. 

Appointed  from  Indiana. 
Saville,  John  W.,  passed  assistant  engineer  (retired).  United  States  Navy. 

Died :  Boston,  Mass. 

Date :  September  30,  1917. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:  Maude  Saville  Cllft  (daughter),  1910  Mount  Royal  Terrace, 
Baltimore,  Md. 
ScHMiD,  Kakl  Eenest,  lieutenant  (junior  grade),  (Medical  Corps,  Dental  Sur- 
geon), United  States  Naval  Reserve  Force. 

Died :  United  States  Naval  Hospital,  Pelham  Bay  Park,  N.  Y. 

Date :  October  9,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Carl  Ernest  Schmld  (father),  373  Josefa  Street,  San  Jose, 
Calif. 

Appointed  from  New  York. 
ScHONHOF,  Hugo,  ensign,  United  States  Naval  Reserve  Force   (class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  Mrs.  Dora   Schonhof    (wife),   1345  Cooksie   Street,   Balti- 
more, Md. 

Appointed  from  Maryland. 
ScoBEY,  John,  lieutenant.  United  States  Naval  Reserve  Force  (class  4-2). 

Died :  At  Marine  Hospital,  San  Francisco,  Calif. 

Date :  November  5,  1917. 

Cause:  DLsease  (thrombosis  of  left  cerebral  artery  and  broncho-pneumonia). 

Next  of  kin:  Leouore  F.  Scobey   (wife).  Forest  Knolls,  Calif. 

Appointed  from  California. 
Scott,  Robebt  Haeey,  lieutenant  (Junior  grade),  United  States  Navy. 

Died :  At  civil  hospital,  PeeksklU,  N.  T. 

Date:  October  15,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Florence  E.  Scott  (wife),  128  Reld  Avenue,  Brooklyn    N  Y 

Appointed  from  New  York.  ' 

Scott,  Theodobe  Witxiam,  pharmacist  (retired),  United  States  Navy 

Died:  East  Petersburg,  Pa. 

Date:  August  4,  1917. 

Cause:  Disease  (tuberculosis  of  lungs,  tubercular  meningitis) 

Next  of  kin:  Grace  Collins  Scott  (wife),  1107  Carroll  Street,  Brooklyn, 

Appointed  from  Pennsylvania. 


51 

Skbd,  Ohables  Eobebt,  lieutenant  (Junior  grade),  United  States  Naval  Reserve 
Force  (class  4). 

Died :  At  Hasnemau  Hospital,  Worcester,  Mass. 

Date :  October  8,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Frank  Seed  (son),  41  Beaver  Street,  Worcester,  Mass. 

Appointed  from  Massachusetts. 
Selwood,   Thomas   Frank,    lieutenant,   United    States   Naval   Reserve   Force 
(class  2). 

Died :  At  St.  Vincent's  Hospital,  New  York,  N.  Y. 

Date :  October  26,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Harriet  Selwood   (mother),  76  Tindal  Sti-eet,  Birminghaiu, 

,  England. 

Appointed  from  Califoraia.- 
Shabkky,  WnxiAM  Joseph,  lieutenant  (junior  grade).  United  States  Navy. 

Died :  On  board  the  U.  S.  S.  0-6. 

Date :  October  5,  1918. 

Cause :  Accident  on  board  vessel. 

Next  of  kin:  Mrs.  Mary  E.  Sharkey  (wife),  2  Elm  Street,  Newport,  R.  I. 

Appointed  from  New  York. 
Skinneb,  Aaeon  N.,  professor  of  mathematics  (retired),  United  States  Navy. 

Died :  in  Framlngham,  Mass. 

Date:  August  14,  1918. 

Cause:  Accident  (drowning). 

Next  of  kin:  Miss  Helen  A.  Skinner  (sister),  1832  Kilbourne  Street,  Wash- 
ington, D.  G. 

Appointed  from  Massachusetts. 
Skinner,  Alfonso,  machinist  (retired).  United  States  Navy. 

Died :  At  246  West  Cedar  Street,  San  Dlego,  Calif. 

Date :  November  11,  1918. 

Cause:  Disease  (tuberculosis,  chi-onic  pulmonary). 

Next  of  kin:  Amerigo  Skinner  (father),  Cedar  Rapids,  Iowa. 

Appointed  from  New  York. 
, Skinneb,  Harbt  G.,  Jr.,  ensign.  United  States  Naval  Reserve  Force. 

Died :  On  U.  S.  S.  Chmincey  (rammed  by  Britsh  Rose  of  Glascow). 

Date :  November  19,  1917. 

Cause:  Accident. 

Next  of  kin:  Harry  G.  Skinner  (father),  Mount  Washington,  Md. 

Appointed  from  Maryland. 
SXAMM,  Chables  W..  pay  director  (retired),  United  States  Navy. 

Died :  At  home,  Philadelphia,  Pa. 

Date:  October  9,  1918. 

Cause:  Disease  (valvular,  chronic  cardiac). 

Next  of  kin :  No  record. 

Notice  of  death  sent  by  Ada  V.  Compton,  3416  Hamilton  Street,  Philadel- 
phia, Pa. 

Appointed  from  Pennsylvania. 
Smaix,  Joseph  Chandus,  lieutenant  (Junior  grade),  United  States  Navy. 

Died  :  At  Philadelphia,  Pa. 

Date :  November  2,  1918. 

Cause:  Disease  (Influenza). 

Next    of   kin:  Margaret    Rettew    Small    (wife),    609    South    Forty-eighth 
Street,  Philadelphia,  Pa. 

Appointed  from  New  York. 
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Smith,  Francis  I'akks,  lieutenant,  United  States  Navai  Keserve  Force  (class  3). 
-  Died:  On  board  Herman  Frash  when  it  collided  with  George  O.  Henry. 
Date:  October  4,  1918. 
Cause:  Accident. 

Next  of  kin:  Frank  H.  Smith  (father),  Newport,  N.  H. 
Appointed  from  New  '?ork. 
Smith.  .jAitics  A.,  cliief  boatswain  (retired),  United  States  Navy. 
Died  :  At  home,  2  East  TwPiity-fifth  Street,. Baltioiore,  Md. 
Date :  March  27,  1918. 
Cause:  Disease  (iiiteriosclerosis,  cerebral). 

Next  or  kin  :  Mrs.  .riini.'S  A.  Smith  (wife),  2  P^ist  Twenty-fifth  Stri-et.  Balti- 
more, Md.  , 
Appointed  from  Maryland.  ' 
Smith,  John  Anderson  Baxter,  rear  admiral  (retired).  United  States  Navy. 
Died :  New  Orleans,  I^a. 
Date:  March  9,  1918. 
Cause:  Disease  (heart). 

Next  of  kin:  Mrs.  E.  P.  Ramsey,  65  Grove  Street,  Jamaica,  N.  Y.  (relation- 
ship not  stated).     , 
Appointed  from  Pennsylvania. 
Smith,  .Toh.n  Thetrson  (P.  A.  engineer)    (retired),  Tinited  States  Xavy. 
Died:  At  home,  Livingston  Heights,  Va. 
Date:  October  23,  1918. 
Cause:  Disease  (chronic  myocarditis). 
Next  of  kin:   Commander  Charles  Gordon   Smith    (son).   Medical  Corps, 

United  States  Navy,  Naval  Station,  Hawaii. 
Appointed  from  Virginia. 
Smith,  Roy  T.,  boatswain,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  board  the  U,  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 
Date:  June  14,  1918. 
Cause :  Accident. 

Next  of  kin:  T.  F_.  Smith  (father).  Phoenix  City,  Ala. 
Appolnteci  from  Alabama. 
Smith,  Winthrop  Fix)yd,  ensign.  United  States  Naval  Reserve  Foree  (class  5). 
Died :  Naval  air  station,  Bayshore,  Long  Island. 
Date:  October  10.  1918. 
Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Jennie  Smith  (mother),  22  Radford  Lane,  Dorchester,  Mass. 
Appointed  from  Massachusetts. 
Souther,   Arthur  Fut,i.er,   lieutenant    (Junior   grade).    United    States   Naval 
Reserve  Force   (class  5). 
Died :  At  East  Greenwich,  R.  I. 
Date :  July  19,  1918. 
Cause:  Accident  (seaplane). 
Next  of  kin:  Mrs.  Kate  Fuller  Souther  (mother),  1840  East  Eighty-seventh 

Street,  Cleveland,  Ohio. 
Appointed  from  Ohio. 
Spaven,  John  Stuart,  ensign.  United  States  Navy. 

Died :  Royal  Naval  Hospital,  Haulbowline,  England. 

Date :  October  17,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin :  George  Spaven  (father),  P.  O.  box  93,  San  .luan,  P.  R. 

Appointed  from  New  Jersey. 
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Spkagi'e,  William  G.,  euslgii,  Uultfil  States  Xavnl  Hfseivc  Force  (chiss  5). 
Died :  Naval  air  station,  Illetiuly,  Pvance. 
Date:  Octol)er  26,  1918. 
Cause:  Accident  (seaplane). 

Next  of  kin:  Williaiu  O.  Sprague,  2740  Huiupden  ("durt,  iJliiciigo,  111. 
Appointed  from  Illinois. 
SfAFFOKD,  AiJiEHT  FRANCIS,  eiislgn,  United  States  Naval  Keserve  Force   (class 
4-3). 
Died:  On  boaixi  the  U.  S.  A.  O.  T.  Ticoncleroga  (torpedoed). 
Date:  September  30,  3918. 
Cause:  Enemy  action. 
Next  of  kin:  Mrs.  Julia  H.  Stafford  (luotlier),  21.'4  Delguevra  Street,  Santa 

Barbara,  Calif. 
Appointed  from  California. 
Stalky.  Chatfield  C,  gunner.  United  States  Nav.v. 

Died :  On  board  tlie  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 
Date:  June  14,  1918. 
Cause :  Accident. 

Next  of  kin:  .John  F.  Staley  (father),  3855  California  Street,  Omaha,  Nebr. 
Appointed  from  Nebraska. 
Standin,  John  Robert,  ensign,  United  States  Naval  Keserve  Force  (class  4-3). 
Died :  Auxiiiar.v  hospital,  Lamlash,  Scotland. 
Date:  September  23,  1918. 
Cause:  Disease  (pneumonia). 

Next  of  kin:  William  H.  Standin  (father),  Galesville,  N.  C. 
Appointed  from  New  Jersey. 
Stapij:s,  Bekt  E.,  chief  gunner.  United  States  Nav.v. 
Died :  At  naval  hospital,  New  York,  N.  Y. 
Date:  May  16,  1917. 
Cause:  Disease  (ulcer  of  stomach). 

Next  of  kin:  Mrs.  Elizabeth  Staples  (wife),  325  Jay  Street,  Brookl.vn,  N.  Y. 
Appointed  from  New  York. 
Stb3jbi}?s,    Gael    Holland,    machinist.    United    States    Naval    Iteserve    Force 
(class  3). 
Died:  At  St.  Vincents  Hospital,  Brooklyn,  N.  Y. 
Date :  (3ctober  18,  1918. 
Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Hazel  Sipe  Stebbins  (wife),  147  I.incoin  Way,  Lisbon,  Ohio. 
Appointed  from  Ohio. 
Stv;kl,  Basil  L..  ensign  (Supply  Corps),  United  States  Navy. 
Died :  At  naval  base,  Cardiff,  Wales. 
Date :  October  8,  1918. 
Cause:  Disease  (pneumonia). 
Next  of  kin:  Mrs.  Margaret  Gladys  Steel   (wife),  812  North   Fort.v-flrst 

Street,  Philadelphia,  Pa. 
Appointed  from  'Pennsylvania. 
S'nsiN,    Theodobe   Williamson,    ensign,    United    States   Naval    Reserve    Force 
(class  4). 
Died:  At  home,  312  West  Eighth  Street,  Chester,  Pa. 
Date:  October  5,  1918. 
Cause:  Disease  (influenza). 
Next  of  kin:  Mrs.  Mnry  Taylor  Stein    (mother),  312  West  EiglUIi  Street, 

Chester,  Pa. 
Appointed  from  Pennsylvania, 
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Stevenson,  John,  ensign.  United  States  Naval  Reserve  Force  (class  4). 

Died:  On  the  U.  S.  S.  Cherokee  when  she  foundered. 

Date:  February  26,  1918. 

Cause:  Accident. 

Next  of  kin:  Mrs.  Marguerite  Stevenson  Hall  (daughter),  194  Hull  Street, 
Brooklyn,  N.  Y. 

Appointed ,  from  New  Jersey. 
Stbwaet,   William  Oairns,  lieutenant.  United   States  Naval  Reserve  Force 
(class  3).    .  , 

Died :  U.  S.  S.  Herman  Frasch. 

Date:  Officially  declared  dead  October  4,  1918. 

Cause : ;  Accident-  (collision  with  George  &  Henry). 

Next   of  kin:    Mrs.   C.    Stewart    (mother),   14   Darwin   Road,    Southamp- 
ton, England. 

Appointed  from  Louisiana. 
Stieling,  James,  lieutenant  (junior  grade).  United  States  Naval  Reserve  Force. 

Died :  On  the  U.  S.  S.  Mercury. 

Date:  October  19,  1918. 
',       Cause :  Disease  (broncho-pneumonia). 

Next   of   kin:    Gertrude   V.    Stirling    (wife),   279    Varick    Street,    Jersey 
City,.  N.  J. 

Appointed  from  New  Jersey. 
Stoddabd,  Chables  Btjkton,  lieutenant  commander.  United  States  Naval  Re- 
serve Force. 

Died :  On  board  the  U.  S.  S.  Herman  Frasch. 

Date :  October  4,  1918. 

Cause:  Accident  (collided  with  the  George  O.  Henry. 

Next  of  kin:  Ella  St.  Clair  Stoddard  (wife),  624  Carlton  Avenue,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
Sturtevant,  Albekt  D.,  ensign.  United  States  Naval  Reserve  Force  (class  5). 

Died :  In  combat  with  enemy  aeroplane  over  the  North  Sea. 

Date:  February  15,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  C.  L.  Sturtevant  (father),  210  Leroy  Place,  Washington,  D.  C. 

Appointed  from  New  Jersey. 
Summers,  Bkonson  Ewing,  lieutenant  (junior  grade)   (Medical  Corps),  United 
States  Navy. 

Died:  Marine  Barracks,  Quantlco,  Va. 

Date:  September  28,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Thomas  B.  Summers  (father),  Milton,  W.  Va. 

Appointed  from  Virginia. 
Taylor,  Blmek  Bowden,  ensign.  United  States  Naval  Reserve  Force  (class  5), 

Died:  At  Calais,  France. 

Date:  October  27,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Mrs.  E.  E.  Taylor  (mother).  Cedar  Grove,  N.  J. 

Appointed  from  New  Jersey. 
Teeees,  Hugh,  ensign,  United  States  Naval  Reserve  Vorca  (rliiss  5) 

Died :  In  Italy. 

Date:  August  17,  1918. 

Cause:  Accident  (aeroplane). 
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Tbkbes,  Htjoh — Continued. 

Next  of  kin:  Mrs.  O.  Terres   (mother),  35  Pembroke  Road,  Kensington, 
London. 

Appointed  from  North  Carolina. 
Tetkb,  Hadley  Howard,  lieutenant   (Junior  grade)    (Medical  Corps),  United 
States  Navy. 

Died:  On  U.  S.  S.  Tampa  when  same  was  sunk. 

Date:  September  26,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Sanah  Teter  (mother),  729  Poplar  Street,  Coshocton,  Ohio. 

Appointed  from  Utah. 
Thkiss,  Emil,  captain,  United  States  Navy. 

Died:  At  Naval  Hospital,  Washington,  D.  C. 

Date :  September  24,  1917. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:  Mrs.  Katherlne  S.  Thelss  (wife),  1741  O  Street  NW.,  Wasli- 
ington,  D.  C. 

Appointed  from  Wisconsin. 
Thomas,  Clabence  C,  lieutenant,  United  States  Navy. 

Died:  U.  S.  S.  Vacuum  (torpedoed). 

Date :  April  28, 1917. 

Cause :  Enemy  action. 

Next  of  kin:  Mrs.  Evelyn  M.  Thomas   (wife),  196  Prince  George  Street, 
Annapolis,  Md. 

Appointed  from  California. 
Thompson,  Donald  Feedebick,  machinist,  United  States  Naval  Reserve  Force. 

Died:  On  boai-d  the  U.  S.  S.  Celebes. 

Date:  August  15,  1918. 

Cause:  Disease  (entercoUtis). 

Next  of  kin:  Mi-s.  Grace  Thompson  (mother),  21  Warren  Street,  Bloom- 
field,  N.  J. 

Appointed  from  New  .Jersey. 
TiBBiTTS,  RtrssEti,  D.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  Fifteen  miles  northeast  of  Fenwick  Island  Light  Vessel. 

Date :  October  8,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Mrs.  Mary  Elizabeth  Tibbitts    (wife),  1407  H  Sti-eet  NW., 
Washington,  D.  C. 

Appointed  from  District  of  Columbia. 
TntBELL,  Eugene  Charles,  ensign.  United  States  Naval  Reserve  Force. 

Died :  At  Naval  Base  Hospital  No.  5,  Brest,  France. 

Date :  October  1,  1918. 
'    Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Mary  A.  Tiriell   (mother),  18  Parker  Street,  Chelsea, 
Mass. 

Appointed  from  Massachusetts. 
Titus,  Reuben  F.,  boatswain.  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  United  States  Marine  Hospital,  Stapleton,  Staten  Island,  N.  Y. 

Date :  February  3,  1918. 

Cause:  Self-inflicted  gunshot  wound. 

Next  of  kin :  Mrs.  Mary  Eliza  Titus  (wife),  37  Harrison  Avenue,  Port  Rich- 
mond, Staten  Island,  N.  Y. 

Appointed  from  New  York. 
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ToEKPE,  Arthur  B.,  gunner,  United  States  Navy. 

Died :  At  Portsmouth,  Va. 

Date :  December  12,  1917. 

Cause:  Accident  (drowned). 

Next  of  kin:  Mrs.  A.  B.  Toerpe  (wife),  Long  Beach,  Calif. 

Appointed  from  Illinois. 
TowNSEND,  Lawrence,  Jr.,  lieutenant  (retired),  United  States  Navy. 

Died :  At  Naval  Hospital,  Washington,  D.  C. 

Date :  October  13,  1918. 

Cause:  Disease  (r)neumonia).  • 

Next  of  kin:  Mr.  Lawrence  S.  Townsend  (father),  1416  Twentieth  Sireet, 
Washington,  T).  C. 

Appointed  from  Pennsylvania. 
Trever,  George  Arthur,  lieutenant  commander,  United  States  Navy. 

Died :  At  Naval  Hospital,  Brooklyn,  N.  T. 

Date :  October  14,  1918. 

Cause:  Accident  (injuries  extreme,  gas  submarine). 

Next  of  kin:  Bessie  MacMillen  Trever   (wife),  4361  Valle  Vista   Street, 
San  Diego,  Calif. 

Appointed  from  Wisconsin. 
Twaddle,  George,  acting  pay  clerk  (temporary),  United  States  Navy. 

Died :  At  United  States  Naval  Training  Barracks,  Base  6. 

Date :  October  2,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.   Pauline  Twaddle    (wife),   411   O    Street   SW.,   Wash- 
ington, D.  C. 

Appointed  from   Virginia. 
Tynan,  William  Vincent,  carpenter,  United  States  Navy. 

Died:  On  board  the  U.  S.  S.  Louisville. 

Date:   September  27,  1918. 

Cause:  Accident  (result  of  a  fall). 

Next  of  kin:  Francis  T.  Tynan   (father),  910  Washington  Street,  Ports- 
mouth,  Va. 

x4.ppointed  from  Virginia. 
Tyson,   Chabees   McGhee,    lieutenant    (junior   grade).   United    States   Naval 
Reserve  Force  (class  5). 

Died :  Off  Immingham,  England. 

Date:  October  11,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Mrs.  Betty  Tyson   (wife),  149  East  Thirty-seventh  Street, 
New   York,   N.   Y. 

Appointed  from  Tennessee. 
Upton,   Frederick  E.,  lieutenant   (junior  grade)    (inactive;    retired).  United 
States  Navy. 

Died :  At  3516  Tenth  Street  NW.,  Washington,  D.  C. 

Date:  November  6,  1918. 

Cause:  Disease  (heart  failure). 

Next  of  kin:   Emily   F.   Upton    (wife),   3516   Tenth   Street   NW.,    Wash- 
ington, D.   C. 

AiDpointed  from   Maine. 
Van  Dekveer,  Warren  Abbe,  lieutenant  (Medical  Cori)s),  United  States  Navy. 

Died :  At  United  States  Naval  Hospital,  Norfolk,  Va. 

Date:  October  7,  1918. 

Cause:  Disease  (pneumonia). 
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Van  DEK\iiEK,  VVabken  Abbe — Continued. 

Next  of  kin:  Anna  French  Van  Derveer  (wife),  34  Garden  Street,  Mount 
Holly,  N.  J. 

Appointed  from  New  Jersey. 
Van  Nest,  Theodore  Burnham,  ensign,  United  States  Naval  Reserve  Force 
(class  3). 

Died :  On  board  U.  S.  S.  George  Washington. 

Date:   October  15,  1918. 

Cause:  Disease  (pneumonia). 

Xext  of  kin:  Mrs.   Edith  McK.   Burnham    (mother),   16  Prospect   Street, 
East   Orange,  N.   J. 

Appointed  from  New  Jersey. 
Vabney,  Wii.T.iAM  H.,  captain   (Construction  Corps)    (retired),  United  States 
Navy. 

Died:  At  home,  710  Carey  Street,  Baltimore,  Md. 

Date:  May  22,  1918. 

Cause:  Disease. 

Next  of  kin:  VriUiam  W.  Varney  (son),  710  Carey  Street,  Baltimore,  Md. 

Appointed  from  Massachusetts. 
Vknable,  Joseph  Evans,  chief  machinist,  United  States  Navy. 

Died :  At  Naval  Hospital,  New  York,  N.  T. 

Date :  April  30,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next    of    kin:    Lillian    H.    Venable    (wife),    197    Madison    Avenue,    New 
York,  N.  Y. 

Appointed  from  Pennsylvania. 
ViNER,  John  Winfield,  lieutenant,  United  States  Naval  Reserve  Force. 

Died :  At  Army  Base  Hospital  No.  34. 

Date :  November  4,  1918. 

Cause:  Disease  (double  lobar  pneumonia). 

Next  of  kin:  Margaret  Viner  (wife),  52  Fifteenth  Street,  Brooklyn,  N.  Y. 

Appointed  from  New  York. 
AValkeb,  Guy  Adle,  ensign.  United  States  Navy. 

Died:  Bay  Shore,  Long  Island. 

Date :  October  19,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Mrs.  Ella  Walker  (wife),  Otego,  N.  Y. 

Appointed  from  Ohio. 
Ward,  Aabon,  rear  admiral  (retired).  United  States  Navy. 

Died :  At  home. 

Date :  July  5,  1918. 

Cause:  Disease  (uremia). 

Next  of  kin :  Annie  Willis  Ward  (wife),  Roslyn,  Long  Island,  N.  Y. 

Appointed  from  Pennsylvania. 
Wabd,  Walter  L.,  cai-penter.  United  States  Naval  Reserve  Force  (class  4). 

Died:  Rochester,  N.  Y. 

Date :  October  6,  1918. 

Cause:  Disease  (general  peritonitis). 

Next  of  kin:  Mrs.  Sylvanla  Hasklns  Ward  (mother),  1088  Broad  Street, 
Newark,  N.  J. 

Appointed  from  New  Jersey. 
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Wabfobd,  Lewis  Syivestbr,  chief  carpenter  (retired),  United  States  Navy. 

Died:  San  Francisco,  Calif. 

Date :  May  13,  1917. 

Cause:  Disease  (diabetes  meHitus). 

Next  of  kin:  Mrs.  Rose  Warford    (wife),  1210  Benton  Street,  Alameda, 
Calif. 

Appointed  from  California. 
Waener,  Dougias  Holmes,  lieutenant  (junior  grade)  (Medical  Corps),  United 
States  Naval  Reserve  Force  (class  4). 

Died :  Naval  hospital,  Puget  Sound,  Wash. 

Date :  October  8,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin  :  Estelle  F.  Warner  (wife),  746  Second  Street,  Bremerton,  Wash. 

Appointed  from  Oregon. 
Weaver,  Robebt  Haebison,  ensign.  United  States  Navy. 

Died :  Naval  hospital,  Norfolk,  Va. 

Date :  February  2,  1918. 

Cause:  Disease  (tuberculosis). 

Next  of  kin:  Elizabeth  Weaver  (mother).  Glen  Rock,  York  County,  Pa. 

Appointed  from  Pennsylvania. 
Weddebbubn,  Chaeles  F.,  lieutenant  (junior  grade).  United  States  Navy. 

Died :  U.  S.  S.  Chauncey  (rammed  by  British  Rose  of  Glascow). 

Date:  November  19,  1917. 

Cause:  Accident. 

Next  of  kin:  Mrs.   Gertrude  F.  Wedderburn    (mother),  2034  Twentieth 
Street  NW.,  Washington,  D.  C. 

Appointed  from  Maryland. 
Weed,  Walkee  Ten  Byck,  ensign,  United  States  Naval  Reserve  Force. 

Died:  Cape  May,  N.  J. 

Date:  February  27,  1918. 

Cause:  Accident  (aeroplane  burns). 

Next  of  kin:  Mr.   Nathan  H.  Weed    (father),  21  Upper  Mount  Avenue, 
Mountclalr,  N.  J. 

Wells,  Benjamin  W.,  Jr.,  commander  (retired).  United  States  Navy. 
Died:  Washington,  D.  C. 
Date:  June  11,  1917. 
Cause:  Disease  (angina-pectoris). 

Next  of  kin:  Mrs.  Julia  L.  Wells  (wife),  Westmoreland,  Washington,  D.  C. 
Appointed  from  Illinois. 

Wells,  Nicholas  Rundlett,  ensign.    United    States    Naval    Reserve    Force 
(class  3). 
Died:  On  boai'd  the  U.  S.  A.  O.  T.  Tioonderoga  (torpedoed). 
Date:  September  30,  1918. 
Cause :  Enemy  action. 

Next  of  kin:  Frank  B.  Wells  (father),  Christmas  Cove,  Me. 
Appointed  from  Maine. 

Webneb,  Geoege,  ensign.  United  States  Naval  Reserve  Force  (class  4). 
Died :  At  Army  Base  Hospital  No.  34. 
Date:  October  28,  1918. 
Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Sofia  Werner  (mother),  Orin,  Sweden. 
Appointed  from  New  York. 
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West,  John  Thomas,  machinist. (retired),  United  States  Navy. 

Died:  Norfolk,  Va. 

Date:  June  14,  1917. 

Cause:  Disease  (nephritis,  chronic). 

Next  of  kin:  Mrs.  Mary  M.  West  (wife),  14  Handy  Avenue,  Norfolk,  Va. 

Appointed  from  Virginia. 
Wetmore,  Obviixe  Chase,  ensign.  United  States  Naval  Reserve  Force   (class 
4-3). 

Died:  Home,  5027  Drexel  Boulevard,  Chicago,  111. 

Date:    October  10,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Mrs.  Berenice  Dorothy  Wetmore  (wife),  5027  Drexel  Boule- 
vard,   Chicago,   111. 

Appointed   from   Illinois. 
White,  John  Michael,  ensign.  United  States  Naval  Reserve  Force  (class  4r-3). 

Died :  Attached  to  U.  S.  S.  Suilury. 

Date:   September  29,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Margaret  White   (mother),  119  Broad  Street,  Port  Huron, 
Mich. 

Appointed   from   Michigan. 
>Vhiteside,  Lindsay  C,  assistant  surgeon,  United  States  Navy. 

Died:  On  U.  S.  S.  President  Lincoln  when  torpedoed. 

Date :  May  31,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  Mary  Whiteside  (wife),  Lehightou,  Pa.,  R.  F.  D.  1. 

Appointed  from  Pennsylvania. 
Whitelock,  Mybon  Knapp,  ensign.  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  board,  U.  S.  S.  Bridge,  at  Base  2. 

Date:  October  22,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mrs.  Perry  O.  Shaffer   (mother),  47  Monroe  Avenue,  Brook- 
port,  N.  Y. 

Appointed  from  New  York. 
WiixETT,  Charles  William,  ensign,  United  States  Naval  Reserve  Force  (class 
4-3). 

Died :  St.  Mary's  Hospital,  Brooklyn,  N.  Y. 

Date:  October  17,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Minnie  Jane  Willett  (wife),  397  Central  Avenue,  Jersey  City, 
N.  J. 

Appointed  from  New  Jersey. 
WiLLET.  Chakles  Wolcott,  machinist,- United  States  Naval  Reserve  Force. 

Died :  On  U.  S.  S.  Herman  Frasch,  collided  with  Oeorge  O.  Henry. 

Date :  OfBcially  declared  dead  from  October  4,  1918. 

Cause:  Accident. 

Next  of  kin:  Mrs.  Grace  W.  Willey  (mother),  42  Asylum  Street,  Norwich, 
Conn. 

Appointed  from  Connecticut. 
WILLL4.MS,  Edward  Roland,  ensign,  United  States  Na\al  Force  (class  3). 

Died :  On  board  U.  S.  S.  Ophir. 

Date:  November  1,  1918. 

Oanse:  Disease  (influenza). 
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Williams.  Edwaijd  Rolani> — Continued. 

-Next  of  kin:  Marie  Margaret  Williams   (wife),  186  Sclierujerlioni  Street, 
Brooklyn,  N.  Y. 

Appointed  from  New  York. 
Williams,  Richard  Bland,  surgeon  (Medical  Coips),  United  States  Navy. 

Died :  Norfolk,  Va. 

Date :  December  3,  1917. 

Cause:  Wound,  gunsliot,  of  liead,  self-inflicted. 

Next  of  kin :  Katherine  H.  Williams  (wife),  Boissevane  Avenue  and  Manteo 
Street,  Norfolk,  Va. 

Appointed  from  Pennsylvania. 
Williams,  William  A.,  ensign,  United  States  Naval  Reserve  Force  (class  3-4). 

Died :  On  U.  S.  S.  Clereland 

Date :  September  22,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin :  Elizabeth  Williams  (mother),  1026  Washington  Avenue,  Wood- 
haven,  Long  Island,  N.  Y. 

Appointed  from  New  York. 
WiLLiATkrsoN,  Thomas,  chief  engineer  (retired).  United  States  Navy. 

Died :  At  Annapolis,  Md. 

Date :  March  17,  1918. 

Cause:  Disease  (heart  trouble). 

Next  of  kin:  Mrs.  Julia  P.  Williamson   (wife),  185  Prince  George  Streetf 
Annapolis,  Md. 

Appointed  from  Connecticut. 
Williamson,  William  P.,  lieutenant  coramaiider,  United  States  Navy. 

Died :  On  the  Orizaba. 

Date:  August  17,  1918. 

Cause:  Accident  (explosion). 

Next  of  kin:  Mrs.  Florence  B.  Williamson  (wife),  280  Madison  Avenue, 
New  York,  N.  Y.,  care  of  M.  R.  Beam. 

Appointed  from  Minnesota. 
WiLLiTS,  George  Sidney,  rear  admiral  (retired).  United  States  Navy. 

Died:  Woodbury,  N.  Y. 

Date:  May  3,  1917. 

Cause:  Disease  (endocarditis,  chronic). 

Next  of  kin:  Mrs.  Sylvia  B.  Willits  (wife),  Rlverton,  N.  J. 

Appointed  from  Pennsylvania. 
Winkle,  Albert  G.,  lieutenant,  United  States  Naval  Reserve  Force  (class  2). 

Died :  On  board  the  U.  S.  S.  Cyclops,  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next    of   kin:  Mrs.    Beatrice   Winkle    (mother),    353    Rosemont    Avenue, 
Pasadena,  Calif. 

Appointed  from  California. 
Wood,  Chester  Cameron,  lieutenant  commander  (Medical  Corps),  United  States 
Navy. 

Died:  U.  S.  S.  Mercy. 

Date:  October  12,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  W.  F.  Wood  (father),  Hood  Street  and  East  Seventh  Avenue, 
Tarentum,  Pa. 

Appointed  from  Pennsylvania. 
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Wood,  Fkkd  E.,  ensigu,  United  States  Naval  Reserve  Force  (class  4-3). 
Died:  Ou  board  the  U.  S.  A.  O.  T.  Ticonderoga  when  torpedoed. 
Date:  September  30,  1918. 
Cause:  Enemy  action. 

Next  of  Idn:  Mrs.  Nancy  Wood  (mother),  Wheatland,  Olcla. 
Appointed  from  Oklahoma. 
WooDABD,    Geobge    Whe.vton,    eusign.    United    States    Naval    Reserve    Force 
(Class  3). 
Died :  On  the  U.  S.  A.  C.  T.  Ticonderoga  when  torpedoed. 
Date :  September  30,  1918. 
Cause :  Enemy  action. 
Next  of  kin:  Jlrs.  Katherine  Woodard  (mother),  26  Fayette  Street;  IHllls- 

dale,  Mich. 
Appointed  from  Michigan. 
WoBLEY,  George  W..  lieutenant  commander.  United  States  Naval  Reserve  Force 
(class  3). 
Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing, 
bate:  June  14,  1918. 
Cause :  Accident : 

Next   of  kin:   Mrs.    Selnian   W.   Worley    (wife),   523  Penn   Avenue,   Nor- 
folk, Va. 
Appointed  from  Virginia. 
WoRSAtL,   Benjamin   Waed   J.,   lieutenant    (junior  gra.de)    (Medical   CJorps), 
United  States  Naval  Reserve  Force. 
Died :  Automobile  accident,  occurred  between  Tonawanda  and  Niagara. 
Date :  September  15,  1917. 
Cause:  Accident. 

Next  of  kin:  Mrs.  Delia  Worrall  (mother),  1002  Linwood  Boulevard,  Kan- 
sas City,  Mo. 
Appointed  from  Missouri. 
WoBSHAM,  WiXLiA.M  L.,  enslgu.  United  States  Navy. 
Died :  Navy  yard,  Philadelphia,  Pa. 
Date:  March  2,  1918. 
Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Ada  Mae  Worsham  (mother),  Luenberg,  Mass. 
Appointed  from  Massachusetts. 
Yehding,  Akthub  T.,  assistant  surgeon.  United  States  Naval  Reserve  Force 
(class  4). 
Died :  Naval  Hospital,  Puget  Sound,  Wash. 
Date :  July  16,  1917. 
Cause:  Disease  (meningitis,  cerebral). 

Next  of  kin :  Mrs.  Mary  A.  Yellding  (mother).  Temple,  Okla. 
Appointed  from  Oregon. 
Young,  Rot  Aethue,  lieutenant  (junior  grade)    (M.  C.  D.  S.),  United  States 
Naval  Reserve  Force.  , 

Died  :  Claremont,  N.  H. 
Date :  October  4,  1918. 
Cause:  Disease  (lobar  pneumoniae 
Next  of  kin:  Mrs.  Hattle  L.  Young   (mother),  83  West  Pleasant  Street, 

Claremont,  N.  H. 
Appointed  from  New  Hampshire. 
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Zbckweb,   Jamabd    RichAbd,   ensign,    United    States    Naval    Resei^^e    Force- 
(class  4). 

Died :  At  home,  2127  Pine  Street,  Philadelphia,  Pa. 

Date:  October  15,  1918. 

Cause:  Disease  (broncho-pheumonla). 

Next  of  kin:  Mrs.  Agnes  McDonogh  Zeckwer   (wife),  2127  Pine  Street, 
Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 
Zbnob,   John  Alexander  Logan,   lieutenant    (T.),   United   States  Navy. 

Died:  At  naval  hospital,  Canaco,  P.  I. 

Date:  December  20,  1917. 

Cause:  Accident  (fracture,  compound,  frontal  left  parietal). 

Next  of  kin:  Mrs.  Leslie  McW.  Zenor  (wife),  Manila,  P.  I. 

Appointed  from  Colorado. 

ENLISTED  MEN. 

Abbatk,  Nicholas  Gusbppe,  chief  commissary  steward.  United  States  Naval 
Reserve  Force. 
Enlisted:  New  York,  N.  T.,  November  21,  1917. 

Died :  Naval  air  station,  Bayshore,  Long  Island,  N.  Y.,  October  9,  1918. 
Cause :  Result  of  Injuries  received  from  a  fall. 

Next  of  kin :  Wife,  Betty  Abbate,  541  Bast  One  hundred  and  forty-seventh 
Street,  New  York,  N.  Y, 
Abbott,  Gabdnee  Cades,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Boston,  Mass.,  April  16,  1917. 
Died:  Naval  hospital,  Chelsea,  Mass.,  September  12,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Willetta  Abbott,  40  Westbourne  Road,  Newton  CentM, 
Mass. 
Abbott,  John  Valentine,  oiler,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  October  21,  1915. 
Died :  Naval  hospital,  Fort  Lyon,  Colo.,  April  25,  1918. 
Cause:  Tuberculosis,  chronic. 
.     Next  of  kin :  Father,  John  W.  Abbott,  39  Pearl  Terrace,  Cambridge,  Mass. 
Abel,  Homee  Eabl,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Cincinnati,  Ohio,  July  15,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 

Next  of  kin :  Wife,  Bessie  M.  Abel,  1729  West  Market  Street,  SteubenvlUe, 
Ohio. 

Abel,  .Iohn,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  .lanuary  26,  1915. 

Died:  U.  S.  S.  America,  October  15,  1918. 

Cause :  Drowned  when  vessel  was  sunk,  October  15, 1918. 

Next  of  kin :  Father,  Stephen  Abel,  1785  Halsted  Street,  Chicago,  111. 
Abel,  Lutheb  Velvin,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  March  17,  -1917. 

Died :  St.  Marys  Hospital,  Hoboken,  N.  J.,  December  5,  1917. 

Cause :  Fractured  skull. 

Next  of  kin :  Father,  Alfred  L.  Abel,  Keene,  Tex. 
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AiiKRNATHY,  Rat.ph  Alyin,  blacksmlth,  second  class,  United  States  Naval  Re- 
serve Force, 
Enlisted :  St  Louis,  Mo.,  June  26,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  29,  1918. 
Cause:  Influenza. 

jS'ext  of  kin :  Father,  Thomas  B.  Abernathy,  LlbertyvlUe,  Mo. 
Abkahamson,  Albert   Sinius,  electrician,  second   class    (G.),  United   States 
Naval  Reserve  Force. 
Enlisted :  Newport,  E.  L,  July  17,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  26, 1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  Sacarius  Abrahamson,  17  Raymond  Street,  Worces- 
ter, Mass. 
Abrahamson,  Victor  Clabenob,  macliinists,  mate,  second  class.  United  States 
Naval  Reserve  Force. 
B^ntlsted:  Minneapolis,  Minn.,  June  4,  1918. 

Died:  Naval  Training  Station,  Great  Lakes,  111.,  September  18,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Annie  Abrahamson,  R.  R.  1,  Warren,  Minn. 
Arts,  John  Paul,  machinist's  mate,  second  class  (A.),  United  States  Naval  Re- 
serve Force. 
EnUsted:  Omaha,  Nebr.,  July  8,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  4,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Henry  W.  Abts,  Columbus,  Nebr. 
AcAC,  RoGACL4.NO  B.,  Seaman,  second  class,  United  States  Navy. 
Enlisted :  Olongapo,  P.  I.,  July  3,  1916. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  9, 1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lucena  Balsas,  Paete,  Laguna,  P.  I. 
AcisoN,  ToMAS,  mess  attendant,  first  class,  United  States  Navy. 
Enlisted :  Olongapo,  P.  I.,  February  29,  1916. 
Died :  U.  S.  S.  Iowa,  October  14,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kind :  Wife,  Mrs.  Tomas  Aceron,  Olongapo,  P.  I. 
AcHATz,  John,  vcater  tender.  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  February  27,  1917. 
Died :  U.  S.  S.  Siboney,  September  24, 1918. 
Cause:  Acute  gastroenteritis. 

Next  of  kin :  Wife,  Rose  Achatz,  2651  Iseminger  Street,  Philadelphia,  Pa. 
Achilles,  Louis  H.,  seaman.  United  States  Naval  Reserve  Forca 
EnUsted :  Staten  Island,  N.  Y.,  May  1,  1917. 
Died :  U.  S.  S.  Herman  Frasch,  October  4, 1918. 
Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  Louis  H.  Achilles,  212  Manor  Road,  West  New  Brighton. 
Staten  Island,  N.  T. 
Ackebly,  Harry  Raymond,  quartermaster,  third  class,  United  States  Navel  Re- 
serve Force. 
EnUsted :  Whitestone,  N.  Y.,  May  25,  1918. 

Died :  Naval  Training  Camp,  Pelham  Bay  Park,  N.  Y.,  October  17, 1918. 
Cause:  Influenza. 

Next  of  Idn:  Wife,  Lillian  S.  Aekerly,  Prospect  Street,  Huntington,  Long 
Island,  N.  Y. 
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AoKBatLY,  William  Nelson,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Sayvllle,  Long  Island,  N.  Y.,  May  27,  1918. 

Died:  At  home,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Henrietta  B.  Ackerly,  Patchogue,  Long  Island,  N.  Y. 
AoKBESON,  Roland  Henry,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  7,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kind :  Father,  Isaac  H.  Ackerson,  303  South  Vernon  Street,  Prince- 
ton, 111. 
AcosTA,  CiEiLO,  native  seaman,  second  class,  United  States  Navy. 

Enlisted :  Olongapo,  P.  I.,  June  18,  1917. 

Died :  U.  S.  S.  Pompey,  May  3,  1918. 

Cause:  Accidentally  killed.. 

Next  of  kin :  Father,  Juaquin  Acosta,  Moron  Bataan,  P.  I. 
Adaik,  William  FREDEaacK,  gunner's  mate,  third  class.  United  States  Navy. 
■  •    Enlisted :  Chicago,  lU.,  December  17,  1917. 

Died :  Mountainside  Hospital,  Montclair,  N.  J.,  September  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Adair,  3509  Lexington  Street,  Chicago,  111. 
Adams,  EnvifARD  Mortimer,  landsman  for  electrician  (R.),  United  States  Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  March  12,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  17,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Marion  F.  Adams,  23  South  Thirteenth  Street,  Min- 
neapolis, Minn. 
Adams,   Everett   Otto,   landsman   for  electrician    (R.),   United   States  Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  March  12,  1918. 

Died :  Minneapolis,  Minn.,  April  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Martha  Adams,  Alma  Center,  Wis. 
Adams,  Frank  Augusta,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Madison,  Wis.,  November  28,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  January  21,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Frank  Adams,  box  34,  Cottage  Grove,  Wis. 
Adams,  Fred  Blaine,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  July  29,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Maude  M.  Adams,  R.  R.  7,  Allegan,  Mich. 
Adams,  Joe  Louis,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  15,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  January  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Isaac  N.  Adams,  Center,  Tex. 
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AOAMs,  John  Cooke,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  New  Orleans,  La.,  May  29,  1917. 
Died :  U.  S.  S.  Sunflower,  July  19,  1918. 
Cause:  Drowned. 

Next  of  kin :  Mother,  Lucy  Adams,  308  Stonewall  Place,  Memphis,  Tenn. 
Adams,  Lisle  Howakd,  seaman,  second  class.  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  November  16,  1917. 
Died:  Naval  hospital,  Charleston,  S.  C,  October  21,  1918. 
'Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  L.  Adams,  R.  R.  3,  Belleville,  111. 
Adams,  Robert  Yoxjng,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  May  22,  1918. 
Died :  South  Queensferry,  Scotland,  November  5,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Sister,  Bessie  Adams,  294  Courtland  Street,  Atlanta,  Ga. 
Adams.  Rot  Parker,  yeoman,  third  class,  United'  States  Naval  Reserve  Force. . 
Enlisted :  Philadelphia,  Pa.,  May  22,  1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Samuel  H.  Adams,  Pequea,  Pa. 
Adams,  Vikgh,  Starr,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Atlanta.  Ga.,  December  12,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  9,  1918. 
Cause:  Influenza. 

Next  of  kin :  Brother,  Gordon  F.  Adams,  Danielsville,  Ga. 
Adams,  Ward  Leslie,  chief  electrician,  United  States  Navy. 
Enlisted :  Norfolk.  Va.,  December  1,  1917. 
Died :  U.  S.  S.  Celebes,  September  27,  1918. 
Cause :  Result  of  burns  and  suffocation. 

Next  of  kin :  Father,  John  D.  Adams,  306  Mishavraka  Avenue,  Slishawaka, 
Ind. 
Adams,  William  Coleman,  chief  water  tender,  United  States  Navy. 
Enlisted :  Norfolk,  Va.,  September  25,  1915. 
Died :  U.  S.  S.  So/ace,  October  IS,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Viola  M.  Adams,  5  Gouldville  Terrace,  Roxbury,  Mass. 
Addison,  John  Eugene,  coppersmith,  second  clEiss,  United  States  Naval  Reserve 
Force. 
JInlisted :  Kansas  City,  Mo.,  May  11,  1918. 
Died :  No.  3  Hospital,  Leith,  Scotland,  October  31,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Mattle  B.  Addison,  538  Washington  Boulevard,  Kansas 
City,  Mo. 
Addor,  Felix  Eugene,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Richmond,  Va.,  June  4,  1917. 
Died:  U.  S.  S.  Leviathan,  March  27.  1918. 
Cause :  Shot  by  a  shipmate. 
Next  of  kin  ;  Elise  Addor,  Keyser,  N.  C. 
Adleb,  Charles  John,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  St.  Louis,  Mo.,  Augrust  16,  1918. 
Died :  Naval  hospital.  Great  Lakes,  HI.,  September  25,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Anna  Adler,  18  South  Fourth  Street,  St.  Louis,  Mo. 
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Adlee,  Herman  Joseph,  ship's  cook,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Minneapolis,  Minn.,  May  13,  1918. 

Died :  Minneapolis,  Minn.,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Estell  Adler,  2006  Ninteenth  Avenue  North,  Minneapolis, 
Minn. 
Adolf,   Orlo  Bbrtrum,  landsman   for  electrician    (R.),   United    States   Naval 
Reserve  Force. 

Enlisted:  Buffalo,  N.  Y.,  January  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

C^use:  Influenza. 

Next  of  kin :  Father,  Charles  Adolf,  Bowmanville,  N.  Y. 
Ahabt,  Joseph,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  December  15,  1917. 

Died :  U.  S.  S.  Solace,  March  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Panhoine,  Wausaw,  Wis. 
Ahli-eld,  John  Henry,   seaman,  second  class,   United   States  Naval  Reserve 
Force. 

Enlisted:  Newark,  N.  J.,  April  23,  1918. 

Died :  While  at  home,  September  27,  1918. 

Cause:  Influenza  and  bronchial  pneumonia. 

Next  of  kin:  Father,  Carl  Ahlfeld,  35   West  Twenty-fifth   Street,   Bay- 
onne,  N.  J. 
Ahneman,  Theodore  John,  landsman  for  yeoman,  United  States  naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  18,  1918. 

Died:  At  his  home,  November  6,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Bessie  F.  Ahneman,  2713  Kingsbridge  Terrace,  Kings- 
bridge,  N.  Yi 
Aheens,  Albert  George,  seaman.  United  States  Navy. 

Enlisted:  Oshkosh,  Wis.,  July  23,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Brother,  John  Ahrens,  627  Eighth  Street,  Oshkosh,  Wis. 
Aiken,  Thomas  Hermon,  pharmacist's  mate,  third  class.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  4,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  J.  G.  Aiken,  Cross  Plains,  Tex. 
Ala,  Garcierno,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  September  9,  1915. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  S,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Juan  Ala,  Malabon,  P.  I. 
Albert,  Harry  Sidney,  fireman,  first  class.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  March  9,  1914. 

Died :  U.  S.  S.  Houston,  September  19,  1917. 

Cause :  Valvular  disease,  chronic  cardiac. 

Next  of  kin:  Father,  John   J.  Albert,   1614  Cleveland   Avenue,   New  Or- 
leans, La. 
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AiiERTSON,  Nelson,  machinist's  mate,  first  class.  United  States  Naval  Reserve 
Force. 
Enlisted:  Poughkeepsie,  N.  Y.,  April  19,  1917. 
Died:  Naval  hospital.  Key  West,  Fla.,  October  11,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  Wn :  Mother,  Mildred  Albertson,  44  Smith  Street,  Poughkeepsie, 
N.  T. 
ALBRIGHT,  William  Habry,  yeoman,  third  class.  United  States  Naval  Reserve 
Force. 
Enlisted:  San  Francisco,  Calif.,  June  17,  1918. 
Died :  San  Francisco,  Calif.,  October  27,  1918. 
Cause:  Influenza  and  pneumonia. 

Next  of  kin:  Wife,  Cora  L.  Albright,  285  Sanchez  Street,  San  Francisco, 
Calif. 
Alconga,  Esteban,  engineman,  second  class.  United  States  Navy. 
Enlisted:  Cavite,  P.  I.,  Januai-y  26,  1912  (extended  enlistment). 
Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Leon  Alconga,  San  Dinosio,  Iloilo  Province,  P.  I. 
AxDESSON,  Charles,  ship  fitter,  second  class,  United  States  Nawil  Reserve  Force. 
Enlisted:  Charleston,  S.  C,  July  3,  1917. 
Died:  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 
Cause:  Influenza. 

Next  of  kin :  Sister,  Baskin  Alderson,  11  Beaufaln  Street,  Charleston,  S.  O. 
Aldbich,  Harold  Archie,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Burlington,  Vt.,  August  6,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  20,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mrs.  Susie  B.  George,  Vershire,  Vt. 
Aleshire,  James  Isaac,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  April  17,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  March  12,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  James  E.  Aleshire,  3173  Cedar  Avenue,  Baltimore, 
Md. 
Alexander,  Jim,  boatsvFain's  mate,  first  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  U.  S.  S.  Cyclops,  May  19,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Marie  Alexandria,  Calolymnos,  Td.,  Turkey. 
Alexander,  John  Ralph,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Pittsburgh,  Pa.,  April  27,  1917. 
Died :  Sub  patrol  No.  510,  Cape  May,  N.  J.,  April  10,  1918. 
Cause:  Fell  overboard  and  was  drowned. 

Next  of  kin:  Father,  John  R.  Alexander,  2615  Broad  Avenue,  Altoona,  Pa. 
Alexander,  Junius,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Louisville,  Ky.,  June  3,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Olive  Alexander,  R.  R.  3,  Henderson,  Ky. 


68 

Alexander,  Egbert  Moss,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  March  22,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Plummer  J.  Alexander,  Goodes  Ferry,  Va. 
AtExsoN,  Aethxjk  Eeick,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  22,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  John  Alexson,  6709  South  Green  Street,  Chicago,  IlL 
Alford,  Carl  Herbert,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Birmingham,  Ala.,  July  30,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Walton  Alford,  Grand  Ridge,  Fla. 
Alford,  Owen  Jubson,  yeoman,  second  class,  United  States  Navy    (general 
court-martial  prisoner). 

Enlisted :  Philadelphia,  Pa.,  July  15,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  25,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Son,  Linder  Alford,  Hartwell,  Ga. 
Alicke,  Rudolph,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  T.,  December  22,  1914. 

Died :  U.  S.  A.  C.  T.  Tioonderoga,  September  30,  1918. 

Cause:  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Brother,  Hammon  Alicke,  Gibhard,  Hamburg,  Germany. 
AxLAiN,  George  Dewet,  fireman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Seattle,  Wash.,  July  24,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Elizabeth  H.  Allain,  R.  P.  D.  2,  Friday  Harbor,  San 
Juan  County,  Wash. 

Allan,  Frank  Marshall,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Portland,  Me.,  May  7,  1918. 

Died :  Gallops  Island,  Mass.,  September  26,  1918. 

■Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ada  Q.  Allan,  West  Lubec,  Me. 
Allan,  Isaac  Edmund,  seaman.  United  States  Navy. 

Enlisted :  Portland,  Me.,  March  30,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ada  Allan,  R.  F.  D.  1,  West  Lubec,  Me. 
Allander,  Charles,  chief  gunner's  mate.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  March  14,  1917. 

Died :  Philadelphia,  Pa.,  July  1,  1918. 

Cause:  Aneurism  (aorta). 

Next  of  kin:  Wife,  Hulda  Allander,  1822   South  Twenty-fourth  Street, 
Philadelphia,  Pa. 
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AiUEMAN,  Alfred  Fbancis,  fireman,  first  class,  United  States  Navy. 
Enlisted:  New  Orleans,  La.,  June  18,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  ship. 

Next  of  kin:  Father,  P.  M.  Alleman,  2022  Twenty-fourth  Avenue,  Gulf- 
port,  Miss. 
Allen,  Albeet  Julian,  fireman,  first  class.  United  States  Naval  Reserve  Force. 
Enlisted:  New  Bedford,  Mass.,  April  27,  1917. 
Died:  Naval  hospital,  Newport,  R.  I.,  October  7,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  R.  Allen,  South  Westport,  Mass. 
Allen,  Eael  William,  ship's  cook,  fourth  class,  United  States  Navy. 
Enlisted:  Houston,  Tex.,  May  2,  1917. 

Died :  Submarine  base.  New  London,  Conn.,  January  13,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Jane  Grounds,  Crockett,  Tex. 
Allen,  Edwasd  N.,  landsman  for  machinist's  mate  (A.),  United  States  Naval 
Reserve  Force. 
Enlisted :  Indianapolis,  Ind.,  May  31,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  20,  1918. 
Cause :  Influenza. 

Next  of  kin:  Father,  Leroy  Allen,  25  West  Twenty-ninth  Street,  Indian- 
apolis, Ind. 
Allen,  Frank  Lansing,  pharmacist's  mate,  second  class.  United  States  Navy. 
Enlisted:  Denver,  Colo.,  April  80,  1917. 
Died :  Naval  hospital,  naval  base,  Va.,  October  13,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Wife,  Lillian  P.  Allen,  805  Remington  Avenue,  Fort  Collins, 
Colo. 
Aixen,  Fkedebick,  seaman.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  January  4,  1918. 
Died :  Receiving  ship  at  New  York,  April  17,  1918. 
Cause:  Fractured  skull. 

Next  of  kin :  Mother,  Annie  Rylander,  6606  South  Wood  Street,  Chicago,  111. 
Allen,  Harvy  Nicholas,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Raleigh,  N.  C,  September  28,  1917. 
Died :  New  York,  N.  Y.,  October  2,  1918. 
Cause:  Pneumonia. 
"  Next  of  kin :  Father,  John  W.  Allen,  Lattimore,  N.  C. 
Allen,  Leonard  St.  Claie,  chief  carpenter's  mate.  United  States  Navy. 
Enlisted :  Mare  Island,  Calif.,  December  19,  1916. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  16,  1918. 
Cause:  Fractured  skull,  complicated  by  pneumonia. 
Next  of  kin :  Wife,  Jean  M.  Allen,  2718  Myrtle  Street,  Oakland,  CaUf. 
Allen,  Moeeis  Edwaed,  fireman,  third  class.  United  States  Navy.  • 
Enlisted :  Norfolk,  Va.,  October  31,  1918. 
Died :  Naval  hospital.  Naval  Base,  Va.,  November  8,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Lavinia  Allen,  774  Cottage  Place,  Johnstown,  Pa. 
Allen,  Odes  Gray,  landsman  for  baker,  United  States  Navy. 
Enlisted :  Little  Rock,  Ark.,  December  10,  1917. 
Died :  Naval  hospital.  Great  Lakes,  111.,  March  10,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Father,  William  Allen,  Forrest  City,  Ark. 
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Allen,  Thomas  Olaeke,   yeoman,   third   class.   United   States   Naval   Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  8,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  B.  Allen,  Rutledge,  Pa. 
Allen,  Thomas  Jeff,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Meridian,  Miss.,  June  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  12,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Andrevs^  Allen,  R.  F.  D.  2,  De  Kalb,  Miss. 
Allen,  Richard  Alexander,  Oiler,  United  States  Navy.- 

Enlisted :  New  Orleans,  La.,  January  21,  1915. 

Died :  Naval  Hospital,  League  Island,  Pa.,  March  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  0.  M.  Allen,  171  Jefferson  Street,  Dallas,  Tex. 
Allen,  Wh-laed  Frank,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  October  3,  1917. 

Died :  Naval  hospital.  League  Island,  Pa.,  January  21,  1918. 

Cause :  Fractured  skull. 

Next  of  kin :  Mother,  Mrs.  Julia  E.  Allen,  R.  F.  D.  3,  Port  Huron,  Mich. 
Allerton,  William  Arnold,  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted:  Pittsburgh,  Pa.,  May  8,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Austin  Allerton,  125  Blackhawk  Street.,  Pittsburgh, 
Pa. 
Alley,  Bruce  Robert,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  March  19,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  June  4,  1917. 

Cause :  Endocarditis,  acute. 

Next  of  kin :  Father,  John  F.  Alley,  615  Holston  Avenue,  Bristol,  Tenn. 
Allison,  Floyd  Elwood,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  July  31,  1918. 

Died :  Newport,  R.  I.,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Julia  E.  Allison,  Center  Village,  N.  Y. 
Allison,  Wllfred  David,  ship's  cook,  third  class.  United  States  Navy. 

Enlisted:  Salt  Lake  City,  Utah,  June  20,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  July  21,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  O.  E.  Allison,  Meridian,  Idaho. 
Allred,  George  Henry,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  June  21,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Joseph  0.  Allred,  Randleman,  N.  C. 
Alm,  Edwing  Alfred,  chief  carpenter's  mate.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  15,  1916. 

Died :  Naval  hospital,  Las  Animas,  Colo.,  April  14,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Wife,  Cora  S.  Aim,  2612  South  Sixteenth  Street,  Philadel- 
phia, Pa. 
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AiscHBACH,  John  Geokge,  Jr.,  Coxswain,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  25,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Elizabeth  Alschbach,  Kearsarge,  Mich. 
AxsTEKLUND,  Reinhold  Emil,  Seaman,  second  class.  United  States  Navy. 

Enlisted:  Chicago,  111.,  April  24,.  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  February  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  C.  J.  Alsterlund,  6953  Martin  Street,  Chicago,  111. 
Amman,  Ikby  Anderson,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  November  15,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  3,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lulu  Altman,  K.  F.  D.  2,  Hemingway,  S.  C. 
AiTMAN,  Jebtha  Lewis,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  14,  1917. 

Died :  Naval  Hospital,  Norfolk,  Va.,  January  13,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Henrietta  Y.  Altman,  R.  F.  D.  1,  Wauchula,  Fla. 
Amey,  Merl  Belungee,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  November  29,  1917. 

Died :  Naval  Hospital,  New  York,  N.  Y.,  March  26,  1918. 

Cause:  Measles. 

Next  of  kin :  Father,  William  Amey,  Star  Lake,  N.  Y. 
Ammidown,  Stanley  Cheney,  ship's  cook,  third  class.  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  August  7,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Anna  J.  Ammidown,  Sioux  Rapids,  Iowa. 
Amos,  Elston,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  February  7,  1917. 

Died :  U.  S.  S.  Mercy,  June  12,  1918. 

Cause:  Fibroma. 

Next  of  kin :  Father,  George  S.  Amos,  Glower,  Mo. 
Ancth.,  Homes  Joseph,  hospital  apprentice,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Baltimore,  Md.,  Jamiary  16,  1918. 

Died:  Fall  River,  Mass.,  September  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Thomas  Anctil,  136  Barnes  Street,  Fall  River,  Mass. 
Andama,  Saivadok,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  9,  1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  October  29,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Modesto  Andama,  20  Aguinaldo  Street,  Capiz,  P.  I. 
Andebsen,  Eakl  Edward,  yeoman,  third  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  San  Francisco,  Calif.,  July  30,  1918. 
Died:  San  Francisco,  Calif.,  November  10,  1918. 

Cause :  Obstruction,  acute  Intestinal. 

Next  of  kin :  Mother,  Mary  Andersen,  7116  Chabot  Road,  Oakland,  Cailf. 
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Andeksen,  Henet  p.,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  April  24,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917.        > 

Cause:  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Jens  P.  Andersen,  Belding,  Mich. 
Andersen,  Louie  Christian,  plumber  and  fitter,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  May  4,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Dorothy  Andersen,  R.  3,  box  120,  Hopkins,  Minn. 
Anderson,  Adolph  Oscab,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  January  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  13,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  John  A.  Anderson,  103  Hawley  Street,  Binghamton, 
N.  Y. 
Anderson,  Albert  Robert,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  San  Francisco,  Calif.,  July  27,  1917. 

Died:  Mare  Island,  Calif.,  June  20,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Elizabeth  W.  Anderson,  Colusa,  Calif. 
Anderson,  Andrew  Joseph,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Orleans,  La.,  August  8,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mattle  C.  Anderson,  Gloster,  Miss. 
Anderson,  Barney  Vekneb,  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted :  New  London,  Conn.,  July  14,  1917. 

Died :  Naval  hospital.  New  London,  Conn.,  September  20, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Ferdinand  Anderson,  59  Summer  Street,  Meriden, 
Conn. 
Anderson,  Cabl  Aibeet,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  4,  1917. 

Died :  Naval  hospital.  League  Island,  Pa.,  May  2,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Abel  Anderson,  Walnut  Grove,  Minn. 
Anderson,  Carl  Einar,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  19,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Carl  H.  Anderson,  R.  3,  Scranton,  Kans. 
Anderson,  Chester  Aethub,  chief  machinist's  mate.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Great  Lakes,  lU.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Anderson,  103  North  Second  Street,  MarshaU- 
town,  Iowa. 
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Andeeson,   David  Fbedekick,   landsmau  for   machinist's   mate,   United   States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  December  12,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  March  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Catherine  Auderson,  855  North  Hamlin  Avenue,  Chi- 
cago, 111. 
Andebson,  Eakl,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Mare  Island,  Calif.,  April  IS,  1917. 

Died :  U.  S.  S.  ^Vestgate,  October  7,  1918. 

Cause:  Killed  when  vessel  was  sunk. 

Next  of  kin :  Sister,  Pearl  Anderson,  2231  Albee  Street,  Eureka,  Calif. 
Anderson,  Edwin  Chables  Henby,  apprentice  seaman.  United   States  Naval 
Reserve  Force. 

Enlisted :  Chicago,  111.,  July  20,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  Anderson,  2154  West  Superior  Street,  Chicago,  111. 
Anderson,  Eknest  Charles,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  July  2,  1917. 

Died:  U.  S.  S.  Covington,  July  1,  1918. 

Cause:  Killed  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Mrs.  Mary  B.  Hamm,  54  Winthrop  Street,  Lynn,  Mass. 
Anderson,  Ernest  Siegfsed,  landsman  for  quartermaster  (A.),  United  States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  December  29,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ada  Anderson,  Fennville,  Mich. 
Anderson,  Frederick  William,   seaman,   second  class,  United   States  Naval 
Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  May  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Nest  of  kin :  Sister,  Lillian  Swanson,  Woodstock,  111. 
Anderson,  George  Charles,  chief  boatswain's  mate.  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  December  5,  1913. 

Died :  U.  S.  S.  Saranac,  September  26,  1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Father,  George  Anderson,  North  Avenue,  R.  F.  D.  13,  Strat- 
ford, Conn. 
Anderson,  Harry  Leonard,  oiler,  United  States  Navy. 

Enlisted :  Rockford,  111.,  July  17,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Lost  when  vessel  was  foundered. 

Next  of  kin  :  Charles  Anderson,  719  Davis  Street,  Rockford,  111. 
Anderson,  Harry  Loxns,  cabin  steward.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  14,  1917. 

Died :  Naval  training  station,  Newport,  R.  I.,  August  21, 1917. 

Cause:  Drowned. 

Next  of  kin:  Wife,  Rosa  L.  Anderson,  83  West  Springfield  Street,  Boston. 
Mass. 
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Anderson,  Henby  Clay,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  April  30,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  T.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Mrs.  W.  W.  Stokes,  Livingston,  Tex. 
Anderson,  Heney  Lincoln,  seaman,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  June  7,  1917. 

Died :  U.  S.  S.  Maumee,  October  11, 1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Father,  Oscar  Anderson,  1499  Flatbush  Avenue,  Brooklyn,  N.  Y. 
Anderson,  Jeremiah,  printer,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  May  11,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  November  10,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Mother,  Johanna  Anderson,  15719  Turlington  Avenue,  Har- 
vey, 111. 
Anderson,  John,  yeoman,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  9,  1917. 

Died :  Naval  Hospital,  Philadelphia,  Pa.,  April  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Margaret  Anderson,  Hoople,  N.  Dak. 
Anderson,  John  Wesley,  seaman.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  January  8,  1917. 

Died :  Naval  Hospital,  New  York,  N.  Y.,  May  31,  1918. 

Cause:  Luckamin,  acute  lymphatic. 

Next  of  kin :  Father,  John  B.  Anderson,  308  South  Eleventh  Street,  Sallna, 
Kans. 
Anderson,  Julius  Amandus,  chief  quartermaster,  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  21,  1916. 

Died :  U.  S.  S.  Pocahontas,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Amy  I.  Anderson,  524  Edward  Street,  Portsmouth,  Va. 
Anderson,  Kuetis  Alvae,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  17,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Wilma  Anderson,  332  Blemhuber  Avenue,  Marquette, 
Mich. 
Anderson,  Lee  Manly,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  10,  1917. 

Died :  Naval  hospital.  Great  Lakes,  HI.,  May  30,  1917. 

Cause:   Pneumonia,   lobar. 

Next  of  kin :  Mother.  Abbie  Anderson,  Southern  Hotel,  Llano,  Tex. 
Anderson,  Leslie  Hilmee,  fireman,  third  class.  United  States  Naval   Reserve 
Force. 

Enlisted:  New  Haven,  Conn.,  June  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Amanda  Anderson,  16  Prince  Street,  Meridian,  Conn. 
Anderson,  Noble  Lawrence,  landsman  for  electrician  (R.),  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  April  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  Nelson,  R.  No.  5,  box  79,  Antigo,  Wis. 
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Andeeson,  Oscab  Nelse,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Milwaukee,  Wis.,  June  21,  1918. 
Died:  Naval  hospital,  Chelsea,  Mass.,  September  9,  1918. 
Cause:  Influenza. 

Nest  of  kin:  Brother,  Charles  A.  Anderson,  Elkhorn,  Wis. 
Anderson,  Otto,  chief  machinist's  mate.  United  States  Naval  Reserve  Force. 
Enlisted:  Washington,  D.  C,  January  3,  1918. 
Died:  New  York  Medical  School,  February  6,  1918. 
Cause:  Meningitis. 

Next  of  kin :  Wife,  Lottie  Anderson,  806  East  West  Moreland  Street,  Phila- 
delphia, Pa. 
Anderson,  RtrFus  Kttje,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Dallas,  Tex.,  April  9,  1917. 
Died:  Naval  hospital,  Philadelphia,  Pa.,  March  19,  1918. 
Cause:  Tuberculosis. 

Next  of  kin:  Father,  Milan  Anderson,  R.  F.  D.  3,  Bonham,  Tex. 
Anderson,  Victor  Clarence,  gunner's  mate,  second  class,  United  States  Navy. 
Enlisted:  Chicago,  111..  January  14,  1918. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause:  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Carl  Anderson,  1113  Massasoit  Avenue,  Chicago,  111. 
Anderson,  Walfred  Allen,  electrician,  third  class,   (B.),  United  States  Navy. 
Enlisted:  St.  Louis,  Mo.,  May  10,  1917. 

Died :  Naval  air  station,  Whiddy  Island,  Ireland,  October  22,  1918. 
Cause:  Killed  in  seaplane  accident. 

Next  of  Kin :  Father,  Aug.  Anderson,  R.  F.  D.  1,  Verona,  Mo. 
Anderson,  Wallace  Cooper,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Kansas  City,  Mo.,  May  15,  1918. 
Died :  Naval  air  station,  Pensacola,  Fla.,  October  30,  1918. 
Cause:  Killed  in  gasoline  explosion. 

Next  of  kin:  Father,  William  P.  Anderson,  Cedarville,  Ohio. 
Anderson,  Walter  Leonard,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Brooklyn,  N.  Y.,  December  13,  1917. 
Died:  U.  S.  S.  Louisville,  September  24,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Anna  Anderson,  179  Hoyt  Street,  Brooklyn,  N.  Y. 
Andes,  Wllmer  Charles,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted:  Kansas  City,  Mo.,  May  17,  1918. 
Died :  U.  S.  S.  Northern  Pacific,  August  8,  1918. 
Cause :    Lost   overboard. 

Next  of  kin :  Wife,  Llda  Jane  Andes,  El  Dorado  Springs,  Mo. 
Andrew,  Alfred,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted:  Milwaukee,  Wis.,  June  4,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  September  12,  1918. 
Cause:    Accidental   drowning. 

Next  of  kin :  Father,  William  H.  Andrew,  101  Sixteenth  Avenue,  Baltic,  Mich. 
Andrews,  Alexander  Cabl,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Key  West,  Fla.,  June  27,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 
Cause:    Pneumonia   broncho. 
Next  of  kin :  Mother,  Emma  Andrews,  Victoria  De  las  Tunas,  Cuba. 
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Andeews,  Chables  Alotsius,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  July  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Mary  Andrews,  115  South  Elm  Avenue,  Jackson,  Mich. 
Andeews,  Feank  Jackson,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  May  8,  1918. 

Died :  U.  S.  S.  Mercy,  October  18,  1918. 

Cause :    Septicemia. 

Next  of  kin :  Mother,  Elizabeth  J.  Andrews,  Neosho  Rapids,  Kans. 
Andeews,  Joseph  Leo,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Richmond,  Va.,  June  14,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 

Cause:  Meningitis. 

Next  of  kin  :  Mother,  Rosa  0  Andrews,  403  Nicholson  Street,  Richmond,  Va. 
Andeews,  Richaed  Dwight,  fireman,  second  cla^s,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  September  24,  1917. 

Died :  Navy  yard,  Portsmouth,  N.  H.,  September  23,  1918. 

Cause :   Pneumonia,   lobar. 

Next  of  kin :  Mother,  E.la  Andrews,  Lombard,  III. 
Andeews,  Wieliam  Galen,  chief  yeoman.  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  June  13,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause :   Influenza. 

Next  of  kin :  Wife,  Grace  H.  Andrews,  203  Townsend  Street,  Roxbury,  Mass. 
Andetjs,   Towell  La   Geange,   landsman   for   machinist's   mate    (A.),   United 
States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  July  20,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mildred  A.  Andrus,  Rixford,  Pa. 
Angaeola,  Michael  Lotris,  (luartermaster,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Chicago,  111.,  May  6,  1918. 

Died :  Auxiliary  Reserve  School,  Chicago,  111.,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Joseph  Angarola,  4932  Winthrop  Avenue,  Chicago,  111. 
Angelicchico,  John,  fireman,  third  class.  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  July  27,  191 T 

Died :  U.  S.  S.  Michigan,  January  15,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Father,  Tony  Angelicchico,  Thornwood,  N.  Y. 
Angell,  Cael  Heath,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  January  2,  1918. 

Died :  Naval  training  station,  Newport,  R.  I.,  March  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Perley  Angell,  Templeton,  Mass. 
Angell,  Lestee  Taylor,  apprentice  seaman.  United  States  Navy. 

Enlfsted :  New  York,  N.  Y.,  August  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Henry  L.  Angell,  box  89,  Douglaston,  Long  Island 
N.  Y. 


77 

Angle,  Henry,  chief  yeoman,  United  States  Navy. 
Enlisted :  Newport,  R.  I.,  December  17,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  27,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Hattie  Angle,  353  Spring  Street,  Newport,  R.  I. 
Angle,  James  Luthek,  fireman,  first  class.  United  States  Navy. 
Enlisted :  Columbia,  S.  C,  May  14,  1917. 
Died :  U.  S.  S.  Albert,  March  13,  1918. 
Cause:  Brain  abscess. 

Next  of  kin :  Mother,  Margaret  Angle,  Westminster,  S.  C. 
Anglovic,  John  Mabtin,  electrician,  third  class.  United  States  Navy. 
Enlisted :  Denver,  Colo.,  April  12,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Steve  Anglovic,  401  Sixth  Street,  Rock  Springs,  Wyo. 
Annable,  Dwight  Herbeet,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Chicago,  111.,  June  4,  1918. 

Died :  Naval  training  camp,  Detroit,  Mich.,  October  2,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  Irving  Annable,  R.  F.  D.  No.  1,  Laporte,  Ind. 
Annis,  Fkank  Meriel,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Newport,  R.  I.,  May  IS,  1917. 
Died:  Dayton,  Ohio,  October  17,  1917. 
Cause:  Injuries  received  in  aeroplane  accident. 

Next  of  kin:  Sister,  Ima  M.  Annis,  172  Church  Street,  Saratoga  Springs, 
N.  Y. 
Ansell,  Linwood  Gtjt,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Norfolk,  Va.,  August  8,  1916. 
Died :  Naval  hospital,  Portsmouth,  N.  H.,  November  3,  1917. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Laura  V.  Ansell,  Forty-eighth  Street  and  Pawhatan 
Avenue,  Norfolk,  Va. 
Anshxjs,  Ole  John,  landsman  musician,  United  States  Naval  Reserve  Force. 
Enlisted :  Milwaukee,  Wis.,  July  16,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  5, 1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Christine  Anshus,  320  Railroad  Avenue,  Menominee, 
Wis. 
Ansley,  Donald  Duncan,  chief  storekeeper,  United  States  Naval  Reserve  Force. 
Enlisted  :  Tampa,  Fla.,  March  4,  1918. 

Died :  Naval  Training  Camp,  Pelham  Bay  Park,  N.  Y.,  October  16,  1918. 
Cause:  Influenza. 

Next  of  kin  :  Mother,  Martha  J.  Ansley,  Lakeland,  Fla. 
Anthony,  Stanley  Thomas,  electrician,  first  class.  United  States  Navy. 
Enlisted :  Receiving  ship  at  New  York,  April  4, 1914. 
Died :  U.  S.  S.  Chauncey,  November  19,  1917. 
Cause :  Lost  when  vessel  was  sunk. 
Next  of  kin :  Mother,  Florence  Johnson,  Bedford,  Mass. 
ANTEiM,  Harry  Reece,  shipls  cook,  second  class.  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  April  17,  1917. 
Died :  U.  S.  S.  Buena  Ventura,  September  16, 1918. 
Cause :  Killed  when  vessel  was  torpedoed. 
Next  of  kin :  Father,  Harry  Antrim,  Cutler  Avenue,  Maple  Shade,  N.  J. 
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Anton,  John  Fbancis,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  July  26,  1918. 

Died :  Naval  liospltal,  Newport,  K.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin ;  Mother,  Mary  Anyon,  28  Tweed  Street,  Pawtucket,  R.  I. 
Apgak,  Jason  S.,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Newark,  N.  J.,  April  17,  1918. 
•  Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Laura  H.  Apgar,  Lebanon,  N.  J. 
Appef.,  Edward,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  17, 1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Anna  Appel,  202  Theodore  Street,  Long  Island  City, 
N.  Y. 
ApPELTEAD,  Aethub  Rudolph,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  August  6,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  Appeltrad,  Leonardville,  Kans. 
Appleby,  Joseph  Morgan,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  November  30,  1917. 

xJied :  U.  S.  S.  Mercy,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Maude  Appleby,  St.  George,  S.  C. 
Applewhite,  Weyman  Millard,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  December  IS,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  21,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Mother,  Mrs.  W.  H.  Mettrum,  Shangoloa,  La. 
Aecheb,  Harold  Reid,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Nashville,  Tenn.,  June  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Nancy  J.  Archer,  R.  F.  D.  8,  Parkersburg,  W.  Va. 
Abchinal,    Henry   Alexander,    seaman,    second    class.    United    States    Naval 
Reserve  Force. 

Enlisted:  Detroit,  Mich.,  May  15,  1918. 

Died :  Naval  air  station,  Eastleigh,  England,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin:  Sister,   Norma  Archinal,   1001   Celestial   Street,   Cincinnati, 
Ohio. 
Aeehaet,  Louis  Elmer,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted:  Johnstotvn,  Pa.,  June  4,  1917. 

Died:  Navy  collier  Cyclops:,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin  :  Father,  Russell  B.  Arehart,  Decker  Avenue,  Johnstown,  Pa. 
Aembbister,  Mason  McPherson,  seaman,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  -Richmond,  Va.,  July  13,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  A.  J.  Armbrister,  R.  F.  D.  3,  Wytheville,  Va. 
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Aemiger,  Geoege  Jones,  seaman,  Uhitea  States  Navy. 
Enlisted :  Baltimore,  Md.,  April  17,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 

Next   of   kin:  Brother,    Walter   Armiger,    2022    Maryland   Avenue,    Balti- 
more, Md. 

Aemitage,  Adelbert  Elmeb,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  August  3,  1917. 

Died :  U.  S.  S.  Mount  remon,  September  5,  1918. 

Cause:  Killed  in  battle  with  enemy  submarine. 

Next  of  kin :  Mother,  Josephine  Armitage,  Montrose,  Colo. 
Aemoid,   Russell  Headley,   seaman,   second   class,   United   States  Naval   Re- 
serve Force. 

Enlisted :  Cincinnati,  Ohio,  July  10,  1918. 

Died :  U.  S.  S.  Blue  Ridge,  October  24,  1918. 

Cause :  Influaiza. 

Next  of  kin :  Father,  Frank  B.  Armold,  Pataskala,  Ohio. 
Abmsteong,  Edward  Chakles,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Kansas  City,  Mo.,  May  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:   Father,  George  M.   Armstrong,  1016  Penn   Street,   Kansas 
City,  Mo. 
Abmstbong,  Mabtin  Joseph,  seaman,  second  class.  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  February  20,  1917. 

Died :  U.  S.  S.  Solace,  April  30,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Joseph  Armstrong,  72  Fourth  Street,  Derby,  Conn. 
Aemstkong,  Robeet,  boatswain's  mate,  second  class.  United  States  Navy. 

Enlisted :  Montevideo,  Uruguay,  October  27,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  William  W.  Armstrong,  Galena,  Oreg. 
Abnett,  James  Gilbeet,  quartermaster,  first  class   (A.),  United  States  Naval 
Reserve  Force. 

Enlisted:  Parkersburg,  W.  Va.,  February  1,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Bertie  M.  Amett,  6  Hays  Building,  Fairmont,  W.  Va. 
Aenold,  Archie,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  11,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Grandmother,  Hattie  Smith,  Rome,  Ga. 
Arnold,  Claude  Wllliam,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Allentown,  Pa.,  April  18,  1917. 

Died :  Navy  base  hospital  No.  5,  Brest,  France,  October  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Harry  E.  Arnold,  702  Cattel  Street,  Easton,  Pa. 
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AbnoiS),  Edwakd  Frederick,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  February  26,  1915. 

Died :  Naval  hospital.  New  York,  N.  Y.,  August  13,  1917. 

Cause:  Erysipelas. 

Next  of  kin:  Wife,  Bessie  A.  Arnold,  707  North  Eighth  Street,  Philadel- 
phia, Pa. 
Arnold,  Richard  Elos,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  7,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  19,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Dora  Arnold,  R.  F.  D.  7,  Camden,  Tenn. 
Arnold,  Robert  Edgae,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  18,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  18,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Annie  E.  Arnold,  4410  Dakota  Avenue,  West  Nash- 
ville, Tenn. 
Arnold,  Roy  Vernon,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Little  Rock,  Ark.,  June  4,  1918. 

Died :  U.  S.  S.  Mercy,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  W.  J.  Arnold,  R.  4,  box  35,  Hope,  Ark. 
Arnold,  Royce  Grady,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Birmingham,  Ala.,  July  2,  1918. 
^       Died:  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Anna  Arnold,  R.  5,  Headland,  Ala. 
Areovfood,  Prank  Green,  water  tender.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  August  16,  1918. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause :  Killed  when  vessel  was  sunk  in  collision. 

Next  of  kin :  Sister,  Mrs.  Clara  Burgin,  1412  East  Airline  Avenue,  Gas- 
tonia,  N.  G. 

ARTHtTR,  James  Donald,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Boston,  Mass.,  December  29,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  March  4,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  James  Edward  Arthur,  4  Rosedale  Street,  Dorches- 
ter, Mass. 

Arthur,  Rolland  Bettiswoeth,  carpenter's  mate,  second  class.  United  States 
Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  May  29,  1918. 

Died :  Camp  hospital  No.  35,  Winchester,  England,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Andrew  J.  Bettisworth,  CofEeyville,  Kans. 
Artrip,  George   Dewey,   seaman,  second  class.  United   States  Naval  Reserve 
Force.  ^    . 

Enlisted :  Richmond,  Va.,  July  4,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Artrip,  Clinchport,  Va. 
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AsHBEE,  Chaeuss  Speueill,- Seaman,  United  States  Navy. 
Enlisted:  Norfolk,  Va.,  January  9,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Charles  S.  Ashbee,  407  Pearl  Street,  Berkley,  Va. 
AsBiLL,  Elmeb,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  Louisville,  Ky.,  July  20,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 

Nest  of  kin :  Mother,  Nannie  Asbill,  R.  F.  D.  4,  Richmond,  Ky. 
Ash,  Eugene  Elwood,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Cincinnati,  Ohio,  May  14,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Julius  W.  Ash,  Napoleon,  Ohio. 
Ash,  Joseph  Mansfield,  seaman.  United  States  Navy. 
Enlisted:  Camden,  N.  J.,  March  9,  1917. 
Died:  Naval  forces,  foreign  service,  October  4,  1918. 
Cause:  Pneumonia.     • 

Next  of  kin :  Mother,  Martha  Ash,  633  North  Twentieth  Street,  Philadel- 
phia, Pa. 
Ashel,  Deibeet  Milton,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Des  Moines,  Iowa,  February  9,  1917. 
Died :  Naval  training  station.  Great  Lakes,  111.,  March  11,  1917. 
Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Edith  Penn,  1025  High  Street,  Des  Moines,  Iowa. 
Ashley,  Gut  Howard,  seaman.  United  States  Navy. 
Enlisted :  Detroit,  Mich.,  September  16,  1915. 
Died :  Ivergokdon,  November  9,  1918. 

Cause :  Fell  overtioard  from  U.  S.  S.  Shawmut  and  was  drowned. 
Next  of  kin :  Mother,  Eva  A.  Ashley,  2598  East  Jefferson  Avenue,  Detroit, 
Mlcb. 
Ashley,  John  Chaeles,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted:  Chicago,  111.,  January  7,  1918. 
Died:  Naval  station,  Pensacola,  Fla.,  October  8,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Mary  Ashley,  327  North  Avers  Avenue,  Chicago, 
lU. 
Ashman,  WmeuE  S.,  electrician,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Benton  Harbor,  Mich.,  March  27x  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  24,  1917. 
Cause:  Typhoid  fever. 

Next  of  kin :  Mother,  George  H.  Ashman,  New  Troy,  Mich. 
AsHTON,  William  Height,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  New  York,  N.  T.,  August  18,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  9,  1918. 
Cause:  Rheumatic  fever. 

Next  of  kin :  E.  Y.  Ashton,  7  Halcyon  Place,  Yonkers,  N.  Y. 
174483—20 6 
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AsKiN,  Andrew  Theodoke,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  20,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Annie  F.  Bailor,  151  Main  Street,  Steelton,  Pa. 
AssovsKY,  Haebt  a.,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  May  23,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  David  Assovsky,  Sun  Prairie,  Wis. 
AsT,  Heney  Chaeles,  seman  second  class.  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  April  11,  1917, 

Died :  U.  S.  S.  San  Diego,  June  13,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Ast,  Oregon  City,  Oreg. 
Atkins,  Daniel  Lewis,  seaman  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Portland,  Me.,  June  1,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  18,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Maud  L.  Atkins,'  East  Corinth,  Me. 
Atkinson,  Lemuel  Leonadas,  fireman  first  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  April  17,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  June  18,  1917. 

Cause:  Septicemia. 

Next  of  kin :  Father,  William  Robert  Atkinson,  Fairmont,  N.  C. 
Atwood,  Austin,  seaman  second  class.  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  June  23,  1917. 

Died :  U.  S.  S.  Michigan,  October  80,  1917. 

Cause :  Drowned. 

Next  of  kin :  Father,  George  Atwood,  618  Warren  Street,  Sandusky,  Ohio. 
AuE,  Luthee  Hamma,  seaman  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  17,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Carl  George  Aue,  206  West  Seventh  Street,  Emporia, 
Kans. 
AuGE^^NE,  NoEMAN  MoEEis,  seaman  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Haven,  Conn.,  June  7,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Lily  Augevine,  41  Norwood  Street,  Merlden, 
Conn. 

Augustine,  Joseph  Mobkis,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago.  111.,  August  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 
,    Next  of  kin :  Mother," Eva  Augustine.  5714  West  Grand  Avenue,  Chicago,  111 
AULT,  William  .Jennings,  appl-entice  seaman,  United  States  Navy. 

Enlisted:  Peoria,  111.,  December  12,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  January  15,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  J.  M.  Ault,  Wyoming,  lU. 
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ArsBinsNE,  Chaeles  Lawrence,  electrician  first  class  (R),  United  States  Navy. 

Enlisted :  Receiving  sliip  at  New  York,  March  1,  1016. 

Died :  S.  S.  Antilles,  October  17,  1917. 

Cause :  Drowned  when  vessel  sunlj. 

Next  of  kin :  Foster  mother,  Mrs.  Jennie  B.  Singer,  2800  Louisiana  Avenue, 

New  Orleans,  La. 
Austin,  Chaeles  D.,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  15,  1918. 

Cause:  Influenza. 

Nest  of  kin :  Mother,  Ida  Austin,  Dundee,  Mich. 
Austin,   Clyde  Fkemont,   apprentice  seaman,   Nnited   States  Naval  Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  August  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Peter  F.  Kale,  R.  F  .D.  1,  Foster  Road,  McKees- 
port.  Pa. 
Austin,  John  Ashcraft,  coxswain.  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  July  27,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause :  Pneumonia  lobar. 

Next    of    kin:  Father,    Daniel    M.    Austin,   405    Kingston    Avenue,    Char- 
lotte, N.  C. 
Auton,  Leonard,  jr.,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Johnstown,  Pa.,  May  10,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  June  4,  1917. 

Cause :  Jleningitis,  cerebrospinal. 

Nest  of  kin :  Father,  Leonard  Auton,  sr.,  Vintondale,  Pa. 
AvABD,  Percy  Leo,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  1,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  March  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next    of    kin:  Father,    Alfred    Avard,    80    West    Ninetieth    Street,    New 
York,  N.  Y. 
Averitt,  Walter  Hathaway,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  October  11,  1917. 

£»ied:  Naval  hospital,  Hampton  Roads,  Va.,  January  15,  1918. 

Cause:  Cerebrospinal. 

Next  of  kin :  Mother,  Susie  B.  Averitt,  Tallahassee,  Fla. 
Aycock,   Joseph  Beyan,   fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  -Nashville,  Tenn.,  July  24,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  12,  1918. 

Cause:  Pneumonia  broncho. 
Next  of  kin :  Father,  William  E.  Aycock,  R.  7,  Holly  Springs,  Miss. 
Aybrs,  Albert  Pelton,  storekeeper,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  May  8,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  July  29,  1918. 

Cause:  Erysipelas. 

Next  of  kin :  Father,  Eugene  A.  Ayers,  Swanton,  Vt. 
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Ayebs,  William  Ellis,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  March  8,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  6,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Brother,  Joseph  Ayers,  Altha,  Fla. 
Babb,  William,  chief  machinist's  mate.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  1,  1913. 

Died :  U.  S.  S.  Olympia,  June  25,  1917. 

Cause :  Fractured  skull. 

Next  of  kin :  Mother,  Sarah  Babb,  Stoney  Creek  Mill,  Reading,  Pa. 
Babcock,  Geoege  Geant,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  July  9,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  lona  P.  Babcock,  Box  524,  Grand  Rapids,  Wis. 
Babin,  Seveein  Patjl,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  May  25,  1918. 

Died :  Norfolk,  Va.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Vincent  V.  Babin,  Ascension  Parish,  Duplessls,  La. 
Babson,  Geoege  Valentine,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  17,  1917. 

Died:  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  January  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  E.  Babson,  87  Raymond  Avenue,  SommerviUe, 
Mass. 
Babst,  Edward  Bakl,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111,,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Charles  Babst,  Naperville,  111. 
Bachman,  Henet  Hugh,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  April  17,  1918. 

Died :  At  home,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Annie  Bachman,  403  Park  Avenue,  Perth  Amboy,  N.  J. 
Bachman,  Joseph  Sidney,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Richmond,  Va.,  July  10,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  17,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Father,  Joseph  S.  Bachman,  940  Anderson  Street,  Bristol, 
Tenn. 
Bachmann,   Hahold   Stanley,  landsman   for  yeoman.   United   States   Naval 
Reserve  Force. 

Enlisted :  Detroit,  Mich.,  April  18,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  E.  Bachmann,  Ridgeway,  Mich. 
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Bacigalupo,  Anthony  William,  Jr.,  apprentice  seaman,  United  States  Naval 
Reserve  Force. 
Enlisted :  Great  Lakes,  III.,  August  29,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Kate  Bacigalupo,  1129  Madison  Avenue,  Memphis, 
Tenn. 
Bacon,  Clyde  Henby,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Chicago,  111.,  June  4,  1918. 

Died :  Navnl  training  camp,  Seattle,  Wash.,  October  10,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Lizzie  Bacon,  R.  F.  D.  No.  17,  Grand  Ridge,  111. 
Bacon,  Dana  Dexter,  seaman,  second  class.  United  State  Naval  Reserve  Force. 
Enlisted :  BufCalo,  N.  Y.,  June  20,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Helen  L.  Bacon,  South  Dayton,  N.  Y. 
Badgee,  Blbridge  Lee,  fireman,  second  class.  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  April  29,  1917. 
Died :  U.  S.  S.  South  Dakota,  November  5,  1917. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ida  D.  Badger,  College  City,  Calif. 
Baggett,  Lucius  Theeold,  fireman,  first  class.  United  States  Navy. 
Enlisted:  San  Diego,  Calif.,  May  8,  1918. 
Died :  Navy  yard.  Mare  Island,  Calif.,  October  9,  1918. 
Cause:  Infiuenza. 

Next  of  kin :  Mother,  Kate  Baggett,  Carpenter,  Okla. 
Baggett,  Sam,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Houston,  Tex.,  May  2,  1917. 

Died :  Red  Cross  General  Hospital,  Philadelphia,  Pa.,  March  10,  1918. 
Cause,  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Baggett,  La  Blanc,  La. 
3AGGI0EE,  John  Dominio  Feancis,  seaman,  second  class.  United  States  Navy. 
Enlished :  El  Paso,  Tex.,  April  14,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 

Next  of  kin :  Mary  Baggiore,  306  East  Fillmore  Street,  Phoenix,  Ariz. 
Eaglet,  Glen  Thompson,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Seattle,  Wash.,  May  27,  1918. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  12,  1918. 
Cause :  Influenza. 

Next  of  kin  :  Mother,  Elizabeth  M.  Bagley,  Three  Lakes,  Wash. 
Bagnall,  Feank  Lynn,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Detroit,  Mich.,  October  25,  1917. 
Died :  U.  S.  S.  Louisiana,  June  12,  1918. 
Cause:  Diphtheria. 
Next  of  kin :  Brother,  Max  Bagnall,  Brattleboro,  Vt. 


86 

Bailey,  Chabiey  Whitmoke,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Louisville,  Ky.,  July  5,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  Bailey,  561  Maryland  Avenue,  Lexington,  Ky. 
Bailey,  Geokge  A.,  oiler,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  May  16,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Jennie  Bailey,  36  Washington  Street,  Newport,  R.  I. 
Bailey,  George  Ezekiel,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  April  20,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  James  M.  Bailey,  Lincoln,  111. 
Bailey,  Geokge  William,  seaman,  second  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  14,  1917. 

Died:  Methodist  Episcopal  Hospital,  Brooklyn,  N.  Y.,  October  5,  1918. 

Cause:  Influenza. 

.Next  of  kin :  Mother,  Emma  Bailey,  4342  Olive  Street,  St.  Louis,  Mo. 
Bailey,  Gkeen  Wood,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  December  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  21,  1918. 

Cause:  Suppurative  pleurisy. 

Next  of  kin :  Father,  John  W.  Bailey,  Steens,  Miss. 

Bailey,  Jasper  Jones,  hospital  apprentice,  second  class.  United  States  Naval 
Reserve  Force. 
Enlisted :  Louisville,  Ky.,  July  22,  1918. 
Died :  Naval  hospital.  Great  Lakes,  III.,  September  23,  1918. 
Cause:  Influenza. 
Next  of  kih :  Wife,  Rose  A.  Bailey,  Hanson,  Ky. 

Bain,  Thomas  Taylor,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  July  8,  1918. 

Cause :  Obstruction,  acute  intestinal. 

Next  of  kin :  Father,  James  Bain,  1661  East  Condit  Street,  Decatur,  Iowa 
Baibd,  Arthur  Kennedy,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Pittsburgh,  Pa.,  May  7,  1917. 

Died :  U.  S.  S.  Orizaba,  August  17,  1918. 

Cause:  Lacerated  groin. 

Next  of  kin :  Mother,  Mary  Baird,  714  East  Park  Way,  Pittsburgh,  Pa. 
Baird,  Bernard  John,  boiler  maker,  first  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Scranton,  Pa.,  May  13,  1918. 

Died :  Naval  air  station,  Pauillac,  France,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Margaret  Baird,  606  Indiana  Avenue,  Winona,  Minn. 
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Baikd,  William  Mathew,  plumber  and  fitter,  United  States  Naval  Reserve 
Force. 
Enlisted:  New  York,  N.  Y.,  December  5,  1917. 
Died:  Naval  hospital,  Philadelpliia,  Pa.,  June  3,  1918. 
Cause:  Abscess  of  liver. 

Next  of  kin:  Father,  William  Baird,  298  West  One  hundred  and  thirty- 
eighth  Street,  New  York,  N.  Y. 
Bakek,  Albert  Fbancis,  fireman  third  class,  United  States  Naval  Reserve  Force. 
EnUsted:  Philadelphia,  Pa.,  May  11,  1918. 
Died :  U.  S.  S.  Nebraska,  September  20,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Paul  V.  Baker,  2654  Bridge  Street,  Philadelphia,  Pa. 
Baker,  Alfred,  fireman  third  class.  United  States  Naval  Reserve  Force. 
EnUsted:  Chicago,  111.,  July  20,  1918. 
Died :  Army  hospital,  Marseille,  October  15,  1918. 
Cause:  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Laura  B.  Baker,  R.  R.  2,  Dwight,  HI. 
Baker,  Cassiijs  Cameron,  seaman  second  class.  United  States  Navy. 
Enlisted:  Indianapolis,  Ind.,  March  31,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  July  7,  1917. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Cassius  Baker,  R.  8,  Martinsville,  Ind. 
Baker,  Claude  Albert,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Nashville,  Tenn.,  December  27,  1916. 

Died:  Aviation  Naval  Headquarters,  Paris,  France,  December  5,  1917. 
Cause:  Drowned — airplane  accident. 
Next  of  kin :  William  B.  Baker,  Sparrows  Point,  Md. 
Baker,  David  Herbert,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted:  Boston,  Mass.,  February  19,  1918. 
Died:  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 
Cause:  Influenza. 

Next  of  kin :  Wife,  Sarah  E.  Baker,  2  Millett  Street,  Brockton,  Mass. 
Bakee,  Dorset  Mack,  electrician  third  class  (R),  United  States  Navy. 
Enlisted:  Montgomery,  Ala.,  April  10,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause:  Killed  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Samuel  H.  Baker,  309  West  Church  Street,  Decatur, 
Ala. 
Baker,  Earl  Marion,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Des  Moines,  Iowa,  June  4,  1918. 
Died:  Naval  hospital.  League  Island,  Pa.,  October  6,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Hannah  E.  Baker,  Grand  River,  Iowa. 
Baker,  Elmer  Gordon,  fireman  second  class,  United  States  Navy. 
Enlisted:  Newport,  R.  I.,  April  17,  1917.      , 
Died :  Base  hospital  No.  2,  October  23,  1918. 
Cause:  Broncho  pneumonia. 

Next  of  kin:  Father,  Rudolfhus  Baker,   177  Lindsey   Street,   Attleboro, 
Mass. 
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Bakeb,  George  Bennett,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Omaha,  Nebr.,  December  6,  1917. 

Died:  Naval 'hospital,  New  Tork,  N.  Y.,  April  15,  1918. 

Cause:  Cerebral  meningitis. 

Next  of  kin :  Father,  Ole  Baker,  Lancaster,  Minn. 
Baker,  Gordon  Sylvester,  electrician,  second  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  March  2,  1916. 

Died :  Kingston  Avenue  Hospital,  New  York,  N.  Y.,  March  9,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Mother,  Mary  Raleigh,  4441  West  Monroe  Street,  Chicago,  111. 
Bakee,  Harold,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

EnUsted :  Brooklyn,,  N.  Y.,  March  5,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  November  11,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Mother,  Nora  T.  Baker,  1237  Eighty-third  Street,  Brooklyn, 
N.  Y. 
Bakee,  Haeet  Lee,  chief  yeoman.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  September  17,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  27,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  Willie  Sims,  1875  South  Parkway,  Memphis, 
Tenn. 
Bakee,  Jesse  Bdgae,  electrician,  third  class  (R),  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  June  1,  1917. 

Died :  U.  S.  S.  Solace,  March  6, 1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Father,  William  W.  Baker,  2913  Morina  Street,  Berkeley, 
Calif. 
Bakee,  Jesse  Johnson,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  15,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  April  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  W.  D.  Baker,  209  East  Elm  Street,  Goldsboro,  N.  C. 
Bakee,  Paul,  fireman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Hollister,  Calif.,  August  1,  1917. 

Died :  Naval  training  camp.  Key  West,  Fla.,  May  13,  1918. 

Cause :  Heart  failure. 

Next  of  kin :  None  given. 
Baker,  Robbkt  Emanuel,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  April  18,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  October  25,  1917. 

Cause:  Septicemia. 

Next  of  kin :  Father,  Guy  Baker,  Schuylkill  Haven,  Pa. 
Baker,  Robert  Patterson,  chief  water  tender,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  .30,  1918. 

Died :  Receiving  ship  at  New  York,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Wife,  Helen  K.  Baker,  10  Eiffel  Place,  Rochester,  N.  Y. 
Baker,  Samuel  Dean,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  December  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  1,  1918. 

Cause:  Cerebrospinal  fever. 

Nex£  of  kin :  Father,  Cammilles  G.  Baker,  Cross  Junction,  Va. 
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Bakee,  William  Henry,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Denver,  Colo.,  December  1,  1917. 
Died :  Naval  station,  Mare  Island,  Calif.,  February  3,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Cora  Balier,  route  No.  3,  Hamburg,  Iowa. 
Baker,  William  Henry,  steerage  steward,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  November  19,  1914. 
Died :  Naval  hospital.  Port  Lyon,  Colo.,  November  20,  1917. 
Cause:  Tuberculosis. 

Next  of  kin:  Sister,  Rebecca  Baker,  SOS  North  Duncan  Street,  Baltimore, 
Md. 
Bakek,  William  Pratt,  seaman,  second  class.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  October  18,  1916. 
Died :  U.  S.  S.  Wainwright,  October  23,  1917. 
Cause:  Drowned. 

Next  of  kin ;.  Guardian,  William  L.  Butcher,  14  New  Chambers  Street, 
New  York,  N.  Y. 
Baker,  William  Rogers,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
EnUsted :  Richmond,  Va.,  July  8,  1918. 
Died :  New  York,  N.  Y.,  September  21,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Eva  Baker,  South  Boston,  Va. 
Baker,  William  Warneie,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Denver,  Colo.,  May  29,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  November  9,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Robert  A.  Baker,  Wheatland,  Wyo. 
Bal,  Archibald,  ship's  cook,  third  class,  United  States  Navy. 
Enlisted :  Pearl  Harbor,  Hawaii,  June  9,  1917. 
Died :  Naval  hospital,  Charleston,  S.  C,  October  16,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Father,  W.  E.  Bal,  Wailuku,  Hawaii. 
Baldeeson,  Samuel  Lewis,  chief  gunner's  mate.  United  States  Navy. 
Enlisted :  Norfolk,  Va.,  December  6,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.^  September  28,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Eflie  S.  Balderson,  523,  JefCerson  Street,  Portsmouth,  Va. 
Baldwin,  Charles  Walker,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Milwaukee,  Wis.,  February  16,  1918. 

Died :  U.  S.  N.  A.  R.  School,  Municipal  Pier,  Chicago,  111.,  August  1,  1918. 
Cause:  Cardiac  dilatation,  acute. 

Next  of  kin :  Father,  Frank  S.  Baldwin,  6805  National  Avenue,  Milwaukee, 
Wis. 
Baldwin,  Edwin  James,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Milwaukee,  Wis.,  July  22,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  9,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Edwin  H.  Baldwin,  811  East  Street,  Fort  Atkinson, 
Wis. 


90 

Baldt,  Geoege  Henrt,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  September  18,  1916. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Martha  Baldy,  Spirit  Lake,  Iowa. 
Balfouk,  Alexander,  chief  yeoman.  United  States  Naval  Reserve  Force. 
,    Enlisted :  Philadelphia,  Pa.,  October  27,  1917. 

Died :  Philadelphia,  Pa.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Louisa  Balfour,  233  Bast  Penn  Street,  Philadelphia,  Pa. 
Balingao,  Makiano  E.,  ntess  attendant,  second  class.  United  States  Navy, 

Enlisted :  Cavite,  P.  I.,  November  24,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Quintina  Echave,  Nativldad  Pangaslnan,  P.  I. 
Bailakd,  Silas  Martin,  seaman  signalman,  third  class.  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  January  3,  1918. 

Died :  U.  S.  S.  Chatham,  October  27,  1918. 

Cause:  Stabbed  in  heart. 

Next  of  kin :  Mother,  Emma  Ballard,  130  The  Terrace,  Bedlands,  Calif. 
Ballou,  Lester  HaVward,  chief  pharmacist's  mate.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  July  19,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Alpheus  A.  Ballou,  Upton,  Mass. 
Balthrop,  John  Harrison,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  23,  1916. 

Died :  New  York,  N.  Y.,  November  18,  1917. 

Cause:  Gas  asphyxiation. 

Next  of  kin :  Mother,  Annie  France,  107  East  Depot  Street,  Knoxville,  Tenn. 
Banbury,  Howard  George,  seaman,  second  class.  United  States  Navy. 

Enlisted  :  San  Francisco,  Calif.,  August  25,  1914. 

Died :  U.  S.  S.  Helena,  August  12,  1917. 

Cause:  Peritonitis. 

Next  of  kin :  Father,  James  J.  Banbury,  1127  Hearst's  Building,  San  Fran- 
cisco, Calif. 
Bancroft,  George  Croes,  machinist's  mate,  first  cla,ss.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Puget  Sound,  Wash.,  July  7,  1917. 

Died :  Receiving  ship  at  Puget  Sound,  Wash.,  November  7,  1917. 

Cause :  Suicide ;  gunshot  wound  in  right  temple. 

Next  of  kin :  Sister,  Edith  Boyd,  96  Prospect  Street,  Montclair,  N.  J. 
Bangs,  Edward  Wilson,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  April  4,  .1917. 

Died :  U.  S.  S.  C-255,  October  11,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin:  Mother,  Mrs.  Frank  L.  Bangs,  40  Sagamore  Street,  Lynn, 
Mass. 
Banks,  Clarence,  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  New  Bedford,  Mass.,  April  10,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  October  3,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin:  Father,  Charles  Banks,  278  Phillips  Avenue,  New  Bedford 
Mass.  .  ' 
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Banks,  George  Lagre.\.  uiess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  T.,  January  25,  1918. 

Died :  TJ.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Killed  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Aleck  Banks,  47  Hanover  Street,  Charleston,  S.  C. 
Banks,  John  Thomas,  mess  attendant,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  March  1,  1918. 

Died:  Georgetown  University  Hospital,  Washington,  D.  C,  March  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Maggie  Banks,  1133  Seventh  Street  SE.,  Washington, 
D.  C. 
Banks,  Marston  Edson,  chief  carpenter's  mate.  United  States  Naval  Reserve 
Force. 

Enlisted:  New  Haven,  Conn.,  April  16,  1917. 

Died :  Base  hospital,  Camp  Upton,  N.  Y.,  June  13,  1918. 

Cause:  Status  lymphatlcus. 

Next  of  kin :  Mother,  Edith  M.  Banks,  306  West  Avenue,  Bridgeport,  Conn. 
Bannerman,  Norman  Francis,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Chicago,  111.,  April  26,  1917. 

Died :  U.  S.  S.  Columbia,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin :  Guardian,  Ethel  Pease,  Plaza  Hotel,  Chicago,  111. 
Bantz,  Frank  John,  landsman  for  quartermaster.  United  States  Navy. 

Enlisted:  Chicago,  til.,  December  8,  1917. 

Died:  Naval  station.  Great  Lakes,  111.,  February  6,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Louisa  Bantz,  4836  North  Sawyer  Avenue,  Chicago, 
111. 
Bappler,  George  Lawrence,  quartermaster,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  1,  1918. 

Died :  Naval  air  station,  Pauillac,  France,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Julia  Bappler,  1245  Park  Avenue,  New  York,  N.  Y. 
Barber,  Arthur  Brown,  hospital  apprentice,  second  class.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  May  16,  1018. 

Died :  Naval  hospital,  Ne\vport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Lloyd  Barber,  Otto,  N.  Y. 
Barber,  Charles  Marvin,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  May  13,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Missouri  Barber,  708  Washington  Street,  Greenville, 
N.  C. 
Baebeb,  Kenneth  Lynde,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  5,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Nina  May  Barber,  212  East  Tenth  Street,  Topeka, 
Kans. 
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Babdet,  Ebnest,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

EnUsted :  Kansas  City,  Mo.,  June  23,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Desire  Bardet,  E.  D.  1,  Lexington,  Mo. 
Babfield,  Walter  May,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Birmingham,  Ala.,  March  25,  1918. 

Died:  Navy  recruiting  station,  Birmingham,  Ala.,  April  7,  1918. 

Cause:  Suicide. 

Next  of  kin :  Father,  George  W.  Barfield,  LinevlUe,  Ala. 
Babgiel,  Stanley  Joseph,  seaman,  second  class.  United  States  Navy. . 

Enlisted :  Little  Kock,  Ark.,  December  14,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  November  7, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Joe  Bargiel,  Levy,  Ark. 
Baeil,  Hectoe  Eamy,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  III.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Baril,  R.  F.  D.  1,  Grove  City,  Minn. 
Bakkee,  William  Foeeest,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  15,  1918. 

Died:  Navy  yard,  Puget  Sound,  Wash.,  October  6,  1918. 

Cause:  Influenza. 

Next   of   kin:  Mother,   Emma   RoUison,   519   East   High    Street,   Chester- 
town,  Md. 
Baekus,  Abe,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  March  20,  1918. 

Died :  Lloyd's  Sanitarium,  New  York,  October  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  LoUis  Barkus,  113  Sly  Street,  Elmira,  N.  Y. 
Baeeow,  Walter  Scott,  musician,  second  class.  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  May  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Edward  Andrew  Barlow,  R.  F.  D.  5,  Lebanon,  Mo. 
Baemoee,  Don  Walton,  seaman,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  July  10,  1916. 

Died:  S.  S.  Motano,  July  31,  1917. 

Cause:  Drowned  when  vessel  was  sunk. 

Next  of  kin:  Sister,  Pearle  Barmore,  219  West  Eighty-first  Street,  New 
York,  N.  Y. 
Baenaed,  Charles  Olivee,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  July  5,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  6,  1918. 

Cause:   Pleurisy,   suppurative. 

Next  of  kin:  Father,  Wesley  J.  Barnard,  Plymouth,  N.  H. 
Baknard,  Eruol  William,  apprentice  seaman.  United  States  Navy. 
Enlisted:   Boston,   Mass.,    February   15,    1917. 
Died :  Naval  hospital,  Narragansett  Bay,  R.  I.,  April  12,  1917. 
Cause:  Pleurisy,  suppurative. 

N<'xt  of  kin :  Mother,  Nettie  Barnard  Reynolds,  641  Pleasant  Street,  Brock-" 
ton,  Mass. 
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Baknard,   Jat   Vincent,   seaman,   second  class.   United  States  Naval  Keserve 
Force. 
Enlisted:  New  York,  N.  Y.,  June  21,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  30,  1918. 
Cause:  Pneumonia,  lol)ar. 

Next  of  kin :  Father,  Walter  Barnard,  Lee  Center,  N.  Y. 
Baknard,  Jessie  Laekin,  blacksmith,  second  class.  United  States  Navy. 
Enlisted:  Dallas,  Tex.,  September  4,  1915. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Aleck  F.  Barnard,  Willis,  Okla. 
Barnbeock,  Adolph,  pharmacist's  mate,  second  class,  United  States  Navy. 
Enlisted:  Chefoo,  China,  August  7,  1914. 
Died:  Beceiving  ship  at  Cavite,  P.  I.,  August  31,  1917. 
Cause:  Drowning. 

Next  of  kin:  Mother,  Anna  M.  Barnbrock,  3502  University  Avenue,   Lf)s 
Angeles,  Cal. 
Baenes,  James  Feanklin,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  August  13,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  23,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Sarah  E.  Barnes,  Cleveland,  Tenn. 
Barnes,  John,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Cleveland,  Ohio,  April  23,  1917. 
Died:  Dunwoody  Naval  Training  School,  Minneapolis,  Minn.,   March  30, 

1918. 
Cause:  Self-inflicted  bullet  wound. 

Next  of  kin :  Aunt,  Mary  Barnes,  251  Poplar  Street,  Mount  Carmel,  Pa. 
Barnes,  Laurence,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Kansas  City,  Mo.,  July  10,  1918. 
Died:  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 
Cause:  Influenza. 

Next  of  kin  :  Father,  John  N.  Barnes,  Kincaid,  Kans. 
Baenes,  Wtt.ttam  Hazelip,  landsman  for  electrician  (R),  United  States  Navy. 
Enlisted:  Peoria,  111.,  August  9,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,    William   H.   Barnes,   605   South   Douglas   Avenue, 
Springfield,  111. 
Baenett,   Alva  Benjamin,   hospital   apprentice,   second  class,   United   States 
Naval  Reserve  Force. 
Enlisted:  Richmond,  Va.,  June  12,  1918. 
Died:  Naval  hospital,  naval  base,  Virginia,  October  7,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Gilberta  Barnett,  Boydton,  Va. 
Baenett,  Lesteb  Achan,  quartermaster,  second  class,  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  December  18,  1917. 
Died:  Naval  air  station,  Moutchic,  France,  August  14,  1918. 
Cause:  Killed  in  airplane  accident. 
Next  of  kin :  Father,  Jeff  Davis  Barnett,  Mount  Pleasant,  Tenn. 
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Baknhakt,  Xheo  Sidlee,  musician,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Mare  Island,  Calif.,  April  18,  1917. 

Died:  Naval  hospital,  Fort  Lyon,  Colo.,  June  30,  1918. 

Cause:  Tuberculosis,  chronic,  pulmonary. 

Next  of  kin :  Thomas  W.  Routo,  722  East  Adams  Street,  Los  Angeles,  Calif. 
Baknicle,  Robert,  Jr.,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  July  22,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Influenza. 

Next  Qf  kin :  Mother,  May  Barnicle,  5963  Julian  Avenue,  St.  Louis,  Mo. 
Bakns,  Charles  Blanchakd,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  April  16,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  October  19,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Frank  B.  Barns,  Amagansett,  N.  Y. 
Baknum,  Robert  Raymond,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  21,  1917. 

Died :  U.  S.  S.  North  Dakota,  September  13,  1917. 

Cause:  Heat  exhaustion. 

Next  of  kin :  Mother,  Mrs.  E.  J.  Barnum,  Wheatland,  Wyo. 
Babe,  William  Arthtjb,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Seattle,  Wash.,  June  26,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  10,  1918. 

Cause:  Pneumonia,   broncho. 

Next  of  kin:  Mother,  Mathilda  Barr,  5039  Eleventh  Street  NE.,  Seattle, 
Wash. 

Barrett,  David  Dean,  seaman,  second  class.  United!  States  Naval  Reserve  Force. 
Enlisted:  Omaha,  Nebr.,  May  29,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  September  27,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edward  H.  Barrett,  315  South  Thirty-seventh  Street, 
Omaha,  Nebr. 

Baeeett,   Forrest  Homer,   apprentice  seaman.   United    States  Naval   Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  August  8,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Jacob  H.  Barrett,  R.  F.  D.  4,  Hillsboro,  Ohio. 
Barrett,  George. Feancis,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Plymouth,  Mass.,  March  26,  1917. 

Died :  Section  base.  Bar  Harbor,  Me.,  October  15,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Michael  Barrett,  40  Court  Street,  Plymouth,  Mass. 
Baeeett,  Haeold  C,  seaman,  second  class,  United  States  Naval  Reserve  Forca 

Enlisted:  Boston,  Mass.,  September  27,  1917. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  May  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother, -Ka therine  E.  Barrett,  Hingham,  Mass. 
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Bakkett,  Jason  Allen,  boatswain's  mate,  second  class.  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  March  24,  1918. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Wife,  Edith  S.  Barrett.  13214  Octavis  Street,  San  Francisco, 
Calif. 
Bakkett,  John  Wixijam:,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  November  27,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Annie  Barrett,  423  West  Munroe  Street,  Jackson- 
ville, Fla. 
Barrett,  Thomas  Winch,  landsman  for  quartermaster,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  April  5,  1917. 

Died :  Tours,  France,  June  28,  1917. 

Cause :  Result  of  injuries  received  in  airplane  accident. 

Next  of  kin :  Father,  D.  S.  Barrett,  Mentor,  Ohio. 
Barrett,  WnxiAn  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Albany,  N.  Y.,  May  17,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  24,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :   Aunt,  Margaret  Meehan,  145   South  Broadway,   Saratoga 
Springs,  N.  Y. 
Barron,  Frank  Robert,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  Mn :  Mother,  Margaret  Barron,  406  Oakland  Avenue,  Milwaukee, 
Wis. 
Barron,  Lawrence  Percy,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  7,  1917. 

Died :  U.  S.  S.  Koningen  der  Bederlanden,  August  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Charlotte  Barron,  Bartlett,  Kans. 
Barrow,  George  West,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  April  26,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Ben  E.  Barrow,  Seventh  Avenue  and  Twentieth  Street, 
Columbus,  Miss. 
Barrow,  Patji.  Simpson,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  April  22,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 

Cause :   Pneumonia,   lobar. 

Next  of  kin :  Brother,  Hazel  A.  Barrow,  512  Main  Street,  Farmville,  Va. 
Baeey,  Clarence  Floyd,  quartermaster,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Minneapolis,  Minn.,  February  12,  1918. 

Died.:  Naval  hospital,  Pensacola,  Fla.,  June  10,  1918. 

Cause:   Compound   fracture  of  skull. 

Next  ctf  kin :  Mother,  Margaret  M.  Barry,  Grey  Eagle,  Minn. 
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Babey,  Bdwabd  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
^  Enlisted :  New  Haven,  Conn.,  March  26,  1918. 
Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  17,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  Barry,  Bai:ry  Avenue,  Portland,  Conn. 
Babkt,  John,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Providence,  R.  I.,  July  12,  1918. 
Died :  Naval  hospital,  Nev?port,  R.  I.,  September  20,  1918. 
Cause :    Pneumonia,    lobar. 

Next  of  kin :  Mother,  Mary  Barry,  472  Fountain  Street,  Providence,  R.  I. 
Babssock,  Mokeis  Robbet,  landsman  for  electrician  (G),  United  States  Navy. 
Enlisted :  Washington,  D.  C,  August  22,  1918. 
Died :  Naval  hospital,  Newport,  E.  I.,  September  25,  1918. 
Cause :    Pneumonia,   broncho. 

Next  of  kin :  Father,  Julius  C.  Barssocfe,  36-A  Bates  Street  NW.,  Wash- 
ington,  D.  C. 
Baestow,  Feedeeick,  Jackson,  boatswain's  mate,  second  class.  United  States 
Naval   Reserve   Force. 
Enlisted:  Bar  Harbor,  Me.,  April  5,  1917. 

Died :  Knox  County  General  Hospital,  Rockland,  Me.,  October  15,  1918. 
Cause :    Nephritis,    acute. 

Next  of  kin :  Father,  Benjamin  F.  Barstow,  Bar  Harbor,  Me. 
Baetek,  Geoege,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  New  London,  Conn.,  August  6,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 
Cause :    Pneumonia,   lobar. 

Next  of  kin :  Mother,  Mary  Bartek,  South  Willington,  Conn. 
Baetelt,  John  Feedeeick,  ship's  cook,  second  class.  United  States  Naval  Re- 
serve Force. 
Enlisted:  New  York,  N.  Y.,  December  14,  1917. 
Died :  U.  S.  S.  Wabash,  October  17,  1918. 
Cause :    Influenza. 

Next  of  kin :  Mother,  Mary  Bartelt,  2923  North  Thirteenth  Street,  Phila- 
delphia, Pa. 
Baetison,  Waeeen  Alonzo,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Peoria,  111.,  May  7,  1918. 
Died:  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Sarah  Bartison,  Monticello,  HI. 
Baetizol,  Edwaed,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Chicago,  111.,  August  8,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  4,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  Bartlzol,  2245  South  Homan  Avenue  Chicago 
111. 
Baetleson,  William  Benedict,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Scranton,  Pa.,  August  8,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Sister,  Mattie  Bartleson,  101  Rock  Street,  Plttston,  Pa. 
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Baktlett,  George  Leboy,  machinist's  mate,  second  class,  United"  States  Naval 

Reserve  Force. 
Enlisted:  Boston,  Mass.,  June  15,  1917. 
Died:  New  London,  Conn.,  September  8,  1918. 
Cause:  Killed  in  motor-cycle  accident. 
Next  of  kin :  Mother,  Mary  H.  Bartlett,  Rowley,  Mass. 
Baetlett,  Helen  Edith,  yeoman,  third  class  (F.),  United  States  Naval  Reserve 

Force. 
Enlisted :  Chicago,  111.,  September  19,  1918. 
Died:  Georgetown  University  Hospital,  Washington,  D.  C,  September  30, 

1918. 
Cause:  Pneumonia,  following  influenza. 

Next  of  kin :  Mother,  Martha  Bartlett,  417  Algona  Avenue,  Elgin,  111. 
BAKTuar,  Heebekt  EiiswoETH,  gunner's  mate,  third  class.  United  States  Navy. 
Enlisted :  Chicago,  111.,  December  3,  1917. 
Died :  Naval  air  station,  Pauillac,  France,  October  7,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Mother,  Rose  Bartlett,  209  West  Madison  Street,  Woodstock, 

IlL 
Baeton,  Abchie  Leboy,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enlisted :  Little  Rock,  Ark.,  April  23,  1918. 
Died  :  Naval  hospital,  naval  base,  Virginia,  September  24,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin:  Father,  Isaac  M.  Barton,  1200  North  Eighth   Street,  Fort 

Smith,  Ark. 
Bakton,  Raymond  Welless,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enlisted :  Los  Angeles,  Calif.,  June  19,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  4,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Emma  W.  Barton,  Altadena,  Calif. 
Baetram,  WrLBXJE,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Buffalo,  N.  Y.,  June  4,  1918. 
Died :  U.  S.  S.  Comfort,  October  4,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Lewis  Bartram,  916  North  Fifth  Street,  Ironton,  Ohio. 
Baskin,  Isbeal  Edward,  landsman  for  quartermaster.  United  States  Naval  Re- 
serve Force. 
Enlisted :  Boston,  Mass.,  July  31,  1918. 
Died :  Naval  hospital,  Charleston,  S.  C,  October  8,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Frances  Baskin,  81  Walnut  Street,  Chelsea,  Mass. 
Basneck,  Feed  Michael,  seaman,  second  class.  United  States  Navy. 
Enlisted :  New  Haven,  Conn.,  May  8,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  February  28,  1918. 
Cause:  Pleurisy,  suppurative. 
Next  of  kin:  Father,  Michal  Basneck,  179  South  Colony  Street,  Meriden, 

Conn. 
174483—20 7 
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Bassett,  Feank  Hikam,  Jr.,  flreman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  12,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Frank  H.  Bassett,  Sr.,  Wheeling,  Mo. 
Bassett,  Rice,  quartermaster,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  March  30,  1918. 

Died :  United  States  subm'arine  chaser  No.  Z19,  October  9,  1918. 

Cause :  Result  of  injuries  received  in  fire  on  board  ship. 

Next  of  kin :  Mother,  Fanny  R.  Hunt,  33  Ingram  Street,  Forrest  Hills, 
Long  Island,  N.  Y. 
Batdorfp,  Geoege,  carpenter's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  May  22,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  David  N.  Batdorft,  Newcambria,  Kans. 
Bates,  Cecil  Beeoll,  landsman  for  machinist's  mate  (A.),  United  States  Naval 
Reserve  Force. 

Enlisted:  Omaha,  Nebr.,  June  4,  1918. 

Died :  Naval  hospital.  Great  Lakes,  HI.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  James  A.  Bates,  Thayer,  Nebr. 
Bates,  Claeence,  chief  master  at  arms,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  17,  1915. 

Died :  Naval  station.  Great  Lakes,  111.,  January  30,  1918. 

Cause :  Hemorrhage  into  cerebrum. 

Next  of  kin :  Brother,  William-  W.  Bates,  170  State  Street,  Syracuse,  N.  Y. 
Bates,  Jacob  Russell,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Scranton,  Pa.,  June  27,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Jennie  Van  Buskirk,  Mountain  Home,  Pa. 
Bates,  Leon  Pebrin,  seaman,  second  class.  United  States  Naval  Reserve  Forca 

Enlisted :  Chicago,  111.,  May  28,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edwin  Bates,  598  Clark  Avenue,  Detroit,  Mich. 
Bates,  Oeville  Russell,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  June  29,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  K.  Bates,  Herman,  Nebr. 
Bates,  Waltee  John,  machinist's  mate,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  May  9,  1917. 

Died :  U.  S.  S.  Solace,  October  11, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Margaret  Bates,  66  South  Hollywood  Avenue,  Rocka- 
way  Beach,  N.  Y. 
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Bates,  Walter  Lee  Roy,  fireman,  first  class,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  July  14,  1915. 

Died :  Willard  Parker  Hospital,  New  York,  October  21,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Motlier,  Cora  Toland,  R.  F.  D.  1,  Fort  Smith,  Ark. 
Batstone,  William  Thomas,  fireman,  first  class.  United  States  Navy. 
Enlisted :  Boston,  Mass.,  February  8,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  11,  1918. 
Cause :  Result  of  burns. 

Next  of  kin :  Father,  William  H.  Batstone,  59  Warren  Street,  Revere,  Mass. 
Batte,  Thohas  Drayton,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Houston,  Tex.,  December  11,  1917. 
Died :  Naval  hospital.  Great  Lakes,  111.,  January  5,  1918. 
Cause:  Epilepsy. 

Next  of  kin :  Mother,  Ella  Batte,  812  Cherry  Street,  Orange,  Tex. 
Batteesby,  Robert  Schultz,  carpenter's  mate,  first  class   (A),  United  States 
Navy. 
Enlisted:  Philadelphia,  Pa.,  July  18,  1918. 
Died  :  Naval  hospital,  naval  base,  Virginia,  October  17,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Emma  F.  Battersby,  506  Springer  Street,  Philadelphia, 
Pa. 
Battle,  Joseph,  ship's  cook,  third  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Norfolk,  Va.,  November  23,  1917. 
Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 
Cause :  Lost  when  vessel  was  torpedoed. 
Next  of  kin :  Father,  John  L.  Battle,  Rocky  Mount,  N.  0. 
Battle,  Lee  Otis,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Montgomery,  Ala.,  August  3,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Henry  F.  Battle,  Andalusia,  Ala. 
Battjta,  Sekaein,  machinist's  mate,  third  class.  United  States  Navy. 
Enlisted :  Cavite,  P.  L,  July  17,  1918. 
Died :  Navy  yard,  Mare  Island,  Calif.,  October  25,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Filomeno  Batuta,  Casanayan  Pilar,  Caplz,  P.  I. 
Batter,  Lebot  Wilbert,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Oklahoma  City,  Okla.,  April  1,  1917. 
Died :  V.  S.  S.  Arizona,  April  26,  1917. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Dora  Bauer,  3405  Vincent  Street,  St.  Louis,  Mo. 
Baughman,  Fabee  Dolle,  landsman  for  electrician,  United  States  Naval  Re- 
serve Force. 
Enlisted :  Parkersburg,  W.  Va.,  .July  13,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  September  28,  1918. 
Cause :  Pneumonia,  lobar. 

Next   of  kin:    Father,    Samuel  Baughman,   1305   Market   Street,   Parkers- 
burg, W.  Va. 
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Batjmann,  Albert,  plumber  and  fitter,  third  class.  United  States  Naval  Ke- 
serve  Force. 

Enlisted :  New  York,  N.  Y.,  April  17,  1917. 

Died :  New  York,  N.  Y.,  April  13,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin :  Father,  Gottfred  Baumann,  254  North  Street,  Jersey  City,  N.  J. 
Baumann,  Haeet  Aenold,  landsman  for  electrician  (G),  United  States  Naval 
Reserve  Force. 

Enlisted:  Great  Lakes,  111.,  June  6,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Christian  Baumann,  11218  Homewood  Avenue,  Chi- 
cago, III. 
Baumblatt,  Melvin,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Baltimore,  Md.,  August  4,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  14,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Lina  Baumblatt,  2209  Linden  Avenue,  Baltimore,  Md. 
Baumek,  Joseph  An.ton,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Albany,  N.  Y.,  April  5,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  15,  1918. 

Cause :  Pneumonia. 

Next  of  kin :   Mother,  Antonia  B.  Matzene,   1455  Laurel  Avenue,   Holly- 
wood, Calif. 
Baxter,  Coetlandt  Beadfobd,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Peekskill,  N.  Y.,  April  24,  1917. 

Died :  U.  S.  S.  Utah,  October  25,  1918. 

Cause :  Bronchial  pneumonia. 

Next  of  kin :  Father,  William  B.  Baxter,  Mohegan  Lake,  Peekskill,  N.  Y. 
Baxter,  Iea  Haedison,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Nashville,  Tenn.,  July  17,  191S. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Edmond  S.  Baxter,  R.  F.  D.  2,  Chapel  HiU,  Tenn. 
Baxter,  John  Willaed,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  May  6,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  H.  Baxter,  R.  F.  D.  7,  Vassar,  Mich. 
Baxter,  Murl  Clayton,  water  tender.  United  States  Navy. 

Enlished:   Shanghai,  China,  December  16,  1915. 

Died:  U.  S.  S.  Galveston,  October  3,  1918. 

Cause :   Pneumonia. 

Next  of  kin :  Father,  Clayton  H.  Baxter,  Cedar  Rapids,  Iowa. 
Batleb,  Habold  Raymond,  chief  yeoman.  United  States  Navy. 

Enlisted:  Guam,  September  10,  1917. 

Died:  Naval  hospital.  Mare  Island,  Calif.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Llllie  Bayler,  Washington,  111. 
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Batlob,-  Benjamin,  wardroom  steward,  United  States  Navy. 
Enlisted:  Hampton  Roads,  Va.,  October  7,  1916. 
Died :  U.  S.  A.  C.  T.  Tioonderoga,,  September  30,  1918. 
Cause:  Killed  when  vessel  was  torpedoed  by  enemy. 
Next  of  kin :  Wife,  Eva  Baylor,  2141  Ellsworth  Street,  Philadelphia,  Pa. 
Bayne,  Hamilton  Lee,  shipfitter,  second  class,  United  States  Navy. 
Enlisted:  St.  Louis,  Mo.,  June  27,  1917. 
Died:  Navy  coUier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Thomas  Bayne,  6600  Julian  Avenue,  St.  Louis,  Mo. 
Baton,  Inocentes,  mess  attendant,  third  class.  United  States  Navy. 
Enlisted:  Cavite,  P.  I.,  June  12,  1918. 
Died:  Naval  hospital  Canacao,  P.  I.,  August  8,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Uncle,  Dionicio  Bayon,  Sara,  P.  I. 
Batsingee,  James  Kiebt,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Little  Rock,  Ark.,  May  6,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  June  9,  1917. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  J.  F.  Baysinger,  Harriett,  Ark. 
Beial,  Jeff  Isaac,  fireman,  third  class.  United  States  Navy. 
Enlisted:  New  Orleans,  La.,  March  15,  1918. 
Died:  Naval  hospital,  Newport,  R.  I.,  June  3,  1918. 
Cause :  Measles. 

Next  of  kin :  Father,  John  Beal,  Goldana,  La. 
Beaxb,  Fbed,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Detroit,  Mich.,  May  24,  1918. 
Died :  Navy  collier  Cyclops,  June  14,  1918, 
Cause :  On  board  missing  ship. 

Next  of  kin:  Mother,  Hattie  Beale,  524  North  Morgan  Street,  Rushville, 
Ind. 
Beaix,  Claeence  Rat,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Indianapolis,  Ind.,  June  3,  1918. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  3,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Charlottie  Beall,  Versailles,  Ind. 
Beam,  Feancis  Henet,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Columbia,  S.  C,  May  15,  1917. 
Died :  U.  S.  S.  Solace,  June  14,  1917. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  J.  P.  Beam,  Piedmont,  S.  C. 
Beam,  Joshua  Lawbence,  fireman,  first  class,  United  States  Navy. 
Enlisted:  Richmond,  Va.,  January  5,  1917. 
Died :  Naval  hospital,  Charleston,  S.  C,  March  21,  1918. 
Cause :  Ulcer  of  stomach. 

Next  of  kin :  Father,  Foster  Beam,  Ellenboro,  N.  O. 
Bean,  Aethue  Feancis,  chief  boatswain's  mate.  United  States  Naval  Reserve 
Force. 
Enlisted:  Boston,  Mass.,  April  23,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  October  3,  1918. 
Cause:  Influenza. 

Next  of  kin:  Aunt,   Irene  M.  Callahan,  164  Middlesex  Avenue,  Medford, 
Mass. 
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Bean,  Haeey  Claie,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  July  9,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,   September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Lulu  M.  Bean,  925  Lafayette  Street,  Norristown,  Pa. 
Bbanlac,  Leon   John,   seaman,   second   class.   United   States   Naval  Reserve 
Force. 

Enlisted:  Buffalo,  N.  Y.,  July  5,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  20,  .1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Paul  Beanlae,  252  Payne  Avenue,  North  Tonawanda, 
N.  Y. 
Beaed,  Anderson  Roscoe,  apprentice  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  March  30,  1918. 

Died:  Naval  station.  Great  Lakes,  111.,  April  2T,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  J.  U.  Beard,  Gainesville,  Mo. 
Beaed,  Peel  Alexander,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  15,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  January  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Isyphenia  Beard,  Jacksonville,  Tex. 
Beaedslet,  John  St.  Dunsto:^,  apprentice  seaman.  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  July  26,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Charles  H.  Beardsley,  128  South  Hagan  Avenue,  New 
Orleans,  La. 
Beaese,  Edwaed  Studley,  landsman  for  carpenter's  mate,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  December  10,  1917. 

Died:  Naval  station,  Pensacola,  Fla.,  January  31,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Margaret  Bearse,  Chatham,  Mass. 
Beatty,  Robert  Stark,  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  19,  1917. 

Died :  Naval  hospital.  New  London,  Conn.,  September  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Hester  S.  Beatty,  907  Colonia  Road,  Elizabeth,  N.  J. 
Beatty,  William  Hammett,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Pittsburgh,  Pa.,  May  7,  1918. 

Died :  Naval  hospital.  Cape  May,  N.  J.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  W.  Beatty,  Richland  Avenue,  East  End,  Pitts- 
burgh, Pa. 

Beaty,  Charles  Lefflbr,  machinist's  mate,  first  class.  United  States  Navy. 
Enlisted:  Houston,  Tex.,  October  18,  1917. 
Died :  Naval  air  station,  Pensacola,  Fla.,  October  7,  1918. 
Cause :  Pneumonia. 
Next  of  kin :  Mother,  Othelia  Martin,  1445  Broadway,  Beaumont,  Tex. 
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Beauchamp,  Homer  Ray,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Springfield,  Mass.,  Jul.v  7,  1917. 
Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 
Cause:  Killed  when  vessel  was  torpedoed. 

Next  of  kin:  Father,  Ferdinand  Beauchamp,  759  Chicopee   Street,   Willi- 
mansett,  Mass. 
Beaumont,  Aklo,  fireman,  third  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Kansas  City,  Mo.,  .Tune  2.5,  1918. 
Died :  Naval  hospital,  Great  I.akes,  111.,  September  25,  1918. 
Cause:  Influenza. 

Next  of  kin  :  Mother,  Alice  A.  Beaumont,  R.  F.  D.  1,  Longton,  Kans. 
Beaveefjoed,  Peter  Magnis,  painter,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted:  Detroit,  Mich.,  July  12,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  16,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Sven  Beaverf  jord,  Suttons  Bay,  Mich. 
Beck,  Leslie  Patji.,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enlisted:  Omaha,  Nebr.,  July  27,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza, 

Next  of  kin :  Father,  John  Beck,  Clarks,  Nebr. 
Beck,  Rtjdoioph  Edward,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Erie,  Pa.,  April  7,  1917. 

Died :  Naval  Base  Hospital  No.  5,  Brest,  France,  July  30,  1918. 
Cause:  Nephritis. 

Next  of  kin :  Mother,  Mary  B.  Beck,  2310  Sassafras  Street,  Erie,  Pa. 
Beckee,   Clement  Joseph,  fireman,  first  class.  United   States  Naval   Reserve 
Force. 
Enlisted :  New  Orleans,  La.,  February  21,  1917. 
Died:  Gretna,  La.,  April  12,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Wife,  Hilda  Becker,  Gretna,  La. 
Becker,  Edward,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  October  25,  1917. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  13,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Christine  Dout,  490  Hallett  Street,  Bridgeport,  Conn. 
Beckee,  Hobaet  Theodore,  ship  fitter,  second  class.  United  States  Navy. 
Enlisted :  Peoria,  111.,  July  29,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  September  15,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Theodore  Becker,  417  Norfh  State  Street,  Genesco,  111. 
Becker,  John  Andrew,  seaman,  second  class.  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  May  7,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  November  11,  1917. 
Cause :  Killed  by  being  struck  on  the  head. 

Next  of  kin :  Father,  Frank  Becker,  4013  Vest  Avenue,  St.  Louis,  Mo. 
Becker,  Leonard,  apprentice  seaman.  United  States  Navy  Reserve  Force. 
Enlisted :  Philadelphia,  Pa.,  June  27,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918 
Cause :  Influenza. 
Next  of  kin :  Father,  David  Becker,  1823  Natrona  Street,  Philadelphia,  Pa. 
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Beckee,  Philip  H.,  seaman,  second  class,  United  States  Naval  Eeserve  Force. 

Enlisted :  Boston,  Mass.,  April  28,  1917. 

Died :  Submarine  chaser  No.  Xi8,  May  8,  1918. 

Cause :  Rupture,  pancreas,  traumatic. 

Next  of  kin :  Mother,  Leona  Becker,  8607  Clifton  Avenue,  St.  Louis,  Mo. 
Beckee,  Raymond  Michael,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Albany,  N.  T.,  December  15,  1917. 

Died :  U.  S.  S.  New  Orleans,  March  11,  1918. 

Cause :  Organic  heart  lesion,  acute  congestion  of  liver. 

Next  of  kin :  Mother,  Gertrude  Becker,  1712  First  Street,  Rensselaer,  N.  Y. 
Beckett,  Byeon  Weestee,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  June  20,  1918. 

Died :  Naval  hospital,.  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  H.  Beckett,  Ridgeway,  Wis. 
Beckley,  William  Mabion  Thomas,  mess  attendant,  first  class.  United  States 
Navy. 

Enlisted :  Louisville,  Ky.,  November  27,  1917. 

Died :  U.  S.  S.  Ozark,  July  25,  1918. 

Cause :  Drowning. 

Next  of  kin :  Wife,  Elizabeth  Beckley,  306  Meron  Street,  Frankfort,  Ky. 
Beckman,  Heney  Feank,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  London,  Conn.,  August  6,  1918. 

Died :  Sag  Harbor,  N.  T.,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  May  Beckman,  Sag  Harbor,  N.  Y. 
Beckman,  Lambeet  Feedeeick,  machinist's  mate,  second  class,  United  States 
Navy. 

Enlisted :  Detroit,  Mich.,  December  1,  1913. 

Died :  U.  S.  S.  Powhatan,  December  17,  1917. 

Cause:  Killed  by  accident. 

Next  of  kin:   Sister,  Ella  Beckman,  3509  Macomb  Street  NW.,  Washing- 
ton, D.  C. 

Bedding,  Oeville  Beadfoed,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  April  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  H.  Bedding,  Howard,  S.  Dak. 
Bednoez,  Petee,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Houston,  Tesi,  April  30,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Christian  Bednorz,  Yorktown,  Tex. 
Beechee,  Oscae  R.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Williamsport,  Pa.,  May  22,  1918. 

Died :  Naval  hospital.  Cape  May,  N.  J.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Flora  W.  Beecher,  R.  F.  D.  3,  Newville,  Pa. 
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Beelee,  George  Otto,  fireman,  third  class,  United  States  Naviil  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  10,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Adolph  Beeler,  R.  4,  Junction  City,  Kans. 
Beeson,  Edwin  Dwight,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  April  5,  1917. 

Died :  U.  S.  S.  Baltimore,  November  26,  1917. 

Cause:  Drowning. 

Next  of  kin :  Father,  John  Beeson,  Hillesboro,  Ohio. 
Begen,  Fbancis  Michael,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  14,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  John  Begen,  1432  Commonwealth  Avenue,  New  York, 
N.  Y. 

Beggs,  Hamilton  Thompson,  electrician,  second  class  (G.),  United  States  Naval 
Reserve  Force. 
Enlisted:  Birmingham,  Ala.,  November  23,  1916. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Amy  Beggs,  1325  North  Twenty-fourth  Street,  Bir- 
mingham, Ala. 
Behan,  William  Joseph,  chief  quartermaster.  United  States  Naval  Reserve 
Force. 
Enlisted :  New  York,  N.  Y.,  December  5,  1917. 
Died :  Naval  air  station.  Bay  Shore,  N.  Y.,  July  12,  1918. 
Cause:  Drowning. 

Next  of  kin :  Mother,  Ellen  Behan,  489  Tenth  Street,  Brooklyn,  N.  Y. 
Behne,  Fbedekick,  chief  water  tender.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  April  3,  1916. 

Died:  Naval  Base  Hospital  No.  5,  Brest,  France,  February  11,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Wife,  Emily  Behne,  Rochelle  Park,  N.  J. 
Beilet,   James,   landsman   for   machinist's   mate    (A),   United'   States   Naval 
Reserve  Force. 
Enlisted:  Milwaukee,  Wis.,  June  10,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  28,  1918. 
Cause :  Appendicitis,  acute. 

Next  of  kin  :  Father,  Frank  Beiley,  914  Michigan  Avenue,  Menominee,  Mich. 
Belden,  Lutheb  William,  sailmaker's  mate.  Fleet  Naval  Reserve. 
Enlisted :  Des  Moines,  Iowa,  August  7,  1918. 
Died :  Quebec,  Canada,  October  7,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mae  Shepherd,  R.  4,  Farmlngton,  Iowa. 
Belgum,  Sanfokd  Newton,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Madison,  Wis.,  June  5,  1917. 
Died :  Naval  station.  Great  Lakes,  111.,  May  26,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin:  Father,  Sever  Belgum  (address  unknown). 
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Beix,  HII3EET  Charles,  seaman,  second  class.  United  States  Navy 

Enlisted :  Salt  Lake  City,  Utah,  April  21,  1917. 

Died :  U.  S.  S.  St.  Louis,  March  6,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  C.  H.  Bell,  Oneida,  Kans. 
Beli,,  Julian  S.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  August  10,  1917. 

Died :  U.  S.  S.  Michigan,  January  15,  1918. 

Cause :  Fractured  skull. 

Next  of  kin :  Father,  Samuel  G.  Bell,  Kress,  Tex. 
Bell,  Marcus  Ellwood,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  December  11,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  9,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Jame.s  Bell,  Pittsville,  Pa. 
Bell,  Rot  Edv^akd,  fireman,  secor.d  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  7,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edward  Bell,  Weatherford,  Tex. 
Bell,  William  Geeenleaf,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  Norfolk,  Va.,  April  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Eunice  Bell,  Sanford,  Va. 
Bellotine,  Louis,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  December  12,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  January  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Bellotine,  232  High  Street,  San  Bernardino, 
Calif. 
Belmegis,   Heppooeates,   ship's   cook,   fourth   class,   United   States   Naval  Re- 
serve Force. 

Enlisted :  Brooklyn,  N.  Y.,  June  13,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Demetrios  Belgemis,  Island  Samos,  Greece. 
Belpoet,    Alexandek   Haeey,    ship's   cook,    third   class.    United    States   Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  28,  1918. 

Died :  Naval  hospital.  New  York,  N.  Y.,  September  23,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Benjamin  Belport,  953  Avenue  St.  John,  Bronx,  N.  Y. 
Belt,  John  Robeet,  seaman.  United  States  Navy. 

Enlisted :  Galveston,  Tex.,  December  30,  1913. 

Died :  U.  S.  S.  F-1,  December  17,  1917. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Mrs.  J.  E.  Belt,  Silsbee,  Tex. 
Belyeu,  Osben  Capees,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  September  6,  1917. 

Died:  U.  S.  S.  Michigan,  January  15,  1918. 

Cause:  Fractured  skull. 

Next  of  kin  :  Father,  James  Harben  Belyeu,  Chipley,  Fla. 
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Bendeb,  John  G.,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Minneapolis,  Minn.,  April  24,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Kate  Bender,  Hebron,  N.  Dak. 
Bknfoed,  Richard,  ship's  cook,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Cambridge,  Md.,  October  22,  1917. 
Died :  U.  S.  S".  Mongolia,  June  14,  1918. 
Cause:  Ptomaine  poison. 

Next  of  kin :  Mother,  Anna  A.  Benford,  Roxbury,  Va. 
Bengey,  John  Oscab,  fireman,  third  class.  United  States  Naval  Reserve  Force. 
Enlisted,  Milwaukee,  Wis.,  July  15,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  William  H.  Bengry,  Gaastra,  Mich. 
Benham,  Thomas  Wiiiis,  fireman,  second  class,-  United  States  Navy. 
Enlisted :  Brooklyn,  N.  Y.,  December  13,  1917. 
Died :  U.  S.  S.  Nopatin,  August  7,  1918. 
Cause :  Result  of  injuries  received  in  boiler  explosion. 
Next   of  kin :   Mother,   Anna   Benham,   91   Elliott  Place,   Freeport,   Long 
Island,  N.  Y. 
Bennett,  Edgab  D.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Dallas,  Tex.,  June  6,  1918. 

Died :  Naval  training  station,  San  Francisco,  Calif.,  August  21,  1918. 
Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Annie  Bennett,  Cooper,  Tex. 
Bennett,  Eveeett,,  seaman.  United  States  Naval  Relief  Force. 
Enlisted :  Omaha,  Nebr.,  November  12,  1917. 
Died :  Base  No.  18,  France,  September  19,  1918. 
Cause:  Shot. 

Next  of  kin :  Mother,  Ella  Bennett,  3840  Parker  Street,  Omaha,  Nebr. 
Bennett,  Ibie  James,  chief  boatswain's  mate,  United  States  Navy 
Enlisted:  San  Francisco,  Calif.,  May  9,  1916. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  11,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Wife,  Agnes  D  Bennett,  1418  Turk  Street,   San  Francisco, 
Calif 
Bennett,  James,  seaman,  United  States  Navy. 
Enlisted:  Ishpeming,  Mich.,  April  23,  1917. 
Died  :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 
Cause :  Killed  when  vessel  was  torpedoed. 
Next  of  kin :  Father,  Samuel  Bennett,  Negaunee,  Mich. 
Bennett,  John  William,  chief  quartermaster.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  July  13,  1914. 
Died :  Naval  hospital,  Cape  May,  N.  J.,  March  2,  1918. 
Cause :  Injuries  received  in  seaplane  accident. 

Next  of  kin:  Mother,  Kate  Bennett,  12  Holland  Road,  Worcester,  Mass. 
Bennett,  Lawrence  Peescott,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 
Enlisted :  Newport,  R.  I.,  July  17,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  24,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin:  Father,  George  D.  Bennett,  R.  R.  1,  Pomfret  Center,  Conn, 
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Bennett,  Thomas  Heney,  quartermaster,  second  class  (A),  United  States  Navy, 

Enlisted:  Syracuse,  N.  Y.,  December  10,  1917. 

Died :  Naval  air  station,  Rockaway  Beach,  Long  Island,  N.  Y.,  October  20, 
1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Olive  E.  Bennett,  162  Oircut  Road,  Winthrop,  Mass. 
Bennett,  Thomas  Joseph,  chief  pharmacist's  mate,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  August  5,  1918. 

Died:  Navy  base  hospital  No.  5,  Brest,  France,  October  2,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Wife,  Evelma  C.  Bennett,  106  North  Sixty-second  Street, 
Philadelphia,  Pa. 
Bennis,  Edward  Fbancis,  Jr.,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  May  11,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Kathryn  T.  Bennis,  641  East  Chelten  Avenue,  Phila- 
delphia, Pa. 
Benson,  Claeence  Rangnob,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  14,  1917. 

Died :  U.  S.  S.  Minnesota,  April  28,  1918. 

Cause :  Suicide. 

Next  of  kin :  Mother,  Matilda  Salmon,  204  Beechwood  Avenue,  Bridgeport, 
Conn. 

Benson,  Feank  Bennis,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Minneapolis,  Minn.,  July  9,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 
Cause :  Influenza. 
'  Next  of  kin :  Mother,  Ellen  Benson,  Hastings,  Minn. 
Benson,  Haeby  Waltee,  fireman,  third  class,  United  •  States   Naval  Reserve 
Force. 
Enlisted :  Buffalo,  N.  Y.,  July  19,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  2,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Augusta  Benson,  764  East  Second   Street,   James- 
town, N.  Y. 

Benson,  John  Mayo  Palmer,  landsman  for  quartermaster  (A).  United  States 
Navy. 

Enlisted :  Chicago,  111.,  December  11,  1917. 

Died :  Naval  air  station,  Eastleigh,  England,  October  14,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mary  Nelson,  77  Union  Avenue,  Batavia,  111. 
Benson,  Jtjuan  Palmer,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted  :  Milwaukee,  Wis.,  June  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Carl  Benson,  box  711,  Black  River  Falls,  Wis. 
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Benvins,  William,  fireman,  third  class.  United  States  Navy    (general  court- 
martial  prisoner). 
Enlisted :  Parkersburg,  W.  Ya.,  March  13,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  2,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Wife,  Disie  Benvins,  Hellier,  Ky. 
Benway,  Clabence  E^-esett,  seaman,  second  class,  United  States  Navy. 
Enlisted:  New  Haven,  Conn.,  May  6,  1918. 
Died :  Base  No.  13,  Azores,  October  2,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Irish,  box  321,  Oakville,  Conn. 
BiacG,  Laweence  Milton,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  April  13,  1917. 
Died :  U.  S.  S.  Montana,  April  25,  1918. 
Cause :  Nephritis,  acute. 

Next  of  kin :  Mother,  Ella  Berg,  Cogsvcell,  N.  Dak. 
Bekg,  Olivee  SiGVAUB,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Omaha,  Nebr.,  July  29,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Henry.  Berg,  Bradish,  Nebr. 
Beegeman,  Eael  August,  apprentice  seaman.  United  States  Naval  Beserve  Force. 
Enlisted:  Milwaukee,  Wis.,  June  1,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 
Cause:  Influenza. 

Next  of  kin :  Wife,  Ellen  C.  Bergeman,  Peshtigo,  Wis. 
Bebgemann,  Petee  Joseph,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Milwaukee,  Wis.,  May  7,  1917. 
Died :  U.  S.  S.  Mount  Vemon,  September  5,  1918. 
Cause:  Burns. 

Next  of  kin :  Father,  William  Bergemann,  119  North  Lake  Street,  Madison, 
Wis. 
Beegen,  Raymond,  fireman,  third  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Newark,  N.  J.,  April  20,  1918. 
Died :  Naval  hospital.  New  York,  N.  Y.,  September  24,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Father,  James  K.  Bergen,  Hopewell,  N.  J. 
Bebgee,  Chaelie  Edwabd,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Minneapolis,  Minn.,  May  6,  1918. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  October  2,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Henry  J.  Berger,  Henderson,  Minn. 
Bebgebon,  Eenest  Joseph,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Boston,  Mass.,  November  21,  1917. 
Died :  U.  S.  S.  Ohio,  February  25,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Joseph  Bergeron,  Groton  Street,  East  Pepperell,  Mass. 
Beegman,  Joseph  Samuel,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  March  18,  1918. 
Died :  New  York,  N.  Y.,  July  21,  1918. 
Cause:  Drowning. 

Next  of  kin :  Mother,  Esther  Bergman,  1082  East  Fourteenth  Street,  Brook- 
lyn, N.  Y. 
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Bebgman,  Samuel,  sMp  fitter,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  22,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Gustav  Bergman,  477  Ridgewood  Avenue,  Brooklyn, 
N.  Y. 
BptGNEK,  William,  oiler.  United  States  Navy. 
^    Enlisted ;  Newport,  R.  I.,  August  3,  1916. 

Died :  Naval  hospital.  New  York,  N.  Y.,  January  22,  1918. 

Cause :  Carcinoma. 

Next  of  kin :  Wife,  Constance  Bergner,  50  Richmond  Turnpike,  Tompkins- 
ville,  N.  Y. 
Bergsten,   Freddie  August,   hospital   apprentice,   second   class,   United   States 
Navy. 

Enlisted :  Fort  Lyon,  Colo.,  June  5,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  17,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  P.  A.  Bergsten,  post-office  box  284,  Las  Animas,  Colo. 
Beegsteom,  Willakd  Albbet,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  18,  1917. 

Died :  Granton  Hospital,  July  18,  1918. 

Cause:  Pneumonia,  lobar.- 

Next  of  kin :  Brother,  Henry  Bergstrom,  Staples,  Minn. 
Bekkley,  Thomas  Riley,  seaman,  second  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  19,  1917. 

Died:  U.  S.  S.  Huntington,  February  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of   kin:  Father,    Thomas    H.    Berkley,    1430    Sullivan    Avenue,    St. 
Louis,  Mo. 
Bebman,  Benjamin,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  10,  1918. 

Died :    Naval  hospital,  Philadelphia,  Pa.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Pauline  O.  Berman,  413  Reed  Street,  Philadelphia,  Pa. 
Bernard,  Bdgae  Gardiner,  Jr.,  machinist's  mate,  first  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Albany,  N.  Y.,  May  14,  1918, 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Daughter,  Betty  J.  Bernard,  1640  Fifth  Avenue,  Troy,  N.  Y. 
Bernard,  Frank  Matthew,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  May  16,  1917. 

Died :  U.  S.  S.  F  One,  December  17,  1917. 

Cause:  Drowning. 

Next  of  kin:  Sister,  Amelia  Quintal,  1231  Fifty-third  Avenue,   Oakland 
Calif. 
Bernston,  Karl,  mess  attendant,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  May  6,  1918. 

Died :  Naval  hospital,  Washington,  D.  C,  August  14,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Father,  Frank  Bernston.  Rennang,  Sweden. 
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Bekkt,  Chester  Theodoee,  seaman,  United  States  Navy. 
Enlisted :  Eocliester,  N.  Y.,  January  20,  1916. 
Died :  Navy  yard.  New  York,  N.  Y.,  November  25,  1917. 
Cause:  Drowning. 

Next  of  Mn :  Mother,  Anna  Trigg,  110  Delevan  Street,  Rochester,  N.  Y. 
Berkt,  Elmek  Bdgak,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  December  29,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  June  28,  1918. 
Cause:  Cerebrospinal  fever. 
■    Next  of  kin :  Mrs.  Ida  J.  Berry,  Claremont,  111. 
Bebet,  Robert  McKinlet,   apprentice  seaman.   United   States   Naval  Reserve 
Force. 
Enlisted:  Nashville,  Tenn.,  July  24,  1918. 

Died :  Navy  submarine  station,  Los  Angeles,  Calif.,  October  14,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Hattie  J.  Berry,  512  East  Main  Street,  Knoxville, 
Tenn. 
Beretman,  Aethue  Clinton,  yeoman,  first  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Baltimore,  Md.,  January  31,  1918. 
Died :  Section  base  No.  1,  Baltimore,  Md.,  October  19,  1918. 
Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Susan  E.  Berryman,  Reistertown,  Md. 
Bessey,  Alden  Eeastus,  landsman  for  machinist's  mate  (MB),  United  States 
Navy. 
Enlisted :  Portland,  Oreg.,  November  15,  1917. 
Died :  Naval  hospital.  League  Island,  Pa.,  February  5,  1918. 
Cause :  Tuberculosis,  chronic  pulmonary. 
Next  of  kin :  Mother,  Clara  C.  Bessey,  Marshfield,  Oreg. 
Best,  Cheistian  Henet,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Salt  Lake  City,  Utah,  June  14,  1917. 
Died :  Naval  hospital,  Key  West,  Fla.,  October  16,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Best,  Panguitch,  Utah. 
Best,  Ltie  Claekes,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Great  Lakes,  111.,  February  14,  1918. 
Died  :  Naval  training  station,  Great  Lakes,  111.,  August  27, 1918. 
Cause :  Diptheria. 

Next  of  kin :  Mother,  Carrie  Best,  Fairbury,  111. 
Bettiswoeth,  Arthue  Rolland,  carpenter's  mate,  second  class.  United  States 
Naval  Reserve  Force. 
Enlisted :  Kansas  City,  Mo.,  May  29,  1918. 

Died  :  Camp  hospital  No.  35,  Winchester,  England,  October  6, 1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Andrew  J.  Bettisworth,  CofEeyville,  Kans. 
Bevington,  Russell  Donald,  landsman  for  yeoman.  United  States  Navy. 
Enlisted :  Detroit,  Mich.,  June  1,  1917. 
Died :  Naval  statior,  Great  Lakes,  111.,  January  10,  1918. 
Cause :  Heart  block. 

Next  of  kin  :  Mother,  Lura  Bevington,  1966  East  Grand  Boulevard,  Detroit, 
Mich. 
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Beyea,  Willis  Edwin,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  July  25,  1917. 

Died :  Marine  hospital,  Stapleton,  Staten  Island,  N.  Y.,  October  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  David  Beyea,  Union  Springs,  N.  Y. 
Betek,  Oscae  Wendell,  electrician,  third  class  (G),  United  States  Navy, 

Enlisted :  Denver,  Colo.,  November  20,  1916. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ida  L.  Beyer,  3901  South  Maroposa  Street,  Englewood, 
Colo. 
Beteksdoef.  Otto  Caul,  pattern  maker,  second  class.  United  States  Navy. 

EnUsted :  Milwaukee,  Wis.,  March  8,  1918. 

Died :  Receiving  ship  at  Philadelphia,  Pa.,  August  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  WiUiam  Beyersdorf ,  608  Sommerville  Avenue,  Menom- 
inee, Mich. 
Betnon,  Geoege  Adams,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  .Tuly  11,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  September  4,  1918. 

Cause :  Diabelies  mellitles. 

Next  of  kin :  Mother,  Ollie  Beynon,  379  Taylor  Avenue,  Columbus,  Ohio. 
BicKEL,  Chaeljis  Cannoy,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted  :  Omaha,  Nebr.,  June  8,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  C.  Bickel,  University  Place,  Nebr. 
BicKFOED,  Seth  Peekins,  boatswain's  mate,  second  class,  United  States  Na^•}•. 

Enlisted :  Cavite,  P.  I.,  July  14,  1917. 

Died :  U.  S.  S.  Tjisenbang,  September  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edward  P.  Blackford,  New  Market,  N.  H. 
Bickley,  John  Ronald,  fireman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  3,  1917. 

Died :  New  York,  N.  Y.,  October  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mary  Tressa  Bickley,  29  Gardiner  Street,  Cohoes,  N.  Y. 
Bickkell,  Adelbeet  Hugh,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  April  26,  1917. 

Died:  Naval  reserve  training  station,  Bumkin  Island,  Mass.    Au<»iist  16, 
1917. 

Cause :  Drowning. 

Next  of  kin  :  Mother,  Abbie  M.  Bicknell,  28  Chatham  Road,  Everett,  Mass. 
BiDDLE,   Heebekt   Maetin,    quartermaster,    third    class.    United    States    Naval 
Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  April  11,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Lost  when  vessel  foundered. 

Next  of  kin:  Mother,  Emma  Biddle,  21  North  Robinson  Street,  Philadel- 
phia, Pa. 
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BiDSTKUP,  Everett,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Detroit,  Mich.,  July  5,  1918. 
Died :  Naval  liospital,  Great  Lakes,  111.,  October  1,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Helene  Marie  Bidstrup,  R.  R.  1,  Remus,  Mich. 
BiEGEKT,  Robert  Brehm,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Buftalo,  N.  Y.,  April  29,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Fred  Henry  Biegert,  Girard,  Pa. 
BiELATOwicz,  John  William,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  October  16,  1916. 
Died :  U.  S.  S.  Joco6  Jones,  December  6,  1917. 
Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Uncle,  Anthony  Kuchta,  1118  South  Kenwood  Avenue,  Balti- 
more, Md. 
Bigger,  David  Watson,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Columbia,  S.  C,  November  8,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  December  13,  1917. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Ferrie  Bigger,  R.  R.  2,  York,  S.  C. 
Bigger,  Joseph  Albin,  plumber  and  fitter,  United  States  Naval  Reserve  Force. 
Enlisted :  San  Francisco,  Calif.,  December  13,  1917. 
Died :  Naval  hospital,  Mare  Island,  Calif.,  August  24,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin:  Wife,  Alice  Clare  Bigger,  700  Post  Street,  San  Francisco, 
Calif. 
Biggerstatf,  Alexander  Campbell,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  Albany,  N.  Y.,  June  7,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  12,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin:  Wife,  Jessie  Biggerstaff,  143  Barrett  Street,   Schenectady, 
N.  Y. 
Biggerstaff,  James  Hxjghbert,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  November  23,  1917. 
Died :  St.  Lukes  Hospital,  Chicago,  111.,  January  7,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Ed  Biggerstaff,  Pleasant  Hill,  Mo. 
Biggs,  Dewey,  blacksmith,  second  class,  United  States  Naval  Reserve  Force 
(A.). 
Enlisted :  Chicago,  111.,  May  31,  1918. 
Died:  Naval  air  station,  Treguier,  France,  October  4,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Clara  Biggs,  Rensselaer,  Ind. 
BiLDERBACK,  CHARLES  MiLLARD,  landsman  for  machinist's  mate   (A.),  United 
States  Naval  Reserve  Force. 
Enlisted :  Des  Moines,  Iowa,  June  26,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  15,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  Joseph  E.  Bilderback,  Adel,  Iowa. 

174483—20 8 
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BiLHEiMEE,  Newbebet  Samuel,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enlisted :  AUentown,  Pa.,  July  26,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Florence  B.  Bilheimer,  Easton,  Pa. 
BiLLHEiMEE,  GEORGE  RoBEET,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Richmond,  Va.,  June  6,  1918. 

Died :  U.  S.  S.  Mercy,  October  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Abram  Billheimer,  Keezletown,  Va. 
Billings,  Leslie  Edwin,  seaman.  United  States  Navy. 

Enlisted:  Hartford,  Conn.,  June  30,  1917. 

Died :  U.  S.  S.  Mercy,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Edwin  Henry  Billings,  West  Street,  Bristol,  Vt. 
BiNETXE,  Thomas  Joseph,  seaman,  United  States  Navy. 

Enlisted:  Portland,  Me.,  March  21,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Balzemlre  Binette,  35  State  Street,  Sanford,  Me. 
BiNHAOK,  Russell  Edwin,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind.,  June  6,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  8, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Hester  Binhack,  motor  route  A,  Princeton,  Ind. 
BiED,  Elmee,  baker,  first  class,  Fleet  Naval  Reserve. 

Enlisted:  Houston,  Tex.,  February  1,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  W.  B.  Bird,  Crystal  City,  Tex. 
BiED,  Fkank  Raymond,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  July  10,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Cleo  Cox  Bird,  821  Ford  Avenue,  Youngstown,  Ohio. 
Bieelet,  Foeeest  McKinley,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  June  3,  1918. 

Died :  U.  S.  S.  Rochester,  September  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Wade  G.  Bireley,  714  Covington  Avenue,  Piqua,  Ohio. 
BisBEE,  Claxtde  Leon,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  April  17,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  28,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mabel  Blsbee,  Canton,  Me. 
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BiscHE,  OscAB  John,  electrician,  third  class  (R.),  United  States  Naval  Reserve 
Force. 
Enlisted :  Indianapolis,  Ind.,  May  28,  1918. 
Died:  Naval  hospital,  Chelsea,  Mass.,  September  25,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Frances  Stratman,  St.  Anthony,  Ind. 
BisH,  Waltee  Benjamin,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  April  20,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  May  22,  1917. 
Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Uncle,  Stanley  Bish,  3176  Richmond  Street,  Philadelphia,  Pa. 
Bishop,  Radeb  Mh-ton,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Richmond,  Va.,  April  20,  1917. 
Died :    U.  S.  S.  Covington,  January  21,  1918. 
Cause:  Drowning. 

Next  of  kin :  Father,  Luther  G.  Bishop,  457  Fourteenth  Street  NW.,  Roa- 
noke, Va. 
Bibsell,  Nat  Haebt,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Detroit,  Mich.,  May  28,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Edith  Bissell,  Rural  Route  3,  Lakeview,  Mich. 
Bittnee,  Albebt,  fireman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Indianapolis,  Ind.,  May  8,  1918. 

Died:  Methodist  Episcopal  Hospital,  Brooklyn,  N.  Y.,  October  14,  1918. 
Cause :   Pneumonia,   broncho. 

Next  of  kin :  Wife,  Florence  D.  Blttner,  529  West  Abbott  Street,  Indianapo- 
lis, Ind. 
BiviNs,  Edwin  Lee,  yeoman,  first  class,  United  States  Navy. 
Enlisted:  Dallas,  Tex.,  February  10,  1917. 
Died:  Navy  base  hospital  5,  October  7,  1918. 
Cause :   Pneumonia. 

Next  of  kin :  Father,  W.  O.  Bivlns,  Bella,  Tex. 
Bisr.T,  Harry  Lee,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Salt  Lake  City,  Utah,  December  14,  1917. 
Died :  Naval  training  camp,  San  Diego,  Calif.,  March  29,  1918. 
Cause :    Pneumonia,   lobar. 

Next  of  kin :  Mother,  Laura  Bixby,  Sidney,  Nebr. 
Black,  John  Balmee,  gunner's  mate,  second  class.  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  December  15,  1914. 
Died:  H.  M.  S.  Leinster,  October  10,  1918. 
Cause:  Lost  when  vessel  was  simk. 

Next  of  kin :  Father,  Daniel  Black,  29  South  Seventh  Street,  Darby,  Pa. 
Black,  Leonard  William,  ship's  cook,  fourth  class.  United  States  Navy. 
Enlisted:  Columbia,  S.  C,  July  18,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  January  13,  1918. 
Cause :    Cerebrospinal   fever. 

Next  of  kin :  Mother,  Mrs.  J.  P.  Black,  Falmouth,  Va. 
BLACKBtTEN,  CoETEz  Maevin,  Seaman,  United  States  Navy. 
Enlisted:  St.  Louis,  Mo.,  June  28,  1917. 
Died :  Naval  station,  Great  Lakes,  111.,  February  20,  1918. 
Cause:    Pneumonia,   lobar. 
Next  of  kin :  Father,  Volley  Blackburn,  Rural  Route  4,  Miller,  Mo. 
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Blacker,  Waetek  Chesteb,  ship's  cook,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Omaha,  Nebr.,  April  17,  1918. 

Died:  Navy  rifle  range,  Camp  Logan,  III.,  October  1,  1918. 

Cause :    Broncho-pneumonia. 

Next  of  kin :  Mother,  Harriet  L.  Blacker,  Seward,  Nebr. 
Blaokfokd,  George  Claekncb,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Little  Rock,  Ark.,  April  16,  1917. 

Died :  Naval  hospital,  Nevi^  York,  N.  Y.,  November  30,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Nellie  Hill,  212  West  Street,  Lansing,  Mich. 
Elacki.edge,  Charles  Yanoet,  storekeeper,  first  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  May  4,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  A.  Blackledge,  Commerce,  Mo. 
Blain,  Allen  Mubl,  seaman,  second  class.  United  States  Naval  Reserve' Force. 

Enlisted :  Salt  Lake  City,  Utah,  July  20,  1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  October  20,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Wife,  Claretta  Margaret  Blain,  Spring  City,  Utah. 
Blaine,  Clyde  Chester,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  March  22,  1917. 

Died :  U.  S.  S.  San  Diego,  .July  19,  1918. 

Cause :  Lost  his  life  in  sinking  of  vessel. 

Next  of  kin :  Stepmother,  Bertha  Blaine,  Lomita,  Calif. 
Blair,  Andrew  Beibne,  Jr.,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  November  6,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  June  19,  1918. 

Cause:  Killed  in  seaplane  accident. 

Next  of  kin:  Mother,  Bertha  Small  Blair,  404  Franklin  Street,  Richmond, 
Va. 
Blair,  Charlie,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  31,  1918. 

Died:  Naval  hospital.  Naval  Base,  Va.,  October  29,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Jane  Blair,  Van  Lear,  Ky. 
Blair,  Clarence,  Leon,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  June  3,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Carrie  Amelia  Blair,  28  Avery  Court,  Laconia,  N.  H. 
"Blaie,  Frank  Perry,  fireman,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Los  Angeles,  Calif.,  June  4,  1918. 

Died :  U.  S.  S.  West  Gamho,  November  1,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Bertha  Blair,  Toltec,  Ariz. 
BLAHi,  Leb,  water  tender,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  February  5,  1915. 

Died:  U.  S.  S.  Barry,  February  26,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  William  C.  Blair,  6  Plum  Street,  Newark,  N.  J. 
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Blair,  Robekt  Windle,  seaman,  second  class,  United  States  Navy. 
Enlsted:  Kansas  City,  Mo.,  December  12,  1917. 
Died :  Naval  hospital.  New  York,  N.  Y.,  April  21,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Robert  F.  Blair,  Sabetha,  Kans. 
BLiKE,  Edwabd  Lee,  machinist's  mate,  first  class,  United  States  Navy. 
EnUsted:  Pittsburgh,  Pa.,  July  5,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  Member  of  crev?  on  missing  Cyclops. 

Next  of  kin:  Father,  William  J.  Blake,  1316  Marshall   Street,  Benwood, 
W.  Va. 
Blake,  Herbert  Elliott,   firemen,   third  class.   United   States  Naval  Reserve 
Force. 
Enlisted:  Boston,  Mass.,  May  22,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  September  25,  1918. 
Cause :  Broncho-pneumonia. 

Nest  of  kin :  Father,  Chase  S.  Blake,  Pike,  N.  H. 
Blakeley,  John  J.,  fireman,  third  class.  United  States  Naval  Reserve  Force. 
EnUsted:  Louisville,  Ky.,  July  25,  1918. 
Died:  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 

Next  of  km :  Mother,  Ambie  Zella  Blakeley,  Gracey,  Ky. 
Blancaploe,  Maximino,  mess  attendant,  first  class.  United  States  Navy. 
Enlisted:  Cavite,  P.  I.,  April  30,  1914. 

Died :  Naval  hospital.  Fort  Lyons,  Colo.,  February  27,  1918. 
Cause:  Tuberculosis,  chronic  pulmonary. 
Next  of  kin :  Brother,  Eusebio  Biray,  Tanza,  P.  I. 
Blank,  Ernest  William  Carl,  apprentice  seaman.  United  States  Naval  Re- 
serve Force. 
Enlisted:  Chicago,  111.,  August  3,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Herman  Blank,  Crystal  Lake,  111. 
Blank,  Herman  William,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 
Enlisted:  Milwaukee,  Wis.,  June  15,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 

Next  of  kin :  Sister,  Anna  Walsh,  346  Jackson  Street,  Milwaukee,  Wis. 
Blankenship,  Gentry'  Elmbe,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 
Enlisted:  St.  Louis,  Mo.,  June  24,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  November  5,  I9I8. 
Cause :  Influenza. 

Next  of  kin :  Father,  William  H.  Blankenship,  Couch,  Me. 
Blankenshlp,  Guenie,  seaman.  United  States  Navy. 
Enlisted:  Montgomery,  Ala.,  February  6,  1917. 
Died :  Naval  hospital.  Fort  Lyons,  Colo.,  April  10,  1918. 
Cause:  Tuberculosis,  chronic  pulmonary. 
Next  of  kin :  Father,  James  A.  Blankenship,  R.  R.  1,  Harpersville,  Ala. 
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Blankikship,  Asa  Max,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  February  1,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Caiise :  Lost  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  simk. 

Next  of  kin :  Mother,  Nannie  B.  Blankinshlp,  541  River  Street,  Hampton, 
Va. 
BtATi,  Chaeles  August,  landsman  for  carpenter's  mate  (A),  United  States  Navy. 

Enlisted  :  AUentown,  Pa.,  December  14, 1917. 

Died :  Naval  station,  Pensacola,  Fla.,  February  4,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  August  W.  Blau,  R.  F.  D.,  Port  Murray,  N.  J. 
Blemle,  John  Hekbekt,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  14,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Couse :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  John  Blemle,  3517  Comley  Street,  Philadelphia,  Pa. 
Blbsttlingeb,  Andbew  Eugean,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Peoria,  lU.,  July  12,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  10, 1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  Henry  Blentlinger,  B.  R.  3,  Liberty,  111. 

Blevins,  Otis  Raymond,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  October  16, 1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  16, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Daniel  Blevins,  FItche,  Kans. 
Blinn,  Cakl  Henet,  gunner's  mate,  second  class.  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  April  25,  1916. 

Died :  Naval  torpedo  station,  Newport,  R.  I.,  October  27, 1917. 

Cause :  Died  when  boat  capsized.. 

Next  of  kin :  Father,  William  Nouggle,  410  Eighteenth  Avenue,  North  Minne- 
apolis, Minn. 

Blissabd,  Leslie  Eael,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted  :  Meridian,  Miss.,  May  17,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  4, 1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Dea  Blissard,  Thorn,  Miss. 
Blix,  Eevin  Theodoee,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  3,  1917. 

Died  :  U.  S.  S.  Herman  Frasch,  October  4, 1918. 

Cause :  Lost  when  vessel  was  sunk  in  collision. 

Next  of  kin :  Mother,  Anna  Bllx,  Bagley,  Minn. 
Bloedel,  Leonaed  Heeman,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  May  1,  1917. 

Died :  U.  S.  S.  Savannah,  May  31,  1918. 

Cause :  Fractured  skull. 

Next  of  kin :  Mother,  Mary  Bloedel,  Sibley,  Iowa. 
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Bloodgood,  Nokman  Slocum,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  October  22, 1917. 
Died :  U.  S.  submarine  chaser,  190,  June  26, 1918. 
Cause :  Drowned. 

Next  of  kin :  Father,  Samuel  0.  Bloodgood,  101  Hech  Avenue,  Ocean  Grove, 
N.J. 
Bloom,  Chables  H.,  apprentice  seaman,  N.  N.  V. 
Enlisted:  Norwalk,  Conn.,  April  8,  1917. 
Died ;  Naval  hospital,  Portsmouth,  N.  H.,  April  28,  1917. 
Cause :  Cerebrospinal  meningitis. 
Next  of  kin :  Mary  Mathilda  Bloom,  Norwalk,  Conn. 
Blount,  Jobiah  C,  seaman.  United  States  Navy. 
EnUsted:  Dallas,  Tex.,  October  10,  1917. 
Died :  Navy  Base  Hospital  No.  5,  France,  Septen»ber  25,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Thomas  B.  Blount,  Norfolk,  Va. 
Blxtestein,  Ibwin  Jerome,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 
Enlisted :  Great  Lakes,  111.,  August  1,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  September  23,  1918. 
Cause :  Lobar  pneumonia. 

Next  of  kin :  Father,  Harry  Bleustein,  837  West  Fourteenth  Street,  Chicago, 
111. 
Blum,  Feux,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Great  Lakes,  111.,  May  14,  1918. 
Died :  Chicago,  111.,  September  26,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Abraham  Nathan  Blum,  3441  Grenshaw  Street,  Chi- 
cago, III. 
Blumenauee,  Fkedeeick  Henbt,  seaman,  second  class.  United  States  Naval 
Reserve  Force. 
Enlisted :  Brooklyn,  N.  Y.,  March  19,  1918. 
Died :  Naval  hospital,  New  York,  N.  Y.,  September  29,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Johanna  Blumenauer,  llA  MofEatt   Street,  Brook- 
lyn, N.  Y. 
Blt,  Eael,  water  tender.  United  States  Navy. 
Enlisted :  Binghamton,  N.  Y.,  June  6,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  July  20,  1917. 
Cause:  Head  crushed. 

Next  of  kin :  Mother,  Myrta  Bly,  Greene,  N.  Y. 
BoAEDMAN,  Gkaham  Hatch,  Seaman,  second  class.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  August  10,  1917. 
Died :  Norfolk,  Mass.,  February  3,  1918. 
Cause :  Endocarditis. 

Next  of  kin :  Father,  Claude  Boardman,  Avery  Street,  Norfolk,  Mass. 
BoATWKiGHT,  Eenest  Elmek,  Seaman,  second  class.  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  June  21,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause :  Influenza. 
Next  of  kin :  Mother,  Eloiza  Boatwright,  R.  8,  Des  Moines,  Iowa. 
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BoBBKowsKY,  WiLLiAM,  Seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Grand  Rapids,  Mich.,  July  14,  1917. 

Died :  U.  S.  A,  C.  T.  Ticonderoga,  September  30,  1918. 

Cause ;  Lost  Ms  life  in  sinking  of  vessel. 

Next  of  kin :   Mother,  Bertha  Bobekowsky,   352   Bumsey   Street,   Grand 
Rapids,  Mich. 
BoBO,  Raymond,  0reman,  third  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  13,  1917. 

Died :  Naval  hospital.  Mare  Island,  Calif.,  January  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Andrev?  Jackson  Bobo,  East  Auburn,  Calif. 
BoEKE,  John  Aethuk,  landsman  for  machinist's  mate  (A.),  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  July  29,  1918. 

Died :  Naval  hospital,  Pensacola,  Fla.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Carl  Boeke,  Blue  Earth,  Minn. 
BoEN,  Alvin  E.,  musician,  second  class.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  December  13,  1917. 

Died :  Naval  Station,  Great  Lakes,  111.,  January  27,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Margia  Boen,  Fergus  Falls,  Minn. 
BoESB,  John,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  October  20,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crevif  on  missing  Cyclops. 

Next  of  kin :  Sister,  Annie  Boese,  Duck  Creek,  Wis. 
BOEX,  Louis  Fkancis  Bokgia,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  August  8,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Louise  Boex,  1332  Sycamore  Street,  Cincinnati,  Ohio. 
BoHAN,  Edwakd  Aethtjb,  apprentice  seaman,  United   States  Naval   Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  July  23,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Patrick  Bohan,  200  East  One  hundred  and  fifteenth 
Street,  New  York,  N.  Y. 

BoHLiNG,  Dayton  W.  H.,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Newport,  R.  I.,  Jun6  4,  1918. 

Died :  Navy  Base  Hospital  No.  5,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sophie  Bohling,  West  Brook,  Conn. 
BoHNE,  Charles  Wolfeed,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  13,  1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  October  24,  1918. 

Cau.se:  Influenza. 

Next  of  kin :  Mother,  Helen  Bohne,  Cuero,  Tex. 
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BoHNE,  Jesse  James,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Houston,  Tex.,  March  26,  1917. 
Died:  Naval  hospital.  Great  Lakes,  111.,  April  16,  1917. 
Caure:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Fritz  Bohne,  21  West  Main  Street,  Cuero,  Tox. 
BoHNE,  Joseph  Lawkence,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Houston,  Tex.,  March  26,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  May  9,  1917. 
Cause:  Cerebrospinal  fever. 
Next  of  kin :  Father,  Fritz  Bohne,  Cuero,  Tex. 
BoHNSDAHL,  SiGUED  LEOPOLD,  apprentice  seaman,  Urited  States  Naval  Reserve 
Force. 
Enlisted:  Milwaukee,  Wis.,  August  1,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  5,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  John  Bohnsdahl,  Mosinee,  Wis. 
BoiSMENTjE,  Clyde  Walter,  apprentice  seaman,  United  States  Navy. 
Enlisted:  St.  Louis,  Mo.,  June  11,  1917. 
Died :  St.  Louis,  Mo.,  August  16,  1917. 
Cause:  Drowning. 

Next  of  kin :  Father,  Everett  Boismenue,  1631  Kansas  Avenue,  East  St. 
Louis,  Mo. 
BoiTscHA,  Edward  James,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted:  Des  Moines,  Iowa,  May  7,  1918. 
Died:  U.  S.  S.  Leonidas,  November  1,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Sister,  Mrs.  Hannah  Hesser,  West  Liberty,  Iowa. 
BoLDUc,  Henet  Theodore,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Burlington,  Vt.,  April  17,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  June  11,  1917. 
Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Grandfather,  Henry  Bolduc,  North  Maine  Street,  Rutland,  Vt. 
BoLGER,  James,  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  Boston,  Mass.,  March  23,  1917. 
Died :  U.  S.  S.  Shada,  December  14,  1917. 
Cause:  Drowning. 

Next  of  kin:  Father,  David  L.  Bolger,  35  Ash  Street,  Cambridge,  Mass. 
BoLLEN,  Peter  John,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Des  Moines,  Iowa,  May  21,  1918. 
Died :  No.  3  hospital,  Leigh,  Scotland,  November  2,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Martha  Bollen,  East  Dubuque,  111. 
BoLLiNG,   James  Elwood,  mess  attendant,  third  class,  United   States  Naval 
Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  April  1,  1918. 
Died :  Naval  hospital,  New  York,  N.  Y.,  September  22,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Georgia  Boiling,  Rodwell  Avenue,  Greenwich,  Conn. 
BoLsiNGEE,  Lloyd  Jabez,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  December  12,  1917. 
Died :  U.  S.  S.  Solace,  October  5,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Lydia  Bolslnger,  Buffalo  Center,  Iowa. 
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Bond,  Evebett  Jay,  Boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  Guaymas,  Mexico,  July  8,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  25,  1918. 

Cause:  Influenza. 

Next  of  Kin :  Mother,  Alice  Bond,  R.  F.  D.  1,  Galena,  Kans. 
Bond,  John  Peetm,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Nashville,  Tenn,  October  3,  1917. 

Died :  Naval  hospital,  Hanipton  Roads,  Va.,  February  21,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  Friday  Bond,  R.  F.  D.  1,  Raleigh,  Tenn. 
BoNEY,  Ltjcioxjs  Wimbric,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  August  8,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  November  11, 1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Emma  Line  Swinney  Boney,  616  South  Lee  Street, 
Fitzgerald,  Ga. 
BoNHAM,  Raymond  Andrew,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Naval  training  station.  Great  Lakes,  111.,  April  12,  1917. 

Died :  Receiving  ship,  Puget  Sound,  Wash.,  May  26, 1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Minnie  Bonham,  6011  Rhodes  Avenue,  Chicago,  IlL 
Boniface,  Thomas  Coknelius,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Salt  Lake  City,  Utah,  July  2,  1918. 

Died :  Naval  training  station,  Seattle,  Wash.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Walter  C.  Boniface,  118  Corcoran  Street,  Lewistown, 
Mont. 
Bonnoe,  Akthur  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force.  " 

Enlisted :  New  York  City,  January  25,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  J.  Bonnor,  478  East  One  hundred  and  eighty- 
seventh  Street,  care  of  Wood,  New  York  City,  N.  Y. 
Boohee,  Clabence  Baenes,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  November  19,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  December  29,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Ray  Booher,  Mount  Gilead,  Ohio. 
Book,  Claeence  Eugene,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  Jime  14,  1917. 

Died :  U.  S.  S.  Michigan,  January  15,  1918. 

Cause :  Skull  fractured. 

Next  of  kin :  Mother,  Ella  Book,  409  Galapago  Street,  Denver,  Colo. 
Booker,  Ohaeles  Heney,  junior  officer  cook,  United  States  Na\y. 

Enlisted:  Norfolk,  Va.,  February  29,  1916. 

Died :  Naval  hospital.  League  Island,  Pa.,  March  21,  1918. 

Cause:  Endocarditis,  acute. 

Next  of  kin :  Wife,  Mamie  Booker,  1016  Church  Street,  Norfolk  Va. 
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BooKEK,  OscAB  Ray,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  December  13,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  15,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  John  W.  Booker,  Hughes  Springs,  Tex. 
BooKOUT,  Floyd,  gunner's  mate,  third  class.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  7,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Hetty  Harrington,  Foreman,  Ark.. 
BooNE,  James  Eakl,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  March  29,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  8,  1917. 

Cause:  Chronic  pulmonary  tuberculosis. 

Next  of  kin :  Mrs.  Mary  A.  Boone,  2619  Huntington  Avenue,  Baltimore,  Md. 
BooNE,  ViNKLEY  GJXL,  quartermaster,  third  class,  listener.  United  States  Navy. 

Enlisted :  Meridian,  Miss.,  March  30,  1918. 

Died:  Submarine  chaser  136  (naval  hospital.  New  London,  Conn.),  October 
1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Mrs.  J.  E.  Hearn,  Washington  Street,  Vicksburg,  Miss. 
BooEMAN,  Sidney,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  19,  1917. 

Died :  Naval  hospital,  Nevsi)ort,  R.  I.,  May  19,  1917. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Annie  Boorman,  Waterville,  N.  Y. 
Booth,  Eugene  Richaed,  seaman.  United  States  Naval  Reserve  Force.. 

Enlisted :  Navy  Yard,  New  York,  N.  Y.,  November  20,  1917. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  March  15,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Mother,  Catherine  B.  Booth,  256  Woodworth  Avenue,  Yonkers, 
N.  Y. 
Booze,  Emmett  Godwin,  fireman,  third  class,  United  States  Navy. 

EnUsted:  Detroit,  Mich.,  July  28,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  M.  Booze,  Springwood,  Va. 
BoEOTTGH,  FoED  WiLixAM,  landsman  for  electrician  (R.),  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  December  8,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  March  23,  1918. 

Cause:  Diphtheria. 

Next  of  kin:  Mother,  Mrs.  Alzadie  Borough,  1828  South  Michigan  Street, 
South  Bend,  Ind. 
BoBBADAiLE,  SAMUEL  Waltee,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 
Enlisted:  Cincinnati,  Ohio,  August  5,  1918. 
Died:  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 
Cause :  Influenza. 
Next  of  kin :  Wife,  Lena  Borradaile,  Liberty,  Ind. 
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BoEEELL,  Leonabd  PASCAL,  cliief  electrician  (G),  United  States  Naval  Keserre 
Force. 

Enlisted:  Newark,  N.  J.,  April  20,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mabel  Healy  Borrell,  10  Carroll  Street,  Bast  Orange, 
N.  J. 
BosB,  Heeman,  quartermaster,  second  class  (A.),  United  States  Navy. 

Enlisted '.  New  York,  N.  Y.,  April  9,  1917. 

Died :  Naval  aeronautic  station,  Pensacola,  Fla.,  November  23,  1917. 

Cause :  Drowned  in  seaplane  accident. 

Next  of  kin :  Father,  Herman  Hose,  23  East  Eighty-eighth   Street,  New 
York,  N.  Y. 
BosHBE,  Reginald  St.  Clare,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Richmond,  Va.,  July  16,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next   of  kin:  Father,   William   T.   Bosher,   922   North  Twentieth   Street, 
Richmond,  Va. 
BosLEY,  Clarence  E.,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  April  13,  1917. 

Died:  Navy  Yard,  Philadelphia,  Pa.,  April  26,  1917. 

Cause :  Drowning. 

Next  of  kin :  Alice  Bosley,  2300  Oak  Street,  Baltimcie,  Md. 
BOTELEK,  WiLBEE  H.,  Carpenter's  mate,  first  class,  N.  N.  V. 

Enlisted:  Washington,  D.  C,  April  7,  1917. 

Died :  Naval  air  station.  Bay  Shore,  N.  Y.,  November  3,  1917. 

Cause :  Pluerisy,  serofibrinous. 

Next    if  kin:  Mother,   Mrs.   W.   C.   Boteler,   37   Girard   Street,   Washing- 
ton, D.  C. 
Bouquet,  Arthur  Edward,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  June  15,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  15,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Josephine  Bouquet,  79  McArthur  Street,  Pitts- 
field,  Mass. 
BoLTiKB,  Charles  Edward,  water  tender.  United  States  Navy. 

Enlisted:  Receii^ing  ship.  New  York,  N.  Y.,  September  21,  1914. 

Died:  Queenstown,  Ireland,  January  19,  1918. 

Cause:  Died  in  fire  on  board  U.  S.  S.  Bwrows. 

Next    of   kin:  Mother,    Mrs.    Georgeana   Bourke,    118   Canterbury    Street, 
Worcester,  Mass. 
Boutin,  Alonzo  Theodore,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted:  Washington,  D.  C,  April  11,  1918. 

Died :  Naval  proving  grounds,  Indlanhead,  Md.,  October  27,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Christine  Boutin,  Bayfield,  Wis. 
Bowab,  Charles  Theodore,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  July  20,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  Bowar,  Reliance,  S.  Dak. 
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BowDEN,  Garland  Edward,  sea  nan,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Parkersburg,  W.  Va.,  June  12,  1918. 
Died:  Naval  hospital,  Hampton  Roads,  Va.,  September  28,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Edward  S.  Bowden,  Santifee,  W.  Va. 
BowDEN,  Joseph  Patkick,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Brooklyn,  N.  Y.,  May  9,  1917. 
Died :  U.  S.  S.  Covington,  July  1,  1918. 
Cause:  Died  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Helen  Bowden,  33  Mountain  Lakes,  N.  J. 
Bowie,  Golden,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Cincinnati,  Ohio,  June  4,  1918. 

Died :  Kingston  A.venue  Hospital,  Brooklyn,  N.  Y.,  October  29,  1918. 
Cause :  Influenza,  pneumonia. 

Next  of  kin :  Father,  Jacob  L.  Bowie,  Worthville,  Ky. 
BowKER,  Abthxje  WiLLLiM,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Binghamton,  N.  Y.,  April  26,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  May  28,  1917. 
Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  William  H.  Bowker,  South  Kortnight,  N.  Y. 
BowLiNO,  Robert  Walter,  landsman  for  electrician  (R.),  United  States  Naval 
Reserve  Force. 
Enlisted :  Louisville,  Ky.,  May  2,  1918. 
Died  :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Fannie  Burch  Bowling,  New  Hope,  Ky. 
Bowman,  Archibald  Leo,  electrician,  third  class   (G.),  United  States  Naval 
Reserve  Force. 
Enlisted :  Minneapolis,  Minn.,  May  14,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  March  9,  1918. 
Cause :  Pleurisy,  acute  fibrinous. 

Next  of  kin :  Father,  Isaac  Bowman,  Merriam  Park,  R.  F.  D.  3,  St.  Paul, 
Minn. 
Bowser,  James  Monroe,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Mare  Island,  Calif.,  April  25,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  December  3,  1917. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Bowser,  308  Miller  Avenue,  South  San  Fran- 
cisco, Calif. 
Botce,  Haert  Leslie,  chief  water  tender.  United  States  Navy. 
Enlisted :  Corinto,  Nlcaraugua,  October  14,  1916. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Hannah  Boyce,  64  Emery  Street,  Attleboro,  Mass. 
BoYCE,  Howard  Charles,  seaman.  United  States  Naval  Reserve  Force  (general 
court-martial  prisoner). 
Enlisted :  New  York,  N.  Y.,  May  28,  1917. 
Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  2,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Grandmother,  Mary  E.  Peterson,  1616  North  Sixty-first  Street, 
Philadelphia,  Pa. 
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BoYCE,  Weslet  Phuep,  oiler,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  July  26,  1917. 

Died:  Army  Base  Hospital  No.  101,  St.  Nazalre,  France,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Josephine  Boyce,  518  Rock  Street,  Little  Hock, 
Ark. 
Boyd,  Elmee  Pkancis,  printer,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Washington,  D.  C,  May  23,  1918. 

Died:  Washington,  D.  C,  October  16,  1918. 

Cause:  Pneumonia,  following  influenza. 

Next  of  kin :  Father,  Charles  Allen  Bell  Boyd,  sr.,  806  D  Street  SE.,  Wash- 
ington, D.  C. 
Boyd,  John  David,  jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Salt  Lake  City,  Utah,  April  11,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  April  4,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Mrs.  Hannah  Boyd,  Provo,  Utah. 
Boyd,  Richaed,  mess  attendant,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Wilmington,  N.  C,  May  29,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Beatrice  Boyd,  515  North  Ninth  Street,  Wilming- 
ton, N.  C. 
BoYEK,  Geokoe  Albebt,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  17,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  10,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Hattie  L.  Boyer,  Farmington,  Minn. 
BoYEB,  Howaed   S.,  chief  quartermaster    (A.),  United   States   Nsival   Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  June  13,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sarah  Boyer,  935  West  State  Street,  Trenton.  X.  J. 
BoYES,  Joseph  Raymond,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  November  25,  1916. 

Died :  Naval  hospital,  Charleston,  S.  C,  November  3,  1917. 

Cause :  Intracranial  injury. 

Next  of  kin:  Father,  Joseph  Boyes,  577  Harris  Avenue,  Providence.  R.  I. 
BoYESON,  Charles  Edwabd,  landsman  for  electrician  (R.),  United  States  Xavy. 

Enlisted  :  New  York,  N.  Y.,  April  16,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  26,  1917. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Herbert  Boyeson,  Fire  Island,  N.  Y. 
BoYKiN,  Arthue  Vestee,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  January  9,  1917. 

Died:  U.  S.  S.  Bath,  April  15,  1918.     ' 

Cause:  Pneumonia,  lobar. 

Next  of  Idn:  Sister,  Bujt  Jack  Dnbbs,  201  Woodward  Avenue,  Brighton, 
Ala. 
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BoYLAN,  Thomas  Michael,  gunner's  mate,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  September  22,  1915. 
Died :  U.  S.  S.  Melville,  April  21,  1918. 
Cause:  Bright's  disease. 

Next  of  kin :  Father,  John  Boylan,  342  East  Thirty-ninth  Street,  New  York, 
N.  Y. 
BoYUE,  John  Jaues,  Jr.,  boatswain's  mate,  second  class.  United  States  Naval 
Reserve  Force. 
Enlisted:  Philadelphia,  Pa.,  November  6,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  27,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  J.  J.  Boyle,  2508  Fairmont  Avenue,  Philadelphia,  Pa. 
B0TI.E,  John  Joseph,  chief  water  tender.  United  States  Navy. 
Enlisted:  Newport,  R.  I.,  February  17,  1917. 
Died :  Naval  hospital.  Maiden,  Mass.,  December  6,  1917. 
Cause:  Acute  cardiac. 

Next  of  kin :  Daughter,  Mrs.  James  Flanagan,  51  Wigglesworth  Street, 
Maiden,  Mass. 
BoTij;,  Patrick,  chief  water  tender.  United  States  Navy. 
Enlisted :  Mare  Island,  Calif.,  November  9,  1910. 
Died :  Naval  hospital.  Mare  Island,  Calif.,  September  11,  1918. 
Cause:  Carcinoma,  jaw. 

Next  of  kin  :  Niece,  Mary  McCarron,  Glasgow,  Scotland. 
B0Y1.E,  Peteb  Francis,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 
Enlisted :  Chicago,  111.,  June  23,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  P.  F.  Boyle,  1309  Columbia  Street,  Ottawa,  111. 
BoTXE,  Peteb  J.,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Newport,  R.  I.,  March  11,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  April  5,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  Boyle,  Rlverpoint,  B.  I. 
Beabbndek,  Adolph  Michael,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 
Enlisted:  Minneapolis,  Minn.,  May  18,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  September  19,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Brabender,  Adrian,  Minn. 
Beadley,  Abthue  Leavenwoeth,  pharmacist's  mate,  third  class.  United  States 
Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  June  19,  1917. 

Died:   Navy  Base  Hospital  No.   1,   Foreign   Service,   August  23,   1918. 
Cause:  Pneumonia. 

Next  of  kin:  Father,  Ernest  C.  Bradley,  92  Burton  Avenue,  Hasbrouck 
Heights,  N.  J. 
Beadley,  Feank,  chief  electrician.  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  October  12,  1916. 
Died :  Naval  Base  Hospital  No.  5,  October  21, 1918. 
Cause:  Pneumonia. 
Next  of  kin :  Father,  Jepths  R.  Bradley,  McAlester,  Okla. 
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Bkadley,  George  Fkedebick,  painter,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  March  4, 1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  Isabelle  Bradley,  64  Collingswood  Street,  San 
Francisco,  Calif. 
Beadley,  George  Younger,  Sr.,  hospital  apprentice,  first  class.  United  States 
Navy. 

Enlisted :  Richmond,  Va.,  July  5,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  30,  1918. 

Cause :  Diphtheria. 

Next  of  kin :  Father,  George  Y.  Bradley,  3023  Hanover  Avenue,  Richmond, 
Va. 
Bradley,  Maxjbice  Vincent,  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  July  12,  1918. 

Died :  Home,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  M.  Bradley,  827  McKnight  Building,  Minne- 
apolis, Minn. 
Bbadshaw,  Philip  Chappell,  boatswain's  mate,  second  class,  United  States 
Navy. 

Enlisted :  Richmond,  Va.,  December  2,  1914. 

Died :  U.  S.  S.  Mercy,  October  4,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Father,  John  L.  Bradshaw,  Alton,  Va. 
Brady,  Aethue  Thomas,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  March  6,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  13,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Thomas  Brady,  2459  Burgundy  Street,  New  Orleans,  La. 
Brady,  Claib  Alden,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Pittsburgh,  Pa.,  August  23,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Michael  A.  Brady,  Youngsville,  Pa. 
Brady,  Edwin  Campbell,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  24,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Etta  M.  Brady,  131  Norwood  Avenue,  Kirkwood,  Ga. 
Brady,  Feank  Joseph,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  November  28,  1917. 

Died :  Clarendon  Hotel,  Brooklyn,  N.  Y.,  June  9,  1918. 

Cause:  Suicide. 

Next   of  kin:  Father,   James   Brady,   1320   South   Fifteenth    Street,    St. 
Joseph,  Mo. 

Beagg,  Victor  Jesse,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted:  Detroit,  Mich.,  July  6,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  13,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Ella  Bragg,  R.  F.  D.  4,  Adrian,  Mich. 
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Bbahotski,  Edwakd,  pharmacist's  mate,  third  class,  tJnlted  States  Navy. 
Enlisted:  Scranton,  Pa.,  May  2,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  March  13,  1918. 
Cause:  Tuberculosis. 

Next  of  kin:  Father,  Eugene  Brahotskl,  1314  Prospect  Avenue,   Scran- 
ton, Pa. 
BsAiTSCH,  Frederick  Joseph,  seaman,  United  States  Navy. 
Enlisted :  Newark,  N.  J.,  April  23,  1917. 
Died:  Naval  hospital,  Portsmouth,  Va.,  April  21,  1918. 
Cause:  Tuberculosis. 

Next  of  kin:  Father,  Anthony  Braltsch,  156  Sussex  Street,  Jersey  City, 
N.  J. 
Bbakb,  AtFBED  W.,  landsman  for  electrician  (R.),  United  States  Naval  Reserve 
Force. 
Enlisted :  Detroit,  Mich.,  October  16,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  February  17,  1918. 
Cause :. Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lydla  Anna  Brake,  R.  R.  1,  Bradley,  Mich. 
Bkammaix.,  John  Thomas,  Jr.,  chief  water  tender.  United  States  Navy. 
Enlisted:  Newport,  R.  I.,  September  10,  1914. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause:  Killed  In  action  with  enemy  submarine. 

Next  of  kin :  Wife,  Jessie  Brammall,  80  Washington  Street,  Newport,  R.  I. 
Bbandon,  Roy  Adley,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Minneapolis,  Minn.,  July  14,  1917. 
Died :  Naval  hospital.  Great  Lakes,  111.,  December  18,  1917. 
Cause:  Cerebro.splnal  fever. 

Next  of  kin :  Mother,  Artie  Brandon,  Meridian,  Okla. 
Beandow,  Edward,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Hartford,  Conn.,  June  6,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  October  13,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  Edward  Brandow,  17  Laurel  Street,  New  Britain, 
Conn. 
Brandt,  Ira  Clayton,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  July  3,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  October  27,  1917. 
Cause:  Ulcer  of  stomach. 

Next  of  kin :  Father,  Gustaf  A.  Brandt,  Salina,  Utah. 
Brandt,  John  Herman,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Detroit,  Mich.,  June  24,  1918. 
Died:  Naval  hospital.  Great  Lakes,  111.,  October  2,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Melia  Brandt,  Snover,  Mich. 
Brandt,  Waiter  Ries,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 
Enlisted :  Great  Lakes,  111.,  November  17,  1917. 
Died :  Receiving  ship.  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Pneumona,  broncho. 
Next  of  kin :  Laura  Brandt,  1309  Winona  Avenue,  Chicago,  111. 
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Bbandt,  William  Clark,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  April  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crevc  on  missing  Cyclops. 

Next  of  kin:  Father,  E.  C.  Brandt,  R.  F.  D.  3,  South  Prospect  Street, 
Ravenna,  Ohio. 
Bbaknan,  Abthuk  Ross,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  9,  1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Lenora  Jeane  Langford,  Brownwdgd,  Tex. 
Bbannioan,  James,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  May  29,  191G. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Mary  Hecker,  245  lolite  Avenue,  Johnstown,  Pa. 
Bbannon,  Claea  B.,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Little  Rock,  Ark.,  June  6,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Elizabeth  E.  Brannon,  675  South  Street,  Batesville,  Ark. 
Bbanijion,  Geobge  Raymond,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  May  14,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  September  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  Brannon,  Dickinson,  N.  Dak. 
Bbanson,  Bascomb  Newton,  coxswain,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  May  2,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  John  Lewis  Branson,  Whistler,  Ala. 
Bbantlet,  Lewis  Pbanklin,  electrician,  second  class.  United   States  Naval 
Reserve  Force. 

Enlisted :  St.  Petersburg,  Fla.,  March  13, 19i7. 

Died :  Marine  hospital,  Stapleton,  Staten  Island,  N.  T.,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Bun  Brantley,  534  Fifth  Street  north,  St.  Petersburg, 
Fla. 

Bkanum,  Albeet  Lawson,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted:  Birmingham,  Ala.,  June  4,  1918. 

Died :  U.  S.  S.  Nebraska,  September  21,  1918. 

dause:  Influenza. 

Next  of  kin :  Father,  Offie  Branum,  New  Hope,  Ala. 
Beatt,  Eabl  McKinley,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  14,  1017. 

Died :  Naval  hospital.  Great  Lakes,  111.,  December  18,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mrs.  Mary  Bratt,  South  Park,  Minn. 
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Bbaunworth,  Charles,  seaman,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  November  22,  1917. 

Died:  Naval  air  station,  Moutclilc,  France,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Albert  Braunworth,  76  Zeidler  Avenue,  Maspeth,  Long 
Island,  N.  Y. 
BBAwroBD,  John  William,  yeoman,  second  class.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  5,  1917. 

Died :  Navy  collier  Ci/clops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  Brawford,  EsthervlUe,  Iowa. 
Bbat,  Edwabd  Fbank,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  September  18,  1916. 

Died :  U.  S.  S.  Shaw,  October  9,  1918. 

Cause :  Lost  his  life  when  vessel  collided  with  other  vessel. 

Next  of  kin:  Grandmother,  Frances  Jane  Bray,  114  Seldon  Avenue,  De- 
troit, Mich. 
Beazeale,   Guy   Richaed,    apprentice   seaman,    United    States   Naval   Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  July  27,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  Brazeale,  R.  P.  D.  3,  box  66,  Ozark,  Mo. 

Bbazel,  John  Fbancis,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Omaha,  Nebr.,  April  11,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  July  22,  1917. 
Cause:  Meningitis,  cerebrospinal. 
Next  of  kin :  Mother,  Bell  Brazel,  Sioux  Rapids,  Iowa. 
Bbazieb,  Cliffobd  Claek,  quartermaster,  third  class.  United  States  Naval  Re- 
serve Force. 
Enlisted :  Rockland,  Me.,  November  23,  1917. 
Died:  Knox  County  Hospital,  Rockland,  Me.,  October  12,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother.  Olive  HofEses  Brazier,  Thomaston,  Me. 
Bbeakey,  Hectob  Monroe,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Bellingham,  Wash.,  July  15,  1918. 
Died :  Naval  training  camp,  Seattle,  Wash.,  October  8,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Father,  J.  Abner  Breakey,  R.  F.  D.  2,  Bellingham,  Wash. 

Beeaeey,  Richaed  Joseph,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  March  8,  1917. 

Died :  Receiving  ship.  New  York,  N.  Y.,  June  29,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  EUzabeth  Brearey,  197  West  Dauphin  Street,  Phila- 
delphia, Pa. 
BBEck,  Fbancis  Peatt,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  September  7,  1917, 

Died :  Naval  hospital,  Newport,  R.  I.,  November  6,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Samuel  Breck,  238  Newbury  Street,  Boston,  Mass. 
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Bbeece,  Orval  EtMEB,  Seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  July  11,  1918. 

Died :  U.  S.  S.  Los  Angeles,  September  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Breece,  R.  R.  1,  box  61,  Cicero,  Ind. 
Bbeedlove,  Jesse  Mack,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Norfolk,  Va.,  January  7,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  in  sinking  of  U.  S.  A.  C.  T.  Ticonderoga. 

Next  of  kin :  Sister,  Mrs.  Cashtl  Craft,  1344  Forty-third  Street,  Norfolk,  Va. 
Bbeeze,  Henry,  ship's  cook,  fourth  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  III.,  March  29,  1918. 

Died :  Naval  ho.spital.  League  Island,  Pa.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Oscar  Breeze,  Walnut  Hill,  111. 
Bbehm,  Ralph  Emerson,  pharmacist's  mate,  first  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  April  12,  1917. 

Died :  Navy  R.  R.  Battery  No.  1,  October  25,  1918. 

Cause:  Influenza  and  lobar  pneumonia. 

Next  of  kin :  Mother,  Annie  A.  Brelim,  278  Bridge  Street,  Harrisburg,  Pa. 
BREisFORD,  Charley  Frank,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Houston,  Tex.,  July  9,  1918. 

Died :  Naval  training  camp,  Mare  Island,  Calif.,  October  10,  1918. 

Cause:  Influenza. 
.    Next  of  kin :  Father,  Richard  W.  Brelsford,  Nixon,  Tex. 
Breneman,  Wallas  Slater,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  15,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  March  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Liddle  Breneman,  Tullahoma,  Tenn. 
Bbenizeb,  Clarence  Bruce,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  May  4,  1918. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mae  Ferguson  Brenizer,  5924  Cobbs  Creek  Parkway, 
Philadelphia,  Pa. 
Brennan,  John,  shipfitter,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  18,  1917. 

Next  of  kin :  Mother,  Mella  Brandt,  Snover,  Mich. 

Died :  Receiving  ship.  New  York,  N.  Y.,  October  16, 1917. 

Cause :  Killed  by  falling  from  window. 

Next  of  kin:  Sister,  Mrs.  Nellie  Kane,  328  West  Eleventh  Street,  New 
York,  N.  Y. 
Brennan,  John  Frances  Xavieb  Robert,  apprentice  seaman.  United  States 
Navy. 

Enlisted :  Washington,  D.  C,  July  29, 1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Ellen  Brennan,  3530  Eighteenth  Street  NW., 
Washington,  D.  C. 
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Bbennan,  John  Henby,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  Yorlj,  N.  Y.,  December  21,  1917. 
Died :  Naval  hospital,  Pliiladelphia,  Pa.,  February  S,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Helen  Brennan,  1029  Sixth  Avenue,  Troy,  N.  Y. 
Bbennan,  Patkich  Christophek,  landsman  for  machinist's  mate  (A),  United 
States  Naval  Reserve  Force. 
Enlisted :  Buffalo,  N.  Y.,  June  6,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  July  14,  1918. 
Cause:  Killed  in  accident 

Next  of  kin :  Mother,  Mary  Brennan,  13  Crescent  Place,  Lackawanna,  N.  Y. 
Bbennan,  Wiluam  Joseth,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 
EnUsted :  Newark,  N.  J.,  June  4,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  29, 1918. 
Cause:  Penumonia. 

Next  of  kin :  Mother,  Margaret  Brennan,  639  Madison  Street,  West  New 
York,  N.  Y. 
Bbennan,  William  Joseph,  quartermaster,  second  class,  United  States  Navy. 
Enlisted :  Wilkes-Barre,  Pa.,  December  11,  1917. 
Died :  Naval  hospital,  naval  base,  Virginia,  September  29, 1918. 
Cause:  Pneumonia,  lobar. 

Next   of   kin:    Mother,    Sarrah   Brennan,   18   Alexander    Street,   Wilkes- 
Barre,  Pa. 
Bkenneman,  Howabd  Benjamin,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  June  6,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  20,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin:  Uncle,  Lawrence  Jacob  Brenneman,  390  Nineteenth  Avenue, 
Brooklyn,  N.  Y. 
Bbenneb,  Felix  Ekwin,  machinist's  mnte,  second  class.  United  States  Navy. 
Enlisted :  Detroit,  Mich.,  June  4,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Lena  Brenner,  625  North  Colony  Street,  Meridian, 
Conn. 
Bbest-in,  Geobge  Roswell,  seaman,  second  class.  United  States  Navy. 
Enlisted  :  Newark,  N.  J.,  June  7,  1918. 
Died :  U.  S.  S.  Los  Angeles,  September  21,  1918. 
Cause:  Pneumonia. 
Next  of  kin  :  Father,  James  Breslin,  239  Fifteenth  Street,  Jersey  City,  N.  J. 

Bbesnahan,  Daniel,  engineman,  first  class.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  January  16,  1917. 

Died :  St  Elizabeths  Hospital,  AVashlngton,  D.  C,  November  3,  1918. 

Cause:  Psychosis,  due  to  organic  brain  disease. 

Next  of  kin  :  Sister,  Helen  Nellgan,  South  Plymouth,  Mass. 
Bbetz,  Hxtbebt  Hetzleb,  landsman  for  electrician  (R.),  United  States  Naval 
Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  May  16, 1918. 

Died :  West  Suburban  Hospital,  Oak  Park,  111.,  November  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  H.  Bretz,  504  West  Main  Street,  Celina,  Ohio. 
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Beeuningee,  William,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  May  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  August  4, 1917. 

Cause :  Bronclio-pneumonia. 

Next  of  kin :  Father,  John  Breuninger,  Cross  River,  N.  Y. 
Beew,  Thomas  William,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  April  20,  1918. 

Died:  Seattle,  Wash.,  July  4,  1918. 

Cause :  CarboUc-acid  poisoning. 

Next  of  kin:  Mother,  Katherine  Manley  Brew,  3T27  Prospect  Avenue,  Kan- 
sas City,  Mo. 
Bkewek,  Alexandeb  Leland,  apprentice  seaman.  United  States  Naval  Reserve 

Force. 

Enlisted :  Philadelphia,  Pa.,  July  6, 1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28, 1918. 

Cause  of  death :  Influenza. 

Next  of  kin :  Mother,  Clara  W.  Brewer,  2131  Jefferson  Avenue,  Ogden,  Uteh. 
Bbewee,  Chaeles  Joseph,  landsman  for  electrician.  United  States  Navy. 

Enlisted :  Washington,  D.  C,  August  8,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  William  Brewer,  1332  Union  Street  SW.,  Wash- 
ington, D.  C. 
Bkewer,  Edward  Elias,  gunner's  mate,  second  class.  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  August  15,  1016. 

Died:  U.  S.  S.  Manley,  March  10,  1918. 

Cause :  Due  to  explosion  on  board. 

Next  of  kin  :  Aunt,  Delia  Holladay,  Lynchburg,  Ohio. 
Bbewek,  George  B.,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  September  14,  1010. 

Died :  New  York,  N.  Y.,  October  4,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin  :  Father,  John  M.  Brewer,  Sellgraan,  Mo. 
Brewer,  Rolland  Allison,  fireman,  third  class,  United  States  Naval  Resarve 
Force. 

Enlisted:  Chicago,  111.,  July  3,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Grandmother,  Ethel  Herring,  San  Diego,  Calif. 
Brewster,  Albert  Austin,  seaman.  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  March  27,  1017. 

Died :  L'Orient,  France,  naval  hospital,  September  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  Brewster,  142  View  Street,  New  Haven,  Conn. 
Brewster,  Walter  James,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  June  24,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Annie  Eva  Brewster,  110  Foster  Street,  Brockton, 
Mass. 
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Bbeyek,  Carl  Wituam,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Cleveland,  Ohio,  May  21,  1017. 
Died:  Naval  hospital.  New  York,  N.  Y.,  March  17,  1918. 
Cause:  Pleurisy. 

Next  of  kin :  Fatter,  P.  Breyer,  3185  West  Thirty-first  Street  SW.,  Cleve- 
land, Ohio. 
Bbickell,  Howajrd  Austin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Buffalo,  N.  Y.,  May  8,  1018. 
Died:  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 
Cause:  Influenza. 

Next  of  l;in:  Mother,  Margaret  Janes  Ellsworth,  124  We.st  Tenth  Street, 
Jamestown,  N.  Y. 
Bbickley,  Joseph  Geoege,  chief  electrician  (R.),  pnited  States  Naval  Reserve 
Force. 
Enlisted:  Philadelphia,  Pa.,  January  16,  1918. 
Died:  Philadelphia,  Pa.,  November  3,  1918. 
Cause:  Lobar  pneumonia. 

Next  of  kin:   Wife,    Lucy    L.     Brickley,     6220     Addison     Street,     Phila- 
delphia, Pa. 
Bbicko,  Raymond  Matthew,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Milwaukee,  Wis.,  July  19,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Josephine  Bricko,  R.  F.  D.  1,  Eland,  Wis. 
Bbidges,  Eael  Hampton,  seaman,  second  class,  United  States  Navy. 
Enlisted :  El  Paso,  Tex.,  January  19,  1917. 
Died:  Naval  hospital,  Portsmouth,  N.  H.,  March  20,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mamie  Bridges,  Pleasant  Hill,  La. 
BBrocEs.  Jesse  William,  carpenters'  mate,  second  class.  United  States  Navy. 
Enlisted:  Kansas  City,  Mo.,  April  5,  1918. 
Died:  Quebec,  Canada,  September  25,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  James  P.  Bridges,  Tonganoxie,  Kans. 
Bbidges,  Joseph  Chaeles,  landsman  for  electrician  (R.),  United  States  Naval 
Reserve  Force. 
Enlisted :  St.  Louis,  Mo.,  June  3,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin:   Mother,   Mary  Elizabeth   Bridges,   3840  Page   Avenue,   St 
Louis,  Mo. 
Bbiegee,  John  Fbank,  seaman.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  February  11,  1916. 
Died:  Naval  hospital.  Fort  Lyon,  Colo.,  November  20,  1917. 
Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  Arthur  Brieger,  C20  East  Ninth  Street,  New  York,  N.  Y. 
Beiggs,  Augustus  Oemleb,  machinist's  mate,  first  class,  United  States  Navy. 
Enlisted :  Savannah,  Ga.,  April  16,  1917. 
Died :  Naval  hospital.  Key  West,  Fla.,  Ocljober  28, 1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Ella  Jane  Brlggs.  Kellar,  Ga. 
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Bbioos,  Rotha  Bkown,  apprentice  seaman,  United  States  Naval  Reserve  Force 

Enlisted :  Raleigh,  N.  C,  July  18, 1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  George  A.  Briggs,  R.  F.  D.  2,  Fletcher,  N.  C. 
Bbill,  Benjamin  John,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  July  13,  1918. 
'     Died :  Naval  hospital.  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Frances  Evans  Brill,  112  Wilson  Street,  Joliet,  111. 

Brill,  William  Pei-er,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Milwaukee,  Wis.,  July  10,  1918. 
Died :  Naval  hospital,  Great  Lakes,  Hi.,  September  21,  1918. 
Cause:  Influenza. 
Next  of  kin:  Father,  William 3rill,  1091  Spencer  Street,  Appleton,  Wis. 

Beinghubst,  Edwin  Joseph;  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  April  25, 1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  23,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Edward  Bringhurst,  Esslngton,  Pa. 
Bbinton,  Calehs  Bolivar,  apprentice  seaman.  United  States  'S&vy. 

Enlisted  :  Salt  Lake  City,  Utah,  October  26,  1917. 

D!e<l :  Naval  training  camp,  San  Diego,  Calif.,  March-  4,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Frank  David  Brinton,  R.  P.  D.  4,  Murray,  Utah. 
Bbinton,  Roy  John,  landsman  for  quartermaster  (A.),  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  March  22,  1918. 

Died  :  Naval  hospital,  naval  base,  Virginia,  October  9, 1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  James  Brinton,  14  Schanek  Avenue,  Pen  Argyl,  Pa. 
Brisk,  William  Fbank,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Portland,  Me.,  June  14,  1918. 

Died :  Naval  hospital,  Springfield,  Mass.,  September  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rachel  Brisk.  16  Fremont  Street,  Gardiner,  Me. 
Beiblin.  Timothy  Charles,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  Brislin,  Box  43,  Dougherty,  Iowa. 
Bbisteb,  Robert  Fitch,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  August  6.  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Florence  Chatterton  Brister,  4736  Hazel  Avenne, 
Philadelphia,  Pa. 
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Bbistow,  Asthtjb  Eateix,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Brooklyn,  N.  Y.,  January  22,  1918. 
Died :  Naval  hospital,  Pelham  Bay  Part,  N.  Y.,  June  15,  1918. 
Cause:  Tuberculosis,  acute  pulmonary  miliary. 

Next  of  kind :  Mother,  Jane  R.  Bristow,  2105  Beverly  Road,  Brooklyn,  N.  Y. 
Bbitt,  Geokge,  landsman  for  quartermaster  (A),  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  December  12,  1917. 
Died :  Naval  air  station,  Eastleigh,  England,  October  5,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Barbara  Britt,  Renwick,  Iowa. 
Bbttt,  William  Joseph,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Forca 
Enlisted :  Great  Lakes,  111.,  June  24,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 
Cause:  Influenza. 

Nest  of  kin :  Mother,  Hannah  Britt,  Delhi,  Iowa. 
Bbock,  Emlon  Jefferson,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 
Enlisted :  Birmingham,  Ala.,  May  7,  1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  6,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  Jefferson  Brock,  Gracevllle,  Fla. 
Bboce,  Mabsdon,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Norfolk,  Va.,  June  11, 1918. 

Diefl :  Naval  base,  naval  hospital,  Virginia,  October  25,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Estana  Brock,  Mount  Olive,  N.  C. 
BnocKMAN,  Anthony  Cornelius,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  April  24,  1916. 
Died :  U.  S.  S.  Mercy,  October  3,  1918. 
Cause  of  death :  Lobar  pneumonia. 

Next  of  kin:  Sister,  Frances  Prinzbach,  440  Klotter   Street,  CincinDatl, 
Ohio. 
BsocKMAN,  Emil  JENNINGS,  scamau,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  St.  Louis,  Mo.,  June  12,  1918. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  13,  1918. 
Cause:  Influenza. 

Next  of  kin:  Father,  James  Arthur  Brockman,  Ulman,  Mo. 
Bboderick,  Philip  Joseph,  apprentice  seaman,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  August  9,  1918. 
Died:  Naval  hospital,  Newport,  R.  I.,  September  19,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Philip  J.  Broderick,  513  East  Eighty-eighth  Street, 
New  York,  N.  Y. 
Bboeoger,  Joseph  William,  water  tender.  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  June  4,  1915. 
Died :  U.  S.  S.  Tjisenbang,  September  21,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rose  Broegger,  1131  North  Fourth  Street,  Philadel- 
phia, Pa. 
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Hkokaw,  Shekman  Seal,  seamnn.  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  April  3,  1017. 

Died :  U.  S.  S,  ^liada,  December  13,  1917. 

Cause :  Lost  overboard. 

Next  of  kin :  Father,  Vernon  S.  Brokaw,  86  South  Central  Avenue,  WoUas- 
tox,  Mass. 
Brooks,  Harold  Fj.ouknoy,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Washington,  D.  C,  June  20,  1917. 

Died :  Naval  hospital,  Norfolt,  Va.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  William  Flournoy  Brooks,  1450  Irving  Street  NW., 
Washington,  D.  C. 
Brooks,  Jessie  Waxter,  seaman.  United  States  Navy. 

Enlisted:  Dallas,   Tex.,   March  12,   1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  4,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Mrs.  Polly  A.  F.  Bounds,  Thirty-sixth  and  Homan  Avenue, 
Waco,  Tex. 
Brooks,  Joseph   Bryan,   fireman,   third    class,    United    States   Naval   Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  July  2,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cau.se:  Broncho  pneumonia. 

Next  of  kin :  Father,  Edward  J.  Brooks,  Bath,  N.  C. 
Brooks,  Josephus  P.,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Birmingham,  Ala.,  July  2,  1918. 

Died :  Receiving  ship,  Boston,  Mass.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin:  Brother,  Daniel  Brooks,  Elba,  Ala. 
Brooks,  Phu-lip,  seaman,  second  class,  N.  N.  V. 

Enlisted:  Chicago,  111.,  April  3,  1917. 

Died :  U.  S.  S.  WeiUrechU  July  13,  1918. 

Cause:  Diptheria. 

Next  of  kin :  Father,  James  Brooks,  5037  Kenmore  Avenue,  Chicago,  lU. 
Brostrom,  Carl  FEEnERicK,  landsman  for  electrician  (G.),  United  States  Navy, 

Enlisted :  New  York,  N.  Y.,  May  17,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  29,  1918. 

Cau.se:  Abscess  of  kidney. 

Next  of  kin :  Mother,  Edith  Brostrom,  951  College  Avenue,  New  York,  N.  Y. 
Bboughton,  Lynne  Owen,  apprentice  seaman,  United   States  Naval   Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  July  30,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Mrs.  Myrtle  Sewell,  Lexington,  Ky. 
BeoW,  John  Neuman,  seaman.  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  December  2,  1914. 

Died :  Navy  yard,  Norfolk,  Va.,  December  18,  1917. 

Cause:  Carbolic  acid  poisoning. 

Next  of  kin :  Father,  .Tohn  Richard  Brown,  Tenton,  Mich. 
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Beown,  AU.IE  Richard,  fireman,  first  class.  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  December  29,  1013. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Brotlier,  Ira  Brown,  1108  Tennessee  Street,  Vallejo,  Calif. 
Bkown,  Andrew  Jack,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Columbia,  S.  C,  June  29,  1918. 
Died :  Gallops  Island,  Mass.,  September  25,  1918. 
Cause:  Pneumonia,  lobar. 

Nest  of  Icin:  Sister,  Fairy  .Tenkins,  19  Francis  Street,  Clmrlestou,  S.  C. 
Bkown,  Andrew  Lewis,  mess  attendant,  third  class,  United  States  Navy. 
Enlisted :  Newark,  N.  J.,  December  3,  1917. 
Died:  Naval  hospital.  New  York,  N.  Y.,  February  11,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Lena  Brown,  Thi-ockmorton  Street,  Freehold,  N.  J. 
Bkown,  Bernard,  mess  attendant,  fir&t  class.  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  September  18,  1917. 
Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 
Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Wife,  Minnie  Brown,  1519  Dickinson  Street,  Philadelphia,  Pa. 
Brown,  Charles  LaRat,  hospital  apprentice,  first  class.  United  States  Navy. 
Enlisted:  Washington,  D.  C,  May  2,  191C. 
Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  24,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Sopliia  Brown,  2018  H  Street  NW.,  Washington,  D.  O. 
Brown,  Charles  William  Everett,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 
Enlisted:  Boston,  Mass.,  March  11,  1918. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  May  11,  1918. 
Cause:  Fractured  skull. 

Next  of  kin :  Motlier,  Ida  May  Brown,  Revere,  JIass. 
Brown.  Cliitoisd,  Wiley,  seaman,  second  class.  United  States  Navy. 
Enlisted :  San  Francisco.'Calif.,  May  19,  1917. 
Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  13,  1918. 
Cause:  Rlieumatic  fever. 

Next  of  kin :  Mother,  Hattie  W.  Brown,  R.  F.  D.  3,  box  138,  Oregon  City, 
Oreg. 
Brown,  Edward  .Toseph,  chief  yeoman,  United  States  Naval  Reserve  Force. 
Enlisted:  Washington,  D.  C,  June  13,  1918. 
Died :  At  liome,  October  1,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Louisa  Brown,  827  Fourth  Street  NB.,  Wash- 
ington, D.  C. 
Brown,  Enoch  Garrett,  chief  water  tender,  United  States  Navy. 
Enlisted:  Norfolk,  Va.,  May  C,  1910. 
Died :  U.  S.  S.  ilercy,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin :  Brother,  Paul  E.  Brown,  Port  Hayward,  Va. 
Brown,  Fred  Herman,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enlisted:  Milwaukee,  Wis.,  July  2C,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 
Next  of  kin:  Brother,  Wiilam  Guest  Brown,  Poy  Slppi,  Wis. 
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Bbown,  George  Esten,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  June  1,  1918. 

Died:  I'auillac,  France,  October  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Mabel  Norris  Brown,  Elm  Street,  Westfleld,  N.  J. 
Bbown,  Harkt  James,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  July  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  HI.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  Brown,  223  West  Spring  Street,  Titusville,  Pa. 
Bbown,  Henry  Squares,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Sayville,  Long  Island,  N.  Y.,  July  24,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Ethel  Louise  Brown,  East  lUIoriches,  Long  Island,  N.  Y. 
Bbown,  James  Wilson,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  June  3,  1918. 

Died :  U.  S.  S.  Uatsonia,  September  6,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  James  W.  Brown,  316  Oak  Street,  Cincinnati,  Ohio. 
Bbown,  John  Cleveland,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Raleigh,  N.  C,  September  25,  1917. 

Died :  U.  S.  A.  C.  T.  Tieonderoga,  September  30,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  Jolm  D.  Brown,  Wallace,  N.  C. 
Bbown,  John  Dewey,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  9,  1917. 

Died :  U.  S.  S.  Rappahannock,  April  6,  1918. 

Cause:  Strangulation. 

Next  of  kin :  Mother,  Mary  Brown,  Bowdoinham,  Me. 
Bbown,  Lee,  fireman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Raleigh,  N.  C,  February  14,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  18, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Ella  Brown,  Seneca,  Mo. 
Bbown,  Louis  Henry,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  31,  1918. 

Dieil :  Naval  hospital,  Brooklyn,  N.  Y.,  September  30,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Father,  William  Brown,  Boonton  Avenue,  Butler,  N.  J. 
Bbown,  Loyd  Absolum,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

EnlLsted :  Norfolk,  Va.,  June  1,  1918. 

Died :  U.  S.  S.  Georgia,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Bettie  Brown,  R.  F.  D.  1,  box  104,  JacksonvHIe,  N.  0. 
Bbown,  Millard  Fletcher,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  April  25,  1917. 

Died :  Naval  hospital.  Mare  Island,  Calif.,  February  28,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Mother,  Lue  Brown,  1123  East  Church  Street,  Stockton,  Callt 
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Bkown,  Raymob  Btlet,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  June  11,  1917. 

Died:  France,  October  7,  1918. 

Cause:  Killed  in  action. 

Next  of  kin :  Mother,  Lucy  W.  Brown,  Rochmart,  Ga. 
Bbown,  Robert  Rot,  hospital  apprentice,  second  class.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Eliza  J.  Brown,  Liberty  Hill,  Williamson,  Tex. 
Bbown,  Robebt  S.,  Jr.,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  October  25,  1916. 

Died:  Naval  station,  Cavite,  P.  I.,  January  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  R.  S.  Brown,  R.  R.  2,  Pottsboro,  Tex. 

Bbown,  Stephen  Edwin,  Jr.,  hospital  apprentice,  second  class.  United  States 
Navy. 

Enlisted :  St  Louis,  Mo.,  May  27,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Stephen  E.  Brown,  sr.,  Fayette,  Mo. 
Bbown,  Thomas  Sidney,  seaman,  second  class,  United  States  >Javy. 

Enlisted:  Portland,  Oreg.,  October  24,  1917. 

Died :  U.  S.  S.  Solace,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Isaac  Brown,  Prendal,  Wash. 

BROWN,  Veene  Aldwin,  mcss  attendant,  third  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  November  21,  1917. 

Died :  Ijaval  hospital,  Portsmouth,  N.  H.,  May  30,  1918. 

Cause:  Measles. 

Next  of  kin :  Mabel  Brown,  Oxford,  Kans. 
Bbown,  Wru-iAM  Fbedebick,  chief  machinist's  mate,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Boston,  Mass.,  February  12,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  March  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Minnie  M.  Brown,  250  Rogers  Street,  Lowell,  Mass. 
Bbowne,  Geokge  C,  chief  water  tender.  United  States  Naval  Reserve  Force. 

Enlisted :  Puget  Sound,  Wash.,  November  2,  1917. 

Died :  U.  S.  S.  Great  Northern,  May  10,  1918. 

Cause:  Angina  ludovlci. 

Next  of  kin :  Sister,  Mrs.  Elizabeth  J.  Pay,  1123  South  Race  Street,  Spo- 
kane, Wash. 
Bbowne,  Wnxis  QxnNCY,  warrant  officer's  cook,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  July  15,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  August  26,  1918. 

Cause:  Malignant  tumor. 

Next  of  kin:  Sister,  Hattie  Waldon,  916  Smith  Street,  Norfolk,  Va. 
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Bbownell,  La  whence  Whxiam,  electrician,  third  class,  United  States  Naval 
Ueserve  Force. 
Enlisted:  Great  Lakes,  111.,  October  22,  1917. 
Died :  Naval  hospital.  Great  Lakes,  111.,  December  19,  1917. 
Cause :  Pneumonia,  lobar. 

Next  ot   kiu:    Grandmother,   Elizabeth   Brownell,   252   Melrose   Avenue, 
Elgin,  111. 

E30WNEB,  Edwabd  Beyan,.  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

EnUsted :  Louisville,  Ky.,  July  31,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Rosa  Browner,  McKInney,  Ky. 
Beownlet,  Stanley  Edwaed,  quartermaster,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  July  23,  1917. 

Died :  Naval  base  hospital,  No.  5,  Brest,  France,  October  2,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  V.  Brownley,  Quinn,  Va. 

Brownmihek,  George  Washington,  fireman,  third  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  May  8,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  V.  Brownmiller,  Quincy,  Iowa. 
BKxnsAKEK,  MosES   Jeeome,  apprentice  seaman.   United   States   Naval    Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  July  3, 1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  September  24,  1918. 

Cause :  Lobar  pneumonia.  ^ 

Next  of  kin :  Father,  Thomas  Brubaker,  Elvesson,  Pa. 
Bbuce,  Chakles  Wesley,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Salt  Lake  Ctiy,  Utah,  May  29, 1918. 

Died:  Submarine  base,  Coco  Solo  (Panama  Hospital),  Colon,  October  15, 
1918. 

Cause :  Typhoid  fever. 

Next  of  kin :  Father,  Thomas  Bruce,  Wooldridge,  Mont. 
Bbuce,  Daniel  Eldeed,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  August  14,  1918. 

Died :  Mare  Island  Navy  Yard,  Calif.,  October  19, 1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Hazel  Viola  Bruce,  1165  O'Parrell  Street,  San  Fran- 
cisco, Calif; 

Bbuce,  Fkank  William,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Portland,  Oreg.,  July  5,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  October  31, 1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,,  Clarji  Bertha  Bruce,  455  Alder   Street,   Portland. 
Oreg. 
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Bkdce,  Guy  W.,  fireman,  third  class,  United  States  Navy. 

Enlisted  :  Omaha,  Nebr.,  May  5, 1917. 

Died :  Naval  hospital.  Great  Lalies,  111.,  June  8, 1917. 

Cause:  Stomatitis  (inanition). 

Next  of  kin :  Father,  Harvey  G.  Bruce,  White  River,  S.  Dak. 
Beuce,  Joseph  Aethtie,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  June  17,  1918. 

Died :  Gallops  Island,  Boston,  Mass.,  September  30,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Guardian,  Peter  Joseph  Dugan,  171  Summer  Street,  Waltham, 
Mass. 
Bbuce,  WitLiAM  Geoece,  Seaman,  second  class.  United  States  Navy. 

Enlisted :  Williamsport,  Pa.,  May  1,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  George  W.  Bruce,  Constable,  N.  Y. 
BBtnESCH,  Hakold  Chables,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  July  27, 1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24, 1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Lillian  Bruesch,  4034  Monroe  Street,  Chicago,  111. 
Beuhn,  Rolf,  ship  fitter,  first  class.  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  27,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  October  29, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Brother,  Svend  Bruhn,  Enumclaw,  Wash. 
Bbukes,  Feancis  Hobabt,  yeoman,  first  class.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  February  17,  1916. 

Died :  Navy  Base  Hospital  No.  5,  October  23,  1918. 

Cause:  Pneumonia. 

Next  of  kia :  Mother,  May  Frances  Bruker,  758  Ashbury  Street,  San  Fran- 
cisco, Calif. 
Beumeaugh,  Basil  Floyd,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  November  11,  1915. 

Died :  U.  S.  S.  St.  Louis,  January  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kind :  Father,  George  W.  Brumbaugh,  Franklin,  Nebr. 
Bbundeett,  Oscab  Bebnabd,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  12,  1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  October  19,  1918. 

Cause:  Influenza. 

Nex't  of  kin :  Mother,  Hattie  Brundrett,  Rockport,  Tex. 
Bbukell,  Andbew  Roy,  water  tender,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  May  23,  1917. 

Died :  Section  1,  fifth  naval  district,  Baltimore,  Md.,  October  9,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Millie  Mosser,  2063  Enclnal  Avenue,  Alamedp, 
Calif. 
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Bbuneii,,  Omeb  Habby,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  August  9,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Aunt,  Mary  Preant,  iwst-office  box  317,  Ironwood,  Mich. 
Bbunkhabdt,  John  W.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  May  26,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Died  when  vessel  was  sunk. 

Next  of  kin:  Mother,  Ellen  Brunkhardt,  314  Wierfield  Street,  Brooklyn. 
N.  Y. 
Bbtjnn,  George,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlitited:  Minneapolis,  Minn.,  May  22,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ingebur  Smith  Brunt,  Pinewood,  Minn. 
Betjnnee,  Fbank,  seaman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  February  25,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Jacob  Brunner,  466  Oak  Street,  San  Francisco,  Calit 
Bbyan,  David  Stewaet,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Jacksonville,  Fla.,  April  12,  1918. 

Died :  Naval  section  base,  Jacksonville,  Fla.,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Louisa  Norton  Bryan,  Klssimmee,  Fla. 
Bbyan,  Geobge  Feedebick,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  March  30,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6, 1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Father,  John  T.  Bryan,  34  Quincy,  Quincy,  Mass. 
Bbyan,  J.  Coy,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Birmingham,  Ala.,  July  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Jim  Gilbert  Bryan,  R.  3,  box  9,  Cullman,  Ala. 
Buchanan,  Chaeles  Feancis  Douglas,  seaman,  second  class,  United  States 
Navy. 

Enlisted:  Philadelphia,  Pa.,  April  15,  1917. 

Died :  Naval  hospital,  Annapolis,  Md.,  January  4,  1918. 

Cause :  Gunshot  wound. 

Next  of  kin :  Father,  Charles  D.  Buchanan,  209  Morgan  Street,  Weehawken 
N.J. 

BucHotz,  John,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Chicago,  111.,  June  1,  1917. 
Died :  U.  S.  S.  Mercy,  October  3, 1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Anna  Bucholz,  2117  Cortland  Street,  Chicago,  m. 
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Buck,  Gut  Mamon,  npprentice  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  Kansas  City,  Mo.,  July  23,  1918. 
Died:  Naval  liospltnl.  Great  Lakes,  111.,  November  7,  1918. 
Cause:  Cerebrospinal  fever. 
Next  of  kin:  Father,  Edward  Buck,  Millville,  Pa. 
Buckley,  Jeeemiah  Joseph,  seaman.  United  States  Navy. 
Enlisted :    Boston,  Mass.,  May  9,  1917. 
Died :  U.  S.  S.  Georgia,  September  30, 1918. 
Cause:  Pneumonia. 

Nest  of  kin :  Father,  John  Buckley,  5  Carroll  Street,  Chelsea,  Mass. 
Buckley,  Laukence  Iven,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Milwaukee,  Wis.,  June  2,  1917. 
Died:  Naval  training  station.  Great  Lakes,  111.,  died  while  on  leave  at 

home,  April  6,  1918. 
Cause:  Diphtheria. 

Next  of  kin :  Father,  James  Buckley,  410  Cottage  Street,  Whitewater,  Wis. 
Buckley,  Leo  Joseph,  seaman.  United  States  Naval  Reserve  Force. 
Enlisted:  Boston,  Mass.,  April  24,  1917. 
Died:  U.  S.  S.  Dixie,  S.  P.  701,  June  11, 1918. 
Cause:  Drowned. 

Next  of  kin :  Mother,  Nellie  Buckley,  Whitman,  Mass.,  84  Star  Street. 
BucKMAN,  Hakkt  Edward,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 
Enlisted:  Milwaukee,  Wis.,  August  6,  1918. 

Died:  Naval  training  station.  Great  Lakes,  111.,  September  27,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Laura  Buckman,  1245  Day  Street,  Green  Bay,  Wis. 
Bucknee,  Miles  Franklin,  apprentice  seaman.  United  States  Navy. 
Eulisted :  New  Orleans,  La.,  April  3,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  May  17,  1917. 
Cause:  Cerebrospinal  fever  (pleurisy  snppunitive). 
Next  of  kin :  Mrs.  Louella  Florence  Buckner,  Morris,  La. 
BUDD,  TnoifAs  Vir<3al,  fireman,  second  class.  United  States  Navy. 
Enlisted:  Detroit,  Mich.,  May  19,  1917. 
Died:  Naval  hospital,  Philadelphia,  Pa.,  March  11,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Delia  Budd,  Medaryville,  Ind. 
BUBDEMEYER,  CLIFFORD  WILLIAM,  fireman,  third  class,  United  States  Naval  Re- 
serve Force. 
Enlisted :  Cincinnati,  Ohio,  July  22,  1918. 
Died :  U.  S.  S.  ilaine,  October  2,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  Henry  Buddemeyer,  1632  Main  Street,  Cin- 
cinnati, Ohio. 
BUDEB,  Max  Felix  Gustav,  fireman,  second  class.  United  States  Navy. 
Enlisted:  Boston,  JIass.,  July  11,  1917. 
Died :  U.  S.  A.  C.  T.  TiconOeroga,  September  5,  1918. 
Cause:  Lost  life  in  sinking  of  vessel. 
Next  of  kin :  Max  Buder,  father,  10  Days  Lane,  Webster,  Mass. 

174483—20 10 
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BtrEROEit,  WrtxiAM  EMn-,  seaman,  United  States  Navy. 

Enlisted :  New  Toik,  N.  Y.,  January  30,  1917. 

Died :  U.  S.  S.  Burrows,  March  9,  191S. 

Cause:  Fractured  skull. 

Next  of  kin :  Mother,  Mrs.  Gustav  Manther,  Fourteenth  Street  Avenue,  D., 
College  Point,  Long  Island,  N.  Y. 
BrrLAY,  William,  gunner's  mate,  first  class.  United  States  Navy. 

Enlisted :  Annapolis,  Md.,  December  4,  1911. 

Died :  U.  S.  S.  Reina  Mercedes,  November  8,  1917. 

Cause :  Valvular  disease,  chronic  cardiac. 

Next  of  kin :  Wife,  Flora  E.  Bulay,  65  Calvert  Street,  Annapolis,  Md. 
BXTLLiNGEE,  FEED  OLIVER,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  October  23,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  Cyclops. 

Next  of  kin :  Father,  H.  E.  BuUinger,  Wichita,  Kans. 
BxnxocK,  Chables  Eldon,  shipfitter,  first  class.  United  State.s  Navy. 

Enlisted :  El  Paso,  Tex.,  May  10,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  21,  1918. 

Cause:  Syphilis. 

Next  of  kin :  Mother,  Alice  Bullock,  G.  D.,  Severy,  Kans. 

Btjmgabner,  Benjamin  Feanklin,  seaman,  second  class.  United  States  Naval 

Reserve  Force. 
Enlisted :  Parkersburg,  W.  Va.,  May  23,  1918. 
Died :  No.  3  hospital,  Leith,  Scotland,  November  2,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Bennie  K.  Bumgamer,  Spilman,  W.  Va. 
Btjmiixek,  William,  ship's  cook,  third  class.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  April  11,  1918. 

Died :  Naval  air  station,  Bay  Shore,  Long  Island,  N.  Y.,  August  22,  1918. 
Cause :  Eesult  of  broken  neck. 
Next  of  kin :   Mother,   Elizabeth   Bumilier,    168   West   One   hundred   and 

seventh  Street,  New  York,  N.  Y. 
Bumstead,  Maueice  Gritfin,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Boston,  Mass.,  March  15,  1917. 
Died :  Naval  hospital.  New  York,  N.  Y.,  March  25,  1918. 
Cause :  Tuberculosis,  chronic  pulmonary. 
Next  of  kin:  Mother,  Mary  B.  Bumstead,  43  Austin  Street,  Charlestown, 

Mass. 
BuNDEiCK,   Cael  Chestee,   apprentice  seaman.   United   States  Naval   Reserve 

Force. 
Enlisted :  Columbia,  S.  C,  July  16,  1918. 
Died :  Naval  hospital,  Charleston,  S.  C,  October  16,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Thomas  O.  Bundrick,  R.  2,  Pomaria,  S.  C. 
Bunting,  Simon,  landsman  for  baker.  United  States  Naval  Reserve  Force. 
Enlisted :  Buffalo,  N.  Y.,  May  14, 1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  James  Bunting,  55  Howard  Street,  Detroit,  Mich. 
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BuRBRiDGE,  James  Milton,  quartermaster,  first  class,  United  States  Naval  lie- 
serve  Force. 
Enlisted :  Kansas  City,  Mo.,  August  7,  1918. 
Died :  Naval  hospital.  League  Island,  Pa.,  September  23,  1918. 
Cause:  Influenza. 

Next  of  kin:  Wife,  Edna  Mae  Burbridge,  6244  East  Fourteenth   Street, 
Kansas  City,  Mo. 
BtmcH,  James  Madison,  landsman  for  electrician    (R.).  United  States  Naval 
Reserve  Force. 
EnUsted :  Louisville,  Ky.,  May  15,  1918. 

Died :  Naval  aviation  repair  base,  Eastleigli,  England,  October  6,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Brother,  Harold  W.  Burch,  Jackson,  Tenn. 
BuECH,  Joseph  Ernest,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force.  . 
Enlisted :  New  York,  N.  Y.,  August  2,  1918. 
Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  L.  Burch,  Plant  City,  Fla. 
BtnscKHAETT,  MONTGOMERY  PiKE,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  June  8,  1917. 
Died :  Naval  hospital,  Portsmouth,  Va.,  April  18,  1918. 
Cause:  Tuberculosis. 

Next  of  kin:  Father,   William  J.  Burckhartt,  608   South   Vaughn   Street, 
Cleburne,  Tex. 
Btxedet,  P'bancis,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Nashville,  Tenn.,  April  22,  1917. 
Died:  U.  S.  S.  America,  December  2,  1917. 
Cause :  Heart  failure. 

Next  of  kin :  Father,  Gustave  Burdet,  650  Browu  Avenue,  Knoxville,  Tenn. 
BuBFOKD,  Edwakd   Scott,   Chief  quartermaster.   United    States   Naval    Reserve 
Force. 
Enlisted:  Richmond,  Va.,  May  15,  1917. 
Died :  Naval  hospital.  Fort  Lyons,  Colo.,  October  8,  1918. 
Cause :  Tuberculosis,  chronic  pulmonary. 
Next  of  kin :  Father,  Mallie  D.  Burford,  Waugh,  Va. 
Bxjegess,  Len.on  Thomas,  baker,  second  class,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  April  15,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 
Next  of  kin :  Mother,  Stella  Burgess,  Burlington,  Tex. 
Bxjegett,  Paul,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Peoria,  111.,  April  23,  1917. 
Died:  Naval  hospital,  Chelsea,  Mass.,  Mny  13,  1917. 
Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  William  C.  Burgett,  Lewiston,  111. 
Bukk,  Fhank  William,  pharmacist's  mate,  second  class.  United  States  Navy. 
Enlisted :  Des  Moines,  lovca,  December  10,  1915. 
Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 
Cause:  Lost  life  in  sinking  of  vessel. 
Next  of  kin:  Mother,  Ivy  L.  Burk,  1313  K:<m  Sixth  Street,  Sioux  Falls, 

S.  Dak. 


148 

BijBK,  Iewin  Eaei.,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Micli.,  July  19,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

-Vext  of  kin :  Mother,  Myrtle  Wilson  Burk,  R.  F.  D.  No.  5,  Elsie,  Mich. 
BuKKAET,  Rot  Loxns,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  March  28,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  20,  1918. 

Cause:  Pneumonia  lobar. 

Next  of  kin :  Father,  Euin  F.  Burljart,  1420  New  York  Avenue,  Fort  Worth, 
Tex. 

BuBKE,  Edmund  Coknelius,  landsman  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Detroit,  Mich.,  April  25,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  O'Leary  Burke,  Cladwin,  Mich. 
Btjkke,  James,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Atlanta,  Ga.,  July  24,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  30,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Annie  Chance  Burke,  405  Ninth  Street,  Waynesboro, 
Ga. 

Btjeke,  Myles  Mabtin,  hospital  apprentice,  first  class.  United  States  Navy. 

Enlisted:  Allentown,  Pa.,  April  18,  1917. 

Died :  Navy  base  hospital  No.  5,  Brest  France,  October  2,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  John  J.  Burke,  Connerton,  Pa. 
Bttbke,  Ralph,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Portland,  Me.,  June  2,  1917. 

Died:  U.  S.  S.  Mount  Vernon,  Scpteniber  5,  1918. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Mrs.  Lizzie  Sylvester,  23  Lennox  Avenue,  Norwood, 
Mass. 

BiniKE,  RicHAED,  water  tender.  United  States  Navy- 
Enlisted:  Boston,  Mass.,  May  19,  1917. 
Died:  U.  S.  S.  Manley,  March  19,  1918. 
Cause:  Injuries  received  in  explosion. 
•  Next  of  kin :  Sister,  Katherine  Welch,  114  Central  Avenue,  Chelsea,  Mass. 

BuBKHART,  Walter  AVestley,  boatswain's  msite,  first  class.  United  States  Navy. 
Enlisted:  New  Orleans,  La^  Februarj'  21,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  14,  1918. 
Cau.se:   Pneumonia,   broncho. 

Next  of  kin:  Sister,  Nina  E.  Burkhart,  2501  North  Broadway,  KnoxviUe. 
Tenn. 

Btjbks,  Elzie  Ozt,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  November  27,  1017. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 
Cause:   Influenza. 
Next  of  kin :  Mother,  Sudla  Burks,  AdamsviUe,  Tenn. 
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BuBNETT,  Bbyan  Scott,  scaiDan,  second  class,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  November  2G,  1917. 
Died:  Naval  station,  Great  Lakes,  111.,  April  22,  1918. 
Cause :   Pleurisy,   suppurative. 

Next  of  kin :  Father,  Harrison  L.  Burnett,  La  Cygne,  Kans. 
BwbSett,  Charles  Md.ton,  landsman  for  musician.  United  States  Naval  Re- 
serve  Force. 
Enlisted:  Cincinnati,  Ohio,  June  17,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Anna  Burnett,  262  Cypress  Street,  Columbus,  Ohio. 
BtTBNETT,  Claud,  fireman,  second  class.  United  States  Navy. 
Enlisted:  St.  Louis,  Mo.,  December  14,  1917. 
Died :  Navy  base  hospital  No.  5,  October  4,  1918. 
Cause :    Pneumonia. 

Next  of  kin :  Mother,  Lydia  Denton,  Bladen,  Nebr. 
BuBNETT,  Dewet,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enlisted:  Buffalo,  N.  Y.,  August  7,  1918. 
Died:  Naval  hospital  Great  Lakes,  111.,  September  22,  1918. 
Cause :   Influenza. 

Next  of  kin :  Father,  George  Burnett.  Webster,  N.  Y. 
Btjbns,  Clabe  Henby,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Detroit,  Jlieh.,  August  2,  1918. 
Died:  Naval  hospital.  Great  Lakes,  III.,  September  28,  1918. 
Cause :   Influenza. 

Next  of  kin  :  Aunt,  Mrs.  Elzie  Worch,  55  Connecticut  Avenue,  Detroit,  Mich. 
BuBNS,  David  Evans,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted:  Buffalo,  N.  Y.,  May  31,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Doris  Ette  Burns,  Holland,  N.  Y. 
BuBKS,  Denis  Daniel,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Chicago,  111.,  March  6,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  May  5,  1917. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  J.  Burns,  5630  Bishop  Street,  Chicago,  111. 
BuENS,   Edwabd  James,   fireman,  third   class,   United   States  Naval   Reserve 
Force. 
Enlisted :  Detroit,  Mich.,  June  28,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 

Next  of  kin:  Father,  Thomas  John  Burns,  2873  West  Grant  Boulevard, 
Detroit,  Mich. 
BuBNS,  Ebnest,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Cleveland,  Ohio,  May  14,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  John  Bums,  316  Union  Street,  Ashland,  Ohio. 
BuBNS,  Eenest  Vincen,  fireman,  third  class.  United  States  Naval  Reserve  Force. 
Enlisted:  Indianapolis,  Ind.,  July  5,  1918. 
Died :  U.  S.  S.  Delaware,  October  16,  1918. 
Cause :  Compression  of  thorax. 
Next  of  kin :  Mother.  Rhoda  Burns,  K.  F.  D.  1,  Grass  Creek,  Ind. 
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BuBNS,  Geoegb  Axfbed,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  December  13,  1917. 

Died:  Naval  hospital,  Clielsea,  Mass.,  February  27,  1918. 

Cause:  Dilation,  acute  cardiac. 

Next  of  kin:  Father,  William  Bums,  52  Bonaire  Street,  SomervlUe,  Masa. 
BuBNs,  James,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  January  11,  1916. 

Died :  U.  S.  S.  Whipple,  September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Brother,  William  B.  Burns,  1002  Iris  Street,  Lake  Charles, 
La. 
Burks,  Maurice  Fredeeick,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  4,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  in  battle  with  enemy  submarine. 

Next  of  kin:   Father,  Henry  J.  Burns,  129  Eutah   Street,   East  Boston, 
Mass. 
Burns,  William  Joseph,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  February  10,  1917. 

Died :  U.  S.  S.  Sampson,  July  25,  1918. 

Cause:  Poison,  arsenobienzal  (acute). 

Next  of  kin :  Mother,  Mary  Burns,  23  Harmony  Street,  Cohoes,  N.  T. 
BuEMKS,  Charles  Coi.bertson,  chief  yeoman.  United  States  Naval  Reserve  Force. 

Enlisted :  Los  Angeles,  Calif.,  September  13,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  May  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Jessie  McClaim  Burres,  415  East  Forty-first  Street,  I.os 
Angeles,  Calif. 
BUKRis,  Don  Mullins,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  December  1,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  March  11,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Sallie  Campbell,  422  Johnson  Avenue,  Lexington,  Ky. 
Burrow,  James  Sanfobd,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  May  17,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Nan  Burton,  Eagle  Mills,  Ark. 
Bltjt,  Gerald  Willis,  apprentice  seaman.  United  States  Naval  Reserve  Forca 

Enlisted:  Syracuse,  N.  Y.,  July  27,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Shirley  Francis  Burt,  Russell,  N.  Y. 
Burton,  Evan  William,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  February  14,  1918. 

Died:  U.  S.  S.  El  Capitan,  July  6,  1918. 

Cause:  Wounds  received  in  auto  accident. 

Next  of  kin:  Mother,  Margaret  Frederick,  653  North  Forty-sixth  Street. 
Philadelphia,  Pa. 
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BuBTON,  Habkt  Hamilton,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Rlcliujond,  Va.,  June  13,  1917. 

Died :  Marine  barracks,  Quantico,  Va.,  September  26,  1018. 

Cause:  Pneumonia,  bronclio. 

Next  of  liin :  Father,  Hamilton  A.  Burton,  427  Buchanan  Street,  Bristol,  Va. 
BuBTON,  RiCHAKD,  Jr.,  Seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  March  31,  1017. 

Died:  Philadelphia,  Pa.,  December  12,  1017. 

Cause:  Skull  crushed  by  trolley  car. 

Next  of  kin:  Wife,  Cathrlne  Ella  Burton,  1705  Juniata  Street,  Philadel- 
phia, Pa. 
Btjbwell,  Clotd  Ray,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enlisted:  Cincinnati,  Ohio,  July  18,  1018. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  F.  Burwell,  Leipsic,  Ohio. 
BuscH,  Chaeles  Edwaed,  coxswain,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  June  16,  1915. 

Died :  U.  S.  S.  ViUalobos,  April  16,  1917. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Mary  Cathrine  Busch,  109  Riverside,  Beaumont,  Tex. 
Bush,  Aethur,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Newark,  N.  J.,  June  6,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Bush,  4  Charlton  Street,  Princeton,  N.  J. 
Bush,  Howard  Jackson,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  .Newport,  R.  I.,  May  4,  1917. 

Died :  Navul  liospital,  Newport,  R.  I..  September  14,  1918. 

Cause:  Pneumonia,  lobar. 

N'ext  of  kin :  Father,  Frank  J.  Bush,  130  Pro.speet  Street,  Glciverville,  N.  Y. 
Bush,  James  Henry,  fireman,  third  class,  LTnited  States  Navy. 

Enlisted :  Boston,  Mass.,  March  24,  1917. 

Died:  U.  S.  S.  Wninwriyhi,  Augu.st  4,  1917. 

Cause:  Drowned. 

Next  of  kin :  Anna  Bush,  36  Swan  Street,  Brockton,  Mass. 
"Bush,  John  Habkison,  fireman,  second  clas.s.  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  July  5,  1917. 

Died:  Naval  hospital.  New  York,  N.  Y.,  January  8,  1918. 

Cause:  Mastoiditis,  acute. 

Next  of  kin :  Father,  William  Griffith  Bush,  Sardis,  Miss. 
Bush,   Louis   William,    commissary    steward.   United    States    Naval    Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  26,  1918. 

Died :  Navy  hospital,  L'Orieut,  France,  October  3,  1918. 

Cause:  Pneumonia. 

Next   of  kin:    Mother,    Sarah   William   Bush,    195   Walnut   Street,   Mont- 

clair,  N.  J. 
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Bush,  Whxiam  Fkedmick,  electrician,  third  class  (R),  United  States  Navy. 
Enlisted :  Nashville,  Tenn.,  July  3,  1917. 
Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 
Cause :  Lost  life  in  sinking  of  vessel. 
Next  of  tin :  Father,  John  Bush,  Danville,  Tenn. 
BuSHAix,  William  Hansell,  seaman.  United  States  Naval  Reserve  Force. 
Enlisted:  N*e\vbern,  N.  C,  July  15,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  July  12,  1918. 
Cause:  Tuberculosis. 

Next  of  kin :  Father,  Charles  Henry  Bushall,  Beaufort,  N.  C. 
Bushnell,  Reginald,  coxswain.  United  States  Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  March  12,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  T.,  October  16,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Palmer,  299  Glenwood  Avenue,  East  Orange, 
N.  J. 
BtrsicK,  Andrew,  yeoman,  first  class,  United  States  Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  June  25,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  4,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Sophie  Buslck,  436  West  Fifty-third  Street,  New 
York,  N.  Y. 
BussEi  GusTAv  Philip,  quartermaster,  first  class,  United  States  Navy. 
Enlisted :  Brooklyn,  N.  Y.,  January  17,  1917. 
Died :  U.  S.  S.  Buena  Ventura,  September  10, 1918. 
Cause:  Lost  in  sinking  of  vessel. 

Next  of  kin :  Father,  Gustav  H.  Busse,  1417  East  Second  Street,  Brooklyn, 
N.  Y. 
BussEY,  EwEix,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  Birmingham,  Ala.,  June  4,  1918. 
Died :  U.  S.  S.  Comfort,  September  28, 1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Ewell  W.  Bussey,  Route  3,  Albany,  Ala. 
Butcher,  Cabl  Bubdette,  fireman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Philadelphia,  Pa.,  April  11, 1917. 
Died :  New  York,  N.  Y.,  October  11, 1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Minnie  Butcher,  121  Fourth  Avenue,  Hadden  Heights 
N.J. 
Butcher,  Charles  Ernest,  apprentice  seaman  (R),  United  States  Naval  Re- 
serve Force. 
Enlisted :  Portland,  Oreg.,  July  18,  1918. 
Died :  Naval  Training  Camp,  Seattle,  Wash.,  October  9, 1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  Butcher,  Maynardvllle,  Tenn. 
BuTEAu,  Thomas  William,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Providence,  R.  L,  4.prll  23, 1918. 
Died :  U.  S.  S.  Don  Juan  de  Austria,  August  8,  1918. 
Cause :  Drowned. 

Next  of  kin :  Wife,  Mary  Jane  Buteau,  132  Bowdltch  Street,  New  Bedford. 
Mass. 
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StJTLEK,  Abthub  Wellington,  musician,  second  class,  United  States  Navy. 
Enlisted :  Syracuse,  N.  Y.,  December.5, 1917. 
Died:  Naval  hospital.  Naval  Base,  Va.,  October  1, 1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,  Josephine  Butler,  110  East  Avenue,  East  Syracuse 
N.  Y. 

Btjtleb,  John,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Newark,  N.  J.,  May  22,  1917. 
Died :  Navy  Collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Nest  of  kin :  Sister,  Sarah  Fox,  1  Forrest  Street,  Harrison,  N.  J. 
Btjtleb,  John  Edward,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Boston,  Mass.,  December  7,  191C. 
Died :  U.  S.  S.  Jacob  Jones,  December  6, 1917. 
Cause :  Killed  In  action. 

Next  of  kin :  Father,  James  M.  Butler,  Cushman  Avenue,  Revere,  Mass. 
Btjtler,  Monette  Ford,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  November  13,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  December  14, 1917. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Gabez  William  Butler,  R.  F.  D.  3,  Liberty,  Miss. 
Bdtlee,  Reuben  Edward,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Richmond,  Va.,  June  24,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 
Cause:  Influenza. 

Next  of  kin :  Uncle,  Reuben  Arthur  Butler,  Doswell,  Va. 
BUTLEB,  Paul,  seaman,  second  class,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  June  29,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  March  1,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Aaron  P.  Butler,  Lanagan,  Mo. 
BtjTLEE,  William  Joseph,  plumber  and  fitter.  United  States  Naval  Reserve 
Force. 
Enlisted :  Boston,  Mass.,  June  8,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  A.  Butler,  18  Olive  Street,  Revere,  Mass. 
Butts,  Veenon,  apprentice  seaman,  United  States  Navy. 
EnUsted :  Oklahoma  City,  Okla.,  December  4,  1917. 
Died :  Naval  station.  Great  Lakes,  111.,  January  28,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Mrs.  Anna  Butts,  post-office  box  37,  Fairfax,  Olka. 
BuTTEBwoBTH,  HAROLD,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Seattle,  Wash.,  May  15,  1917. 
Died :  Naval  hospital.  New  York,  November  30,  1917. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Mary  Butterworth,  lloche  Harbor,  Wash. 
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Bteklt,  Cleo  Fbancis,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  Mijy  21, 1918. 

Died :  U.  S.  S.  Cochra,  July  28, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Harvey  L.  Byt'rly,  Pitt  and  Riley  Avenues,  London, 
Ohio. 
Byees,    Axvah    Ethan,    fireman,    third    class,    United    States    Naval    Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  December  14,  1917. 

Died :  St.  Catherine's  Hospital,  Brooklyn,  N.  Y.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  F.  Byers,  Jewell  City,  Kans. 
Btebs,  Connie  Randal,  apprentice  seaman,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  February  19,  1917. 

Died :  San  Francisco,  Calif.,  May  6,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Mary  Byers,  general  delivery,  Winters,  Tex. 
Btees,  Samuel  Haeris,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Boston.  Mass.,  March  30,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  10,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Florence  Byers,  14  Webster  Street,  Gloucester,  Mass. 
Byees,  Samuel  Hope,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  December  15, 1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  12, 1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ella  Byers,  Sharon,  S.  C. 
Byeam,  Allen  Gbeen,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  June  1 6,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  August  20,  1918. 

Cause:  TubercuIasiSj_aeute  pneumonic. 

Next  of  kin :  Mother,  Rose  Byram,  Holdea,  Mo. 
Bykd,  Robeet  Doyen  Semmes,  machinist's  mate,  second  class.  United   States 
Naval  Reserve  Force. 

Enlisted :  Baltimore,  Md.,  May  31,  1918. 

Died :  New  London,  Conn.,  October  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Clara  S.  Byrd,  4  West  Twentieth  Street,  Baltimore 
Md. 
Byeeb,  Ernest  Ezra,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  June  13,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  29,  1917. 

Cause:  Mastoiditis,  acute. 

Next  of  kin  :  Mother,  Gertrude  Carton,  R.  F.  D.  3,  Elnora,  Ind. 
Byrne,  James  Sylvester,  seaman,  United  States  Naval  Reserve  Force 

Enlisted :  New  York,  N.  Y.,  April  16.  1917. 
Died :  U.  S.  S.  Artemis,  December  21, 1917. 
Cause :  Drowning. 

Next  of  kin :  Sister,  Mrs.  Anna  McLaughlin,  2356  Concourse,  Bronx   New 
York.  ' 
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BrsBEE,  AiFBED  AUSTIN,  gunnefs  mate,  third  class.  United  States  Naval  Re- 
serve Force. 

Knlisted  :  Detroit,  Mich.,  February  23,  1917. 

Died :  U.  S.  S.  Neio  Mexico,  September  4, 1918. 

Cause :  Fracture  of  left  pelvis. 

Next  of  kin :  Brother,  Frank  Byxbee,  Port  Washington,  Long  Island,  N.  Y 
York. 

Cads,  Auonso  N.,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Olongapo,  P.  I.,  July  7,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  10,  1918. 

Cause:  Tuberculosis,  acute  pneumonic. 

Next  of  kin :  Father,  Jose  Cads,  Paete,  Lalaguna,  P.  I. 
Gadt,  Ralph  Gokdon,  seaman,  second  class,  Unitefl  States  Navy. 

Enlisted :  Portland,  Me.,  April  27,  191G. 

Died :  U.  S.  S.  Leonidas,  October  2,  1917. 

Cause:  Lost  overboard. 

Next  of  kin:  Motlier,  Abbie  Cady,  R.  F.  D.  3,  box  124,  Miami,  Fla. 
Caudwell,  Chaeles  Habvey,  seaman.  United  States  Naval  Reserve  Force, 

Enlisted:  Cleveland,  Ohio,  June  4,  1918. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  M.  Caldwell,  Sherodsville,  Ohio. 
Caldwell,  Lustee  Jewell,  apprentice  seaman.  United  States  Naval   Reserve 
Force. 

Enlisted':  Little  Rock,  Ark.,  July  23,  1918. 

Died :  Temporary  quarantine  hospital,  Los  Angeles,  Calif.,  October  10,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Cousin,  Walter  Chambers,  R.  F.  D.  2,  Alexander,  Ark. 

Caldwell,  Rennie  Elmer,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Omaha,  Nebr.,  July  18,  1918. 

Died :  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Mabel  Z.  Caldwell,  box  1024,  Swanton,  Nebr. 
Calhoun,  Chaeles  Clifford,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  November  26,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  16,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Calhoun,  R.  F.  D.  1,  Atlanta,  Ind. 
Calhoun,  Claudt  Barton,  seaman.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  15, 1917. 

Died :  Naval  hospital.  New  York,  March  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Virginia  B.  Calhoun,  912  F  Street,  Lawtoii,  Okla. 
CALHOUN,  Elmer  Cadwell,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  5,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Brother,  T.  D.  Calhoun,  Rockland,  Idaho. 
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Gaxico,  Geobge  Hakrison,  seaman,  gecond  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Louisville,  Ky.,  June  4,  1918. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Virginia  Calico,  R.  F.  D.  4,  Richmond,  Ky. 
Oalkin,  Waldo  Pieekie,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  Cape  May,  N.  J.,  June  5,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 

Next  of  kin :  Wife,  Anna  May  Cfilkln,  120  Northwest  Boulevard,  Vineland, 
N.  J. 
Call,  George  Aibert,  landsman  for  machinist's  mate,  (A),  United  States  Na.val 
Reserve  Force. 
Enlisted :  Boston,  Mass.,  June  27,  1918. 
Died :  No.  5  Ash  Street,  Salem,  Mass.,  September  24,  1918. 
Cause:  Influenza. 

Next  of  kin :  Sister,  Lillian  Call,  49  Trenton  Street,  Pawtucket,  R.  I. 
Caixahan,  Frank  Vablin,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Hous.ton,  Tex.,  November  28,  1917. 
Died :  Training  camp,  Charleston,  S.  C,  December  30, 1917. 
Cause:  Influenza. 

Next  of  kin :  Father,  M.  C.  Callahan,  Red  Rock,  Tex. 
Oallahan,  James  Wilijam,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 
Enlisted:  Philadelphia,  Pa.,  June  12,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Lohanna  Callahan,  167  Rexborough  Street,  Philadel- 
phia, Pa. 
Gaixahan,  John,  chief  machiiilst's  mate,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  March  16,  1911. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 
Next  of  kin :  Cousin,  James  Haynes,  Weals,  Mass. 
Gaixahan,  Thomas  Oscab,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Cincinnati,  Ohio,  July  6,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 

Next  of  kin:  Father,  Thomas  Callahan,  606  Oak  Street,  Toledo,  Ohio. 
Gaixahan,  William  Hbnlt,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Columbia,  S.  C,  December  12,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  January  17,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Elmlna  Callahan,  Honea  Path,  S.  C. 
Callahan,  William  Joseph,  fireman  third  class.  United  States  Naval  Reserve 
Force. 
Enlisted:  Great  Lakes,  111.,  November  21,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  31,  1918. 
Cause:  Influenza. 
Next"  of  kin :  Mother,  Lettie  Callahan,  704  West  Main  Street,  Urbana,  IlL 


157 

Callaway,  Ciaeence  Tuttle,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Ealeigh,  N.  C,  June  27,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  18,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Jlbther,  Mrs.  Victoria  Callaway,  Davidson,  N.  C. 
Callaway,  Wakben  Habpek,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 
Enlisted :  St.  Louis,  Mo.,  July  22,  1918, 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  30,  1918. 
Cause:  Influenza. 

Next  of  kin :  Uncle,  James  G.  Crawford,  Molino,  Mo. 
Callback,  William  Clathje,  pharmacist's  mate,  third  class,  United  States  Navy. 
Enlisted :  Detroit,  Mich.,  April  25,  1917. 
Died :  France,  October  3,  191S. 
Cause:  AVounds. 

Next  of  kin :  Father,  William  Callback,  867  Stanley  Avenue,  Detroit,  Mich. 
Callihan,  Cakl  Leslie,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 
Enlisted:  Louisville,  Ky.,  June  4,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Blother,  Hannah  Callihan,  Pactolus,  Ky. 
Oalmeyn,  Chables  Michael,  plumber  and  fitter.  United  States  Naval  Reserve 
Force. 
Enlisted :  Great  Lakes,  111.,  May  24,  1018. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 
Cause :  Influenza. 

Next  of  kin :  Jlother,  Mary  Calmeyn.  3243  Ogden  Avenue,  Chicago,  HI. 
Oalvelage,  Gko\'er  Henry,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio   July  6,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Henry  Calvelage,  Fort  Jennings,  Ohio. 
Cameron,  Ar-vm  La  whence,  apprentice  seaman.  United  States  Navy. 
Enlisted :  New  Orleans  La.,  March  20,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  May  1,  1917. 
Cause :  Broncho-pneumonia. 

Next   of  kin :  Mother,   Barbara   Redmond,   530  Esplanade   Avenue,   New 
Orleans,  La. 
Camebon,  Angus  Abchibald,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Boston,  Mass.,  April  25  1917. 
Died :  Naval  ho.spital,  Chelsea,  Mass.,  January  25,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Catherine  Cameron,  51  Linden  Street,  Dorchester, 
Mass. 
Cameron,  Samtjel  Scott,  yeoman,  first  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Washington,  D.  C,  Jane  8,  1918. 
Died :  Naval  hospital,  Washington,  D.  C,  October  19,  1918. 
Cause:  Influenza  and  pneumonia. 

Next  of  kin :  Father,  William  P.  Cameron,  1722  Commerce  Street,  Dallas, 
Tex. 
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Campbell  BireT  Fredebick,  quartermaster,  first  class.  United  States  Navy. 

Enlisted :  BufCalo,  N.  Y.,  Koveiuber  13,  1914. 

Died :  Naval  hospital.  New  Ybrk,  .January  28,  1918. 

Cause:  Aneurism  (diagnosis). 

Next  of  kin:  Mother,  Orrla  Moore,  Twenty-third   Street  and    Avenue  G, 
Kearney,  Nebr. 
Campbell,  Dale  Vkkn,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Ore?.,  December  14,  1917. 

Died :  Naval  air  station,  Pauillac,  France,  August  14,  1918. 

Cause :  Killed  in  airplane  accident. 

Next  of  kin :  Mother,  Lulu  Campbell,  527  Marlon  Street,  Portland,  Oreg. 
Campbell,  Don  Cameeon,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  June  3,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  September  30,  1918. 

Cause: -Pneumonia,  broncho. 

Next  of  lun:  Father,  Oren  W.  Campbell,  74  Douglas   Street,  Columbus, 
Ohio. 
Campbell,  Donald  E.,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Bar  Harbor,  Me.,  April  23,  1917. 

Died :  U.  S.  S.  Comfort,  January  20,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  Seth  T.  Campbell,  Island  Falls,  Me. 
Campbell,  Eael  Jefferson,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  March  25,  1918. 

Died :  U.  S.  S.  Nebraska,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  W.  Campbell,  Pigeon,  Pa. 
Campbell,  Edward  Howard,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  June  C,  1918. 

Died :  U.  S.  S.  Sylvan  Arrow,  September  19,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Ethel  Campbell,  Oak  Hill,  Ohio. 
Dampbell,  James  McA.,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Charleston,  S.  C,  July  13,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Father,  George  R.  Campbell,  Hamer,  S.  C. 
Campbell,  John  David,  electrician,  third  class  (R.),  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  April  16,  1917. 

Died :  U.  S.  S.  Panther,  October  12,  1917. 

Cause:  Carbon  monoxide  poisoning  (accidental). 

Next  of  kin:  Mother,  Mattie  Campbell,  656  South  Eighth  Street,  Louis- 
ville, Ky. 
Campbell,  Joseph,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  May  1,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  July  17.  1918. 

Cause:  Electric  shock. 

Next  of  kin:  Mother,  Mrs.  Julia  Campbell,  616  West  Sherman  Avenue, 
Pontlac,  111. 
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Campbell,  Leslie  Joseph,  landsman  for  electrician  (R.),  United  States  Naval 

Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  April  22,  1918. 
Died :  Naval  hospital.  New  York,  N.  Y.,  October  15,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  Alexander  Campbell,  1487  Sterling  Place,  Brooklyn, 

N.  Y. 

Campbeix,  Makcei,  John,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  New  Haven,  Conn.,  April  16,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  10,  1918. 
Cause:  Cerebrosiilnal  fever. 
Next  of  kin:  Mother,  Alary  J.  Campbell,  423J  Garden  Street,  Hartford, 

Conn. 

Campbell,  Neal  Dow,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  July  20,  1918, 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  H.  Campbell,  Grand  River,  Iowa. 
Campbell,  Richaed  Bacot,  landsman  for  yeoman.  United  States  Naval  Reserve 
Force. 

Enirsted :  Kansas  City,  Mo.,  August  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Ada  M.  Campbell,  2709  P^ast  Twelfth  Street,  Kansas 
City,  Mo. 
Campbell,  Walteb,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  14,  1918. 

Died :  U.  S.  S.  Los  Angeles,  September  24,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mabel  Campbell,  .519  West  Eighth  Street,  Wilmington, 
Del. 
Campbell,  Wiltjam,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  5,  1917. 

Died :  Naval  hospital,  Philadelphia.  Pa.,  August  5,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:   Mother,  Mary  Campbell,   1334   Second  Avenue,  New   York, 

N.  T. 
Campbell,  Wh-liam  Cliffokd,  chief  machinist's  mate,  United  States  Navy. 
Enlisted :  Mare  Island,  Calif.,  May  4,  1917. 
Died :  San  Diego,  Calif.,  November  10,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Wife,  Alda  Campbell,  3409  South  D  Street,  Tacoma,  Wash. 
Campbell,  William  Taylob,  chief  commissary  steward,  United  State.'?  Naval 
Reserve  Force. 
Enlisted :  Navy  yard.  New  York,  May  25,  1917. 
Died :  Naval  hospital,  New  London,  Conn.,  September  24,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin:  Wife.  Margaret  Campbell,  574  Ovington  Avenue,  Brooklyn. 
N.  Y. 


Canan,  Chables  Edwabd,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  August  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Francis  Canan,  5632  Rhodes  Avenue,  Chicago,  111. 
Caravan,  John  Babtholomew,  yeoman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  T.,  May  1,  1918. 

Died :  St.  Peter's  Hospital,  Brooklyn,  N.  Y.,  October  31,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  John  C.  Canavan,  94  Fourth  Place,  Brooklyn,  N.  Y. 
Canavan,  Pateick  Joseph,  storekeeper,  second  class.  United  States  Naval  Re- 
serve Force, 

Enlisted:  Boston,  Mass.,  May  31,  1918. 

Died:  At  home,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,. Margaret  Canavan,  867  Dorchester  Avenue,  Dorchester, 
Mass. 
Canfieij),  Alba  Bashok,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  25,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  W.  Canfleld,  Hallowell,  Kans. 
Canfiei.d.  Hebbeet  Flobian,  chief  quartermaster.  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  March  1,  1913. 

Died :  Naval  air  station,  Miami,  Fla.,  August  26,  1918. 

Cause:  Fractured  spine. 

Next  of  kin :  Father,  Dr.  Herbert  H.  Canfleld,  1804  East  Fiftieth  Street, 
Seattle,  Wash. 
Cann,  Louis  Akthub,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  January  18,  1918. 

Died :  Naval  station.  Great  Lakes,  111.,  April  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Joseph  Cann,  Holton,  Kans. 
Canstxr,  Charles  Oscar,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  13,  1914. 

Died :  Naval  station,  Great  Lakes,  111.,  February  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  H.  Cansler,  Paducah,  Tex. 
Canter,  George  Thomas,  seaman.  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  April  IQ,  1917. 

Died :  U.  S.  S.  Nevada,  May  6,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Father,  Charles  Canter,  Camp  Nelson,  Ky. 
Cantuon,  Fbancis  Xavieb,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  El  Paso,  Tex.,  June  7,  1918. 

Died :  Naval  hospital.  New  Orleans,  La.,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Harry  C.  Cantlion,  One  hundred  and  fifty-eighth  In- 
fantry, Company  G,  National  Army. 
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Cantkell,  Evans,  seaman,  second  class.  United  States  Navy 
iiinhsted:  Nashville,  Tenn.,  December  14,  1917. 
Died :  U.  S.  A.  0.  T.  Ticonderoga,  SeptemUr  30,  1918 
Cause:  Died  when  vessel  was  torpedoed  by  enemy 
Next  of  kin :  Mother,  Mary  Cantrell,  McMinnviUe,  Tenn 

'^^^^NTvVfrerveTor^'^'^^"'^'^  '''  '"^^^^"^^'^  ^^^  '^^^'  ^"^^^  ^^^ 
Enlisted:  Boston,  Mass.,  January  2,  1918. 
Died :  Naval  hospital,  Fort  Lyon,  Colo.,  October  29,  1918 
Cause:  Tuberculosis,  chronic  pulmonary 

^mL?  ^'''''  ^''"''""'  ^''''""■^  Cantwell,'49  Porter  Boulevard,  Cambridge. 

Cantwell,  Russell  Vincent,  seaman,  second  class.  United  States  Navy 

EnUsted :  New  York,  N.  T.,  November  26,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  12,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  John  Cantwell,  34  Windel  Park,  Tarrytown,  N.  Y 
Carbebrt,  Fbank  EmvAED,   apprentice  seaman,   United   States  Naval  Reserve 
Force. 

Enlisted:  Buffalo,  N.  Y.,  July  26,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Frank  A.  Carberry,  1913  Seneca  Street,  Buffalo,  N.  Y. 
Cabey,  Leo  Martin,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  18,  1917. 

Died :  U.  S.  S.  Tyler,  May  2,  1918. 

Cause :  Lost  at  sea. 

Next  of  kin  :  Father,  James  Carey,  Albert  Lea,  Minn. 
Casey,  Michael  Joseph,  fireman,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Fort  Lafayette,  April  23,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Anna  E.  Carey,  1869  Cropsey  Avenue,  Brooklyn,  N.  Y. 
Carey,  Thomas,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  April  9,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  John  Carey,  R.  F.  D.  4,  Cedar  Springs,  Mich. 
Carley,  Herbert  Leslie,  chief  yeoman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  October  24,  1912. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  April  12,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Harry  Carley,  Bucksport,  Me. 
Carley,  Lynn  Dewitt,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  October  24,  1917. 
_Died :  U..S.  S.  Mercy,  April  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  A.  Carley,  R.  F.  D.  box  24,  Franklin,  N.  Y. 
Carlile,  Herman  James,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  San  biego,  Calif.,  April  3,  1916. 

Died :  U.  S.  S.  Louisville,  September  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Elmer  B.  Carlile,  528  Polk  Street,  Eugene,  Oreg. 

174483—20 11 
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Cablin,  Joseph  Frank,  coxswain,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  October  31,  1913. 

Died :  U.  S.  S.  Motcmo,  July  31.  1917. 

Cause :  Died  when  vessel  was  sunk  by  enemy  submarine. 

Next  of  kin :  Mother,  Ella  Carlln,  403  Taylor  Street,  Pittsburgh,  Pa. 
Caklsen,  Harby  Emil,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  August  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Crlo  S.  Carlsen,  Fenwlck,  Mich. 
Cablson,  AtviN  Carl,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  III.,  May  27,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cau.se:  Influenza. 

Next  of  kin:  Mother,  Lydia   O.  Carlson,   2731  West  Thirty-ninth   Street, 
Chicago,  111. 
Carlson,  Earl  Edward,  landsman  for  machinist's  mate.  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  24,  1918. 

pied :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Fannie  Carlson,  2305  Powell  Avenue,  Chicago,  111. 
Oaelson,  Fritz  Theodore,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Great  Lakes,  lU.,  August  2,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  22,  1918. 

Cause :  Nephritis,  chronic. 

Nex.t  of  kin  :  Mother,  Charlotte  Carlson,  915  Pacific  Avenue,  Waukegan,  III. 
Carlson,  Gustave  Adolph,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  11,  1916. 

Died :  Naval  hospital.  League  Island,  Pa.,  July  8,  1918. 

Cause:  Endocarditis,  acute. 

Next  of  kin :  Sister,  Anna  White,  1193  Jamaica  Avenue,  Woodhaven,  Long 
Island,  N.  Y. 
Carlson,  Ludwig  John,  gunner's  mate,  first  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  September  27,  1915. 

Died :  Naval  hospital.  Las  Animas,  Colo.,  June  10,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Sister,  Florence  Vornsand,  Hinsdale,  111. 
Cablton,  Andbew  Jackson,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  July  2,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Anna  Carlton,  Wayne,  N.  Y. 

Carlton,    Carl   Charles,    apprentice   seaman,    United    States    Naval    Reserve 
Force. 
Enlisted:  Detroit,  Mich.,  July  24,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 
Cau.se:  Influenza. 
Next  of  kin  :  JTother,  Mary  Oarlton,  Levering,  Mich. 
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Carlton,  Dijncax   Vekl.  apprentice  seaman,  United  Stales  Nnx.v 

Enlisted :  Salt  Lake  City,  Utah,  December  14,  1917. 

Died:  Naval  training  station,  San  Diesn,  Calif..  Februurv  10  ims 

Cause:  Jleningitis,  cerebrospinal. 

Next  of  kin:  Mother,  Ma.v  IL^nes,  Salmon  Git.y,  Lhilio. 
Cabiton,  Paul  Cauey,  coxswain.  United  States  Navy. 

Enlisted:  Denver,  Colo.,  February  5,  1915. 

Died:  U.  S.  S.  PiftxhKrgli.  November  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father.  S.  E.  Carlton,  Garden  City,  Kans. 

CAIIME.4N.  Benjamin  Hit.ton.  engineman,  second  class,  United  States  Naval  Re- 
serve Force. 
Enlisted :  Norfolk.  Va.,  July  3,  1918. 

Died:  Naval  hospital,  naval  ba.se,  Virginia,  October  8,  1918. 
Cause :  Pneumonia. 
Next  of  kin :  Mother,  Maria  E.  Carmean,  Snow  Hill,  Md. 

Caemichaei.,  Geokge  Axexander,  quartermaster,  third  class.  United  States  Naval 

Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  May  22,  1918. 
Died :  U.  S.  submarine  chaser  No.  215,  October  21,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin:  Fnnnie  Estelle  Carmiihael,  wife,  18  Theresa  Place,  Tompkins- 

ville,  N.  Y. 

Cakmine,  Andrew  McKinley,  seaman,  United  States  Navy. 
Enlisted :  Omaha,  Nebr.,  April  3,  1917. 
Died:  Xo.  3  hospital,  Leigh,  Scotland,  November  8,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  Henry  J.  Carmine,  Cook,  Nebr. 
Cabnatx,  Milton  Page,  oiler,  N.  N.  V. 

Enlisted :  Mare  Island,  Calif.,  May  4,  1917. 
Died :  Naval  hospital.  Mare  Island,  Calif.,  December  12,  1917. 
Cause :  Sclerosis,  disseminated. 

Next  of  kin  :  Jiotlier,  Louise  Carnall,  4247  Twentieth  Street,  San  Francisco, 
Calif. 
Carney,  Glenn  Raymond,  apprentice  seaman.  United  States  Navy. 
EnUsted:  Detroit.  Mich.,  July  16,  1917. 

Died:  Naval  training  station.  Great  Lakes,  111.,  August  4,  1917. 
Cause:  Appendicitis,  acute. 

Next  of  kin :  Mother,  Elizabeth  Carney,  R.  F.  D.  2,  Sandusky,  Mich. 
Cabnick,  Nick  Valentine,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Detroit,  Jlich.,  February  9.  1918. 
Died :  Base  No.  1 7,  October  25,  1918. 
Cause :  Accidentally  drowned. 

Next  of  kin  :  Mother,  Francis  C.  Carnick,  375  Edward  Street,  Detroit,  Mich. 
Cabolan,  James,  seaman,  second  class,  Ignited  States  Nnval  Reserve  Force. 
Enlisted :  Boston,  Mass.,  March  9,  1918. 
Died :  U.  S.  A.  C.  T.  Tioonderoga,  September  30,  1918. 
Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kin  :  Fathei',   Lawrence   f'nrolan,   241    Webstei-   Avenue,    Chelsea, 
Mass. 
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Cabom,  Alfred  Joseph,  seaman,  second  class,  United  States  Naval  Reserve  B'orce. 

Enlisted :  New  Bedford,  Mass.,  May  21,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Carom,  208  Nash  Road,  New  Bedford,  Mass. 
Caepentee,  Dokeis  Haedin,  .apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted:  Richmond,  Va.,  July  18,  1918. 

Died:  Naval  training  station,  Norfolk,  Va.,  October  14,  1918. 

Cause :    Pneumonia. 

Next  of  kin:  Wife,  Lenna  E.  Caipenter,  R.  F.  D.  1,  Sandidgos,  Va. 
Cabpentee,  Eeving  Chaeles,   engineman,   second   class.   United   States   Naval 

Reserve  Force. 
,        Enlisted :  Des  Moines,  Iowa,  August  3,  1918. 

Died :  Naval  hospital,  Gfreat  Lakes,  111.,  November  10,  1918. 
,        Cause :    Pleurisy,    suppurative. 

Next  of  kin ;  Father,  Walter  L.  Carpenter,  Rural  Route  2,  Laredo,  Mo. 
Cakpentee,  Geoege  Russell,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  January  5,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  18,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  C.  Carpenter,  Bannister,  La. 
Caepentee,  Llovd  Eaele,  pharmacist's  mate,  third  class.  United  States  Naval 
Reserve   Force. 

Enlisted:  Portsmouth,  N.  H.,  July  5,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  4,  1918. 

Cause :    Septicemia. 

Next  of  kin :  Sister,  Mrs.  Ives  M.  Totman,  614  Bloomfield  Street,  Hoboken, 
N.J. 
Cakpentee,  Peecy  Leon,  chief  water  tender.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  10,  1913. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Wife,  Mabel  Carpenter,  2128  Newkirk  Street,  i'hiladelphia.  Pa. 
Caepentee,  Ross  Niles,  electrician,  third  class,  United  States  Naval  Reserve 
Force,  (R). 

Enlisted:  San  Francisco,  Calif.,  March  16,  1918. 

Died :  Naval  hospital,  Norfolk,  A'^a.,  October  22,  1918. 

Cause :    Pneumonia. 

Next  of  kin :  Mother,  Fannie  Carpenter,  160  Pertita  Street,  San  Francisco, 
Calif. 
Case,  Waenee  Feedeeick,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :   Indianapolis,  Ind.,  June  26,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Rillia  Carr,  Petersburg,  Ind. 
Caeeekee,  Howakd  Geady,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Birmingham,  Ala.,  July  31,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  October  18,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Father,  John  R.  Carreker,  R.  1,  Eden,  Ala. 
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Gajujick,  Hosace,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:   St.  Louis,  Mo.,  April  17,  1918. 
Died:  Naval  hospital.  Great  Lakes,  111.,  October  7,  1918. 
Cause :   Influenza. 

Next  of  kin :  Mother,  Margaret  Carrick,  Seymour,  Mo. 
Cabeiee,  Path.  Excina,  quartermaster,  second  class.  United  States  Naval  Re- 
serve Force. 
Enlisted :  San  Franei&'co,  Calif.,  May  23,  1918. 
Died:  Naval  hospital,  New  London,  Conn.,  September  22,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Paul  Carrier,  900  West  Washington  Street,  Stockton, 
Calif. 
Oabeigan,  Henkt  Joseph,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Albany,  N.  Y.,  December  13,  ,1917. 
Died :  V.  S.  S.  Mount  Vernon,  .January  29,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nora  Carrigan.  32  Congress  Street,  Pittstteld,  Mass. 
Caekigan,  John  Loins,   seaman,   second   class.   United   States  Naval   Reserve 
Force. 
Enlisted :  Whitestone,  N.  Y.,  April  25,  1918. 
Died :  Naval  hospital,  Great  Lakes,  IH.,  September  27,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  Camilla  O.  Carrigan,  236  East  Sixtieth  Street, 
New  York,  N.  Y. 
Carbikeb,   Carl  BroENE,   fireman,   third   class,   United   States   Naval   Reserve 
Force. 
EnUsted :  St.  Louis,  Mo.,  June  4,  1918. 
Died:  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 

Next  of  kin :  Wife,  Ruby  L.  Carriker,  Irving,  111. 
Caeeoll,  Eart.  LeBaeon,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Montgomery,  Ala.,  July  6,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Columbus  A.  Carroll,  Oakgrove,  Ala. 
Careoix,  John  Axotsius,  landsman  electrician  (R),  United  States  Naval  Re- 
serve Force. 
Enlisted :  Great  Lakes,  111.,  May  8,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Influenza. 

Next  of  kin:  Sister,  Catherine  Carroll,  4449  Washington  Building,  Chi- 
cago, 111. 
Oaeeoix,  John  Stewaet,  seaman,  second  class.  United  States  Navy. 
EnUsted :  Detroit,  Mich.,  October  3,  1917. 
Died:  Naval  hospital,  Great  Lakes,  111..  February  22,  1918, 
Cause :  Abscess  of  neck. 

Next  of  kin :  Mother,  Verme  Carroll,  Box  6,  Sand  Creek,  Mich. 
Caeeoli,,  Owen  William,  fireman,  first  class.  United  States  Navy. 
Enlisted :  Omaha,  Nebr.,  December  10,  1913. 
Died :  New  York,  N.  Y.,  January  8,  1918. 
Cause:  Erysipelas. 

Next  of  kin:  Mother,  Helena   M.   Carroll,  455  On.-  hundred  thirty-eighth 
Street,  New  York,  N.  Y. 
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Oaeeoll,  William,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Providence,  K.  I.,  June  20,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Dennis  Carroll,  Pascoag,  R.  I. 
Oareothebs,  Geoege  Love,  chief  rarpenter'.s  mate,  TTniterl  States  Navy. 

Enlisted :  Washington,  D.  C,  April  12,  1918. 

Died :  U.  S.  S.  Shaw,  October  9,  1918. 

Cause :  Lost  his  life  when  vessel  vs^as  sunk. 

Next  of  kin  :  Father,  George  Carrothers,  175.5  Leighton  Avenue,  Los  Angeles, 
Calif. 
Caeson,  Chablbs  Peeston,  seaman,  second  class.  United  vStiites  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  July  10,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  7.  1918. 

.Cause :  Influenza. 

Next  of  kin  :  Father,  Ulysses  T.  Carson,  R.  F.  D.  4,  Paxton,  111. 
Caeson,  Raymond  Wesley,  yeoman,  first  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  November  26,  1917. 

Died :  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Louis  Carson,  1420  Farragut  Avenue,  Chicago, 
111. 
Caeson,  Vaughn  Wilfoed,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Wilmington,  N.  C,  May  18,  1917. 

Died :  Naval  base,  Rochefort,  France,  May  31,  1918. 

Cause:  Automobile  accident. 

Next  of  kin :  John  M.  Carson,  Spartanburg,  S.  C. 
Caetan,  George  Hall,  seaman.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  19,  1916. 

Died :  U.  S.  S.  Raleigh,  January  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  John  L.  Cartan,  1804  St.  Louis  Street,  Fort  Worth, 
Tex. 

Oaetbe,  Cael,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  11,  1917. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  September  1.3,  1918. 

Cause:  Lymphaticus. 

Next  of  kin  :  Father,  J.  A.  Carter,  Moorhaven,  Fla. 
Caetee,  Connie  Joseph,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  19,  1917. 

Died :  Naval  training  camp,  Portsmouth,  N.  H.,  .Tune  2,  1917. 

Cause:  Invenboried. 

Next  of  kin :  Mother,  Mary  Alcala,  475  Royal  Street,  Beaumont,  Tex.  ' 

Caeter,  Lloyd,  vi^ardroom  steward.  United  States  Navy. 

Enlisted :  Annapolis,  Ind.,  February  16,  1916. 

Died :  Naval  hospital,  Annapolis,  Md.,  February  9,  1918. 

Cause :  Chronic  cardiac. 

Next  of  kin  :  Wife,  Ella  Carter,  New  Bedford,  Mass. 
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Cartes,  Sam  Daixas,  fireman,  thircl  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Columbia,  S.  C,  July  18,  1918. 

r>ie(l :  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ellen  H.  Carter,  R.  1,  Waxhaw,  N.  C. 
Cabter.  Selby  Anderson,  seaman,  second  cliiss.  United  States  Naval  Reserve 
Force. 

Enlisted:  Louisville,  Ky.,  June  10,  1918. 

r>ied :  Naval  hospital.  London.  England,  October  16,  1918. 

Oiiuse :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Lulu  A.  Carter,  Nicholasville,  Ky. 
Cabtek,  Victor  Hillman,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Portland,   Me.,   March  21,   1917. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  August  11,  1918. 

Cause:  Nephritis,  acute. 

Next  of  kin :  Annie  Carter,  Harrington,  Me. 
Caetwbight,  William  Lester,  seaman.  United  States  Navy. 

Enlisted :  San  Franci^'co,  Calif.,  January  23,  1917. 

Died :  U.  S.  S.  P-1,  December  17,  1917. 

Cause :  Drowned  at  sea. 

Xext   of   kin:  Mother.   Amanda   Cartwright,   3437   Mono   Avenue,   Fresno, 
Calif. 
Carver,  Cyrus  Windfiei.d,  fireman,  first  class,   United   States  Naval  Reserve 
Force. 

EnlLsted:  Boston,  Mas-.,  July  9,  1918. 

Died :  Naval  Training  Camp,  Hingham,  Mass.,  October  30,  1918. 

Cause :  Pneumonia. 

Next  of  ]£in :  Mother.  Annie  G.  Brown,  74  Cabot  Street,  Roxbury,  Mass. 
Carver,  Robert  Maxwell,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Jacksonville,  Fla.,  July  5,  1918. 

Cause:  Pneumonia,  lobar. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  26,  1918. 

Next  of  kin  :  Mother,  Clara  E.  Carver,  White  Springs,  Fla. 
Carver,  Robert  Orville,  engineman,  second  class.  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  April  19,  1917. 

Died:  U.  S.  S.  Mount  Vernon.  September  5,  1918. 

Cause:  Killed  in  battle  wth  enemy  submarine. 

Next  of  kin :  Father,  Randolph  O.  Carver,  Poplarville,  Miss. 
Case,  Andy  Bdtler,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  April  23,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  7,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Silas  A.  Case,  Windsor,  N.  Y. 
Case,  Floyd,  r  eaman,  second  class.  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  June  22,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  .January  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Hari-y  Case,  Netcong,  N.  J. 
Case,  Thurber  Da^is,   seaman,   second  class,  United   States  Naval   Reserve 
Force.         '"' 

Enlisted:  New  York,  N.  Y.,  June  19,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  20,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Obediah  Case,  4  Adam  Street,  Newtou,  N.  J. 
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Case,  Walter  Milliard,  apprentice  seaman,  United  States  Navy. 
EnUsted:  Wilkes-Barre,  Pa.,  December  13,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  February  21,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Brother,  Harry  W.  Case,  65  Graham  Avenue,  Hanover,  Pa. 
Casey,  Guy,  fireman,  first  class.  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  23,  1914. 

Died:  U.  S.  S.  Pittsburgh,  July  5,  1918. 

Cause :  Fractured  skull. 

Next  of  kin:  Mother,  Menervia  Monks,  925  North  Sixteenth  Street,  St. 
Louis,  Mo. 
Casey,  Habey  Maetin,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  July  3,  1918. 

Died:  New  York,  N.  Y.,  October  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Robery  Casey,  233  East  One  hundred  and  twenty- 
sixth  Street,  New  York,  N.  Y. 
Casey,  Willtam.  landsman  for  electrician   (G),  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  15,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  July  23,  1918. 

Cause :  Addison's  disease. 

Next  of  kin:  Sister,  Anna  Casey,  14  South  First  Avenue,   Mount   Ver- 
non, N.  Y. 
Cash,  John  Andrew,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  April  23,  1917. 

Died :  U.  S.  S.  Mercjf,  October  8,  1918. 

Cause :  Pneumonia,"  lobar. 

Next  of  kin :  Mother,  Ada  Cash,  R.  F.  D.  5,  Atlanta,  Ga. 
Cash,  Othor  Thee,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Richmond,  Va.,  June  24,  1918. 

Died:  U.  S.  S.  Mercy,  October  11,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Lonnie  G.  Cash,  223  East  Ninth  Street,  Richmond,  Va. 
Cashbaugh,  Clarence  William,  seaman,  second  class,  United   States  Naval 
Reserve  Force. 

Enlisted :  Camp  Logan,  111.,  January  14,  1918. 

Died:  Camp  Logan,  111.,  February  3,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Fred  Cashbaugh,  1031  Hovey  Avenue,  Muskegon,  Mich. 
Cashion,  Leo  James,  printer,  first  class.  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  March  29,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Augusta  Cashion,  4  Woodland  Avenue,  Glen  Falls, 
N.  Y. 
Casper,  Harm  William,  carpenter's  mate,  third  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  Peoria,  111.,  June  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Richard  J.  Casper,  Washington,  111. 
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Oass,  Roy  B.,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Detroit,  Mich.,  June,  10,  1918. 
Died :  U.  S.  S.  Farragut,  October  15,  1918. 
Cause:  Drowning. 

Next  of  kin :  Father,  Lewis  B.  Cass,  231  Bates  Street,  Jackson,  Mich. 
Casseix,  Rogek  Neet,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Louisville,  Ky.,  July  3,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 

Nest  of  kin :  Mother,  Margaret  P.  Oassell,  Versailles,  Ky. 
Cassell,  Seth  John,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Indianapolis,  Ind.,  August  8,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Died  when  vessel  was  torpedoed  by  enemy. 
Next  of  kin :  Mother,  Ida  M.  Cassell,  4062  Rockwood  Avenue,  Indianapolis, 

Ind. 
tiAssTDY,  WiLi.iAit  Xa\'iee,  Seaman,  second  class.  United  States  Naval  Reserve 

Force. 
PJnlisted :  Brooklyn,  N.  Y.,  June  1,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  9,  1918. 
Cause :  Pneumonia  broncho. 
Next  of  kin :  Wife,  Mrs.  William  Cassidy,  280  Eleventh  Street,  Brooklyn, 

N.  Y. 
Casweix,   Mllton   Edgar,    apprentice   seaman.   United    States   Naval   Reserve 

Force. 
Enlisted :  Buffalo,  N.  Y.,  August  2,  1918. 
Died :  Naval  hospital,  Great  Lakes,  III.,  September  24,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  Melvin  D.  Caswell,  Box  23,  Randolph,  N.  Y. 

Cate,  Flotd,  chief  boatswain's  mate.  United  States  Navy. 
Enlisted :  Yorktown,  Va.,  October  25,  1917. 
Died :  Naval  hospital  No.  5,  Brest,  France,  October  8,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Wife,  Ellen  M.  Cate,  420  Twenty-lifth  Avenue,  West  Norfolk, 

Va. 

Catton,  Heebekt  James,  moulder,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  July  22,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Daughter,  Helen  M.  Catton,  R.  R.  3,  Newark,  Ohio. 
Caudle,  James  Ut,t,sess,  apprentice  seaman.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  4,  1917. 

Died:  Naval  station.  Great  Lakes,  111.,  March  13,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Williard  S.  Caudle,  Maiden,  Mo. 
Caughey,  John  Axet,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  October  29, 1917. 

Died  :  Naval  hospital,  Norfolk,  Va.,  March  22,  1918. 

Cause :  Pneumonia,  lobar.  „      •     m 

Next  of  kin:  Wife,  Josephine  Caughey,  418  Malone  Avenue,  Peoria,  111. 
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Causey,  BuroRD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  August  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  Baxter  Causey,  Talco,  Tex. 
Cavailo,  Orlando,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  27, 1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  April  7,  1918. 

Cause :  Thrombosis,  bilateral  of  cavernous  sinus. 

Next  of  kin  :  Mary  Barre.  209  Rex  Street,  Arlington,  Mass. 
Cavanaugh,  Aethttr,  coxswain.  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  December  13, 1912. 

Died :  Navy  collier  Cyclops,  June  14.  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Mary  Cavanaugh,  R.  F.  D.  3,  Arlington,  Wash. 
Cavanaugh,  James  Edwaed,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted :  Albany,  N.  T.,  December  11,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :   Sister.  Anna  Cavanaugh,  14  Manton   Street,  Hoosick  Falls, 
N.  Y. 
Oavanattgh,  John  Francis,  shipfltter,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  May  22,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  30, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Maria  Cavanaugh,  54  Bassett  Street,  Albany,  N.  Y. 
Cavanaugh,  Joseph  Edward,  gunner's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  October  13, 1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Mrs.  M.  Cavanaugh,  58  Chad  wick  Avenue,  Newark,  N.  J. 
Cavanaugh,   Thomas   Patrick,   seaman,   second   class.   United   States   Naval 
Reserve  Force. 

Enlisted :  Bufealo,  N.  Y.,  May  17,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  October  6, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Bridget  Cavanaugh,  Rouseville,  Pa. 
Cavanaugh,  William  Francis,  ship's  cook,  fourth  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  December  11, 1917. 

Died :  U.  S.  S.  Mongolia,  October  2,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  N.  Duncan,  Lincoln  Street,  Hingham,  Mass. 
Cavener,  Foster  Averyt,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  10,  1917. 

Died:  U.  S.  S.  Salem,  September  29,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Oelia  J.  Cavener,  R.  1,  Box  56.  Cordell,  Okla. 


171 

Cawlky,  Herbert  Weston,  baker,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Allentown,  Pa.,  March  29,  1918. 
Died:  Pliiladelphia,  Pa.,  October  18,  1918. 
Cause :  Pneumonia. 

Next  of  kin:  Fnther,  Arthur  J.  Cawley,  Box  158,  High  Bridge,  Hunterdon, 
N.  J. 
Cease,  Loot.s  Vekn,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  April  4,  1917. 
Died :  Norfolk,  Va.,  September  20,  1917. 
Cause :  Result  of  fall. 

Next  of  kin :  Mother,  Lucy  Cease,  Conway  Springs,  Kans. 
Cech.,   Wilburn,   carpenter's   mate,   first  class.   United   States   Naval   Reserve 
Force. 
Enlisted :  Kansas  City,  Mo.,  July  8,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  2,  1918. 
Cause:  Influenza. 

Next  of  kin :  Wife,  Edith  M.  Cecil,  Newton,  Kans. 
Cedae,  Andeew,  seaman,  United  States  Naval  Reserve  Force.  < 
Enlisted :  New  York,  N.  Y.,  August  3,  1917. 
Died:  Naval  hospital,  Chelsea,  Mass.,  September  15,  1918. 
Cause:  Influenza. 

Next  of  kin :  Grandmother,  Helen  Thumm,  247  Willis  Avenue,  New  York, 
N.  Y. 
CEI.ENTAN0,  Fkank,  Water  tender.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  Felyuary  13,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  ship. 

Next  of  kin:  Mother,  Mary  Celentano,  461  West  Thirty-first  Street,  New 
York,  N.  Y. 
Ghadd,  Holly   Stlvesteb,   apprentice  seaman.  United   States  Navftl  Reserve 
Force. 
Enlisted :  Kansas  City,  Mo.,  July  23,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 
Cause :  Influenza. 

Next  of  kin :  Wife,  Elolse  M.  Chadd,  Seward,  Kans. 
Chadwick,  Clyde  Lisle,  hospital  apprentice,  second  class,  United  States  Navy. 
Enlisted :  Albany,  N.  Y.,  July  6,  1917. 
Died:  Naval  hospital,  Chelsea,  Mass.,  August  2,  1918. 
Cause :  Appendicitis,  chronic. 

Next  of  kin :  Mother,  Helen  Chad  wick,  148  Pendleton  Avenue,  Springfield, 
Mass. 
Chambeklen,  Ralph  Mills,  electrician,  second  class  (G),  United  States  Naval 
Reserve  Force. 
Enlisted:  Kansas  City,  Mo.,  June  1,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26, 1918. 
Cause:  Influenza. 

Next   of   kin:  Father,    Thomas   M.    Ohamberlen,    812    Quindare   Building, 
Kansas  City,  Kans. 
Chambeelain,  Joel,  fireman,  third  class.  United  States  Navul  Reserve  Force. 
Enlisted:  Aberdeen,  Wash.,  February  16,  1917. 
Died:  U.  S.  S.  South  Daloota,  February  1,  1918. 
Cause:  Septicemia. 
Next  of  kin :  Mother,  Ida  Chamberlin,  1112  North  D,  Aberdeen,  Wash. 
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Chambeks,  KakdaCl  Henky,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  28,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  February  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Henry  Chambers,  Ignacio,  Colo. 
Chambees,  Roscoe  Thomas,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  May  21,  1918. 

Died:  Naval  base  hospital  No.  5,  Brest,  France,  October  23,  1918, 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Henton  J.  Chambers,  La  Belle,  Mo. 
Chancet,  Osborne  Beal,  hospital  apprentice,  first  class.  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  18,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  3.  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  E.  Chancey,  Hondo,  Tex. 
Chandlbb,  Abthxjb  McKinslet,  seaman,   second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  16,  1918. 

Died:  Najal  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Henry  Chandler,  Savannah,  Mo. 
Chandleb,   Charles   Thomas,   pharmacist's  mate,   first   class,   United   States 
Navy. 

Enlisted :  Washington,  D.  C,  January  3,  1916. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Sister,  Mrs.  William  Salmonson,  31  Third  Street,  Schenectady, 
N.  Y. 
Chapin,  Minor  Judson,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted:  Chicago,  111.,  April  4,  1917. 

Died :  Naval  aeronautic  detachment,  France,  April  12,  1918. 

Cause :  Result  of  injuries  received  in  airplane  accident. 

Next  of  kin :  Father,  Ora  E.  Chapin,  6415  University  Avenue,  Chicago, 
111. 
Chaplin,   Charlie  Pleasant,   apprentice  seaman,   United   States  Naval  Re- 
serve Force. 

Enlisted:  Richmond,  Va.,  July  19,  1918. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  James  B.  Chaplin,  R.  F.  D.  1,  Lexington,  Va. 
Chapman,  James  Frederick,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Los  Angeles,  Calif.,  May  25,  1918. 

Died:  San  Francisco,  Calif.,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Florence  Chapman  (address  unknown). 

Home  address  of  man :  388  Thirty-second  Avenue,  San  Francisco,  Calif. 
Chappell,  Clarence  Evert,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  19,  1918. 

Cause:  Pneumonia,  bronclio. 

Next  of  kin :  Father,  Hiram  Chappell,  Rockwell,  Iowa. 
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Chappie,  Fkank  William,  seaman,  second  class,  United  States  Navy, 

Enlisted:  Boston,  Mass.,  March  29,  1917. 

Died :  TJ.  S.  S.  Jacol)  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin:  Father,  Ronihold  Chappie,  8  Wahiut  Street,  Oharlestown, 
Mass. 
Chaput,  Paul  Joseph,  boatswain's  mate,  first  class.  United  States  Naval  Re- 
serve Force. 

Enlisted:  Boston,  Mass.,  December  5,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Died  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Mother,  Emma  Chaput,  79  Central  Street,  Ipswich,  Mass. 
Chab,  Fredeeick,  yeoman,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Pearl  Harbor,  Hawaii,  April  20,  1917. 

Died :  Naval  station,  Pearl  Harbor,  Hawaii,  October  31,  1918. 

Cause :  Killed  by  moving  train. 

Next  of  kin :  Brother,  Y.  T.  Char,  1982  Metcalf  Street,  Honolulu,  Hawaii. 
Charette,  Uleich  Joseph  Thomas,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  21,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Father,  Thomas  Charette,  Philadelphia,  Pa. 
Chabon,  Edwin  Febdebick,  seaman,  second  class,  United  States  Navy. 

Enlisted :  BurUngton,  Vt.,  July  24,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  19,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Eva  Charon,  Woodstock,  Vt. 
Chase,  Abthxjb  Bengaeman,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  15,  1917.  . 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  June  7,  1917. 

Cause:  Measles, 

Next  of  kin  :  Father,  William  Chase,  70  Lake  Avenue,  Haverhill,  Mass. 
Chase,  Edwaed  Faunce,  landsman  for  quartermaster  (A),  United  States  Naval 
Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  July  8,  1918.  , 

Died:  Minneapolis,  Minn.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Kate  Chase,  Jamestown,  N.  J. 
Chase,  Heney  Newton,  seaman,  second  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  5,  1917. 

Died :  U.  S.  S.  Mercy,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Elmer  Chase,  115  Short  Street,  Galena,  Kans. 
Chase,  JIaetin  Lee,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  27,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Edwin  Chase,  Turnpike,  Billerica,  Mass. 
Ohasset,  Walter,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Providence,  R.  I.,  May  5,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause  •  Died  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Mother,  Mary  Chassey,  723  North  Main  Street,  Providence. 
R.  L 
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Ohauvin,  John  Washington,  apprentice  seaman,  United  States  Navy. 
Enlisted :  New  Orleans,  La.,  June  22,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  12,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Leah  F.  Chauvin,  St.  Martinsville,  La. 
Cheek,  William  Ralph,  seaman.  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  May  22,  1917. 
Died :  U.  S.  S.  Mercy,  September  30,  1918. 
Cause :  Pneumonia 

Next  of  kin :  Wife,  Bernice  Cheek,  928  McCann  Street,  Springfield,  Mo. 
Cheesman,  William  Stout,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  .June  17,  1918. 
Died :  Naval  hospital,  Nev^fport,  R.  I.,  September  30,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Isaac  Cheesman,  New  Street,  Clayton,  N.  J. 
Chbffer,  Byeon,  musician,  first  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Great  Lakes,  111.,  March  11,  1918. 
Died :  Base  hospital  No.  3,  October  31,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Zeldia  Cheffer,  St.  Anne,  111. 
Chenoweth,  Beet  Bodwell,  hospital  apprentice,  second  class.  United   States 
Naval  Reserve  Force. 
Enlisted :  Great  Lakes,  111.,  June  26,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  September  18,  1918. 
Cause :  Influenza. 

Next   of   kin:  Mother,    Sarah    A.   Chenoweth,    1060    South    Tenth    Street, 
Charleston,  111. 
Chkrkt,  Clarence  Washington,   seaman,  second  class.   United   States  Naval 
Reserve  Force. 
Enlisted :  Raleigh,  N.  C,  June  28,  1918.. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  2,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Wife,  Esther  C.  Cherry,  R.  R.  2,  Gastonla,  N.  C. 
Cheeky,  Eugene  Mack,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Norfolk,  Va.,  December  14,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  September  28,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Lillian  Cherry,  722  Boush  Street,  Norfolk,  Va. 
Cherey,   Henry  Lee,   landsman   for   musician.   United    States  Naval    Reserve 
Force. 
Enlisted:  Kansas  City,  Mo.,  July  13,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 
Cause:  Influenza. 

Next  of  kin  :  Father,  John  Robert  Cherry,  Lebanon,  Kans. 
Cherry,  Joseph  Andrew,  .Tr.,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Philadelphia,  Pa.,  March  27,  1918. 
Died:  At  home,  October  10,  1918. 
Cause :  Broncho-pneumonia. 

Nfxt  of  kin:  Mother,  Mary  McA.  Cherry,  336  Rector  Street,  Roxborough, 
Philadelphia,  Pa. 
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Ghessek,  Charles  William,  landsman  for  machinist's  mate  (A),  United  States 
Navy. 

Enlisted:  Denver,  Colo.,  December  13,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  March  8,  1918. 

Cause :  Mumps. 

Next  of  kin :  Mother,  Gene  Ferrier,  R.  F.  D.  3,  Grand  Junction,  Colo. 
Childress,  Samuel  Torbett,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  February  22,  1918. 

Died :  U.  S.  S.  Solace,  October  9,  1918 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mae  Childress,  Cameron,  Tex. 
Childs,  William  McKinlet,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force.  ^ 

Enlisted:  Philadelphia,  Pa.,  June  6,  1918. 

Died :  U.  S.  N.  A.  S.  Archachon,  October  16,  1918. 

Cause:  Injuries  received  in  auto  accident. 

Next  of  kin :  Mother,  Clara  Childs,  16  South  Twelfth  Street,  Darby,  Pa. 
Chilstrom,  Oscab   Valdemar,   musician,   second   class,   United   States  Naval 
Reserve  Force. 

Enlisted :  Chicago,  111.,  June  17,  1918. 

Died :  Chippewa  Falls,  Wis.,  September  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  C.  Chilstrom,  Winthrop,  Mass. 
Chinx,  William  Luck,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Washington,  D.  C,  April  12,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  May  3,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Carrie  E.  Chinn,  51  Rhode  Island  Avenue  NW.,  Wash- 
ington, D.  C. 
CJHiNNOCK,  Allan  Leon,  apprentice  seaman,  United  StMtes  .\ji\nl  Reservp  Force. 

Enlisted :  Milwaukee,  Wis.,  July  31,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Irene  Chinnock,  Wabeno,  Wis. 
Chinouth,  William  Nelson,  seaman,  second  class,  United  Stales  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  June  10,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  4,  1918. 

Cause:  Influenza. 

.Vext  of  kin :  Mother,  Sarah  Chinouth,  route  5,  Jonesboro,  Tenn. 
Ohitwood,  William  Elmer,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  April  20,  1917. 

Died  :  Naval  training  station.  Great  Lakes,  111.,  June  12,  1917. 

Cause :  Found  dead  near  railroad  track.  Harvard,  111. 

-Next  of  kin :  Mother,  Flora  B.  Chitwood,  R.  27,  Box  233,  Topeka,  Kans. 
CHt!i,sTL>-sEN,  Chakles  liOuis,  Seaman,  United  States  Navy. 

Enli.sted :  Minneapolis,  Minn.,  April  26,  1917. 

Died:  Naval  hospital,  Gibraltar,  October  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  Chrlstensen,  South  Heart,  N.  Dak. 
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Ghristensen,  James  Alfred,  seaman,  second  class,  United  States  Navy, 

Enlisted:  Denver,  Colo.,  June  27,  1917. 

Died :  Navy  base  hospital  No.  6,  February  18,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  James  Ghristensen,  Durham,  Wyo. 
Cheistensen,  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Knlisted:  Portland,  Oreg.,  June  25,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Hanna  Ghristensen,  Spokane,  Wash. 
Christenson,  Ralph  Hiram,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  May  21,  1918. 

Died:  U.  S.  S.  Huntington,  October  12,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  Carl  C.  Christenson,  Rio,  Wis. 
Christian,   Charles  Edwin,  seaman,  second  class,  United   States  Naval  Re- 
serve Force. 

Enlisted:  Chicago,  111.,  May  20,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sousie  Christian,  10417  Prospect  Avenue,  Chicago,  111. 
Christian,  James  Henry,  pattern  maker,  second  class.  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  14,  1917. 

Died:  Naval  hospital,  naval  base,  Virginia,  September  2,  1918. 

Cause:  Fracture  fifth  cervical  vertebrae. 

Next  of  kin :  Wife,  Dorothy  Christian,  post  office  box  259,  Roanoke,  Va. 
Christian,  James  Novice,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Meridian,  Miss.,  April  27,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  H.  Christian,  Tupelo,  Miss. 
Christian,  Leslie  David,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  15,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  March  28,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Maggie  Christian,  Mart,  Tex. 
Christian,  Zollie  David,  fireman  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Nashville,  Tenn.,  June  7,  1918. 

Died:  Naval  hospital.  Key  West,  Fla.,  October  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  B.  Christian,  R.  4,  Church  Hill,  Tenn. 
Christie,  John  Hatden,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  July  3,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  3,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  E.  Christie,  323  East  Romana  Street,  Pensacola, 
Fla. 
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Ohkistman,  Paul  Syt.vestek,  apprentice  seaman,  United  States  Navy. 

Kulisted:  Philadelphia,  Pa.,  January  29,  1918. 

Pied :  Naval  hospital,  Norfollj,  Va.,  March  21,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin ;  Father,  John  P.  Cliristman,  523  Linden  Street,  Reading,  Pa. 
Chbistofekson,   Abthuk   CtABENCE,   Coppersmith,   second  class.   United    States 
Naval  Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  July  2,  1918. 

Died :  Naval  hospital.  Great  Lalies,  111.,  September  26,  1918. 

Cause:  Influenza. 

Nest  of  kin :  Mother,  Annie  Ghristoferson,  4610  Wentworth  Avenue,  South 
Minneapolis,  Minn. 

Ohkestopheb,  Arthur  Leonard,  apprentice  seaman.  United  States  Navy." 

Enlisted:  New  Orleans,  La.,  January  11,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  George  Christopher,  Jennings,  La. 
Christopher,  Charles  Worthy,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Great  Lakes,  111.,  August  20,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. . 

Next  of  kin :  Father,  George  A.  Christopher,  Republic,  Mo. 
Chbistophek,  Leon  Thomas,  quartermaster,  second  class.  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  December  11,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Thomas  Christopher,  111  East  State  Street,  Albion, 
N.  Y. 

Church,  Asbubt   Evans,   carpenter's  mate,  second   class    (A),   United   States 
Navy. 

Enlisted :  Atlanta,  Ga.,  February  26,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Delia  Flyun  Church,  4  North  Street,  Gainesville,  6a. 
Church,  Carl  Leeoy,  seaman.  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  March  20,  1917. 

Died :  Naval  hospital.  League  Island,  Pa.,  March  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  John  A.  Church,  115  Eastern  Avenue,  Toledo,  Ohio. 
Church,  CoRNEttLE  Austin,  seaman,  United  States  Navy. 

Enlisted :  La  Crosse,  Wis.,  May  31,  1917. 

Died :  U.  S.  S.  Mercy,  October  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Charles  Church,  Trempealeau,  Wis. 
Church,  Lester  Hubbabd,  quartermaster,  third  class,  United  States  Naval  Re- 
serve Force. 

EnUsted :  Newport,  R.  I.,  March  2,  1918. 

Died:  Naval  hospital.  New  London,  Conn.,  Septeujber  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mattle  Church,  81  Beers  Street,  New  Haven,  Conn. 

174483—20 ^12 
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Chuechill,  James  Fjjdyd,  cliiet  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  June  7,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  August  29,  1918. 

Cause :  Seaplane  accident. 

Nest  of  kin :   Father,  Harlei  J.  Churchill,  116  McLennan  Avenue,  Syra- 
cuse, N.  Y. 
CiccoNE,  Sabatino,  tlreman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Denver,  Colo.,  May  6,  1918. 

Died :  Naval  training  camp,  San  Pedro,  Calif.,  October  21, 1918. 

Cause :  Acute  myocarditis. 

Next  of  kin :  Cousin,  Antonio  Clccone,  box  13,  Starkville,  Colo. 
OiEATTB,  Stephen  Chaeles,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Bridgeport,  Conn.,  June  4,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Felix  Oifatte,  49  Main  Street,  Norwalk,  Conn. 
Cr.ACK,   .Tames   Sttrong,  jk.,  gunner's  mate,  third   class    (G),   United   States 
Navy. 

Enlisted :  New  Oleans,  La.,  June  22,  1916. 

Died :  U.  S.  S.  Solace,  October  12,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  S.  Clack,  sr.,  Plattenville,  La. 
Claplin,  Clyde  VEatDi,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Minneapolis,  Minn.,  July  29,  1918. 

Died :  Minneapolis,  Minn.,  October  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Adda  Clafliu,  Sweet  Briar,  N.  Dak. 
Claggett,  Honore  Martin,  je.,  chief  electrician.  United  States  Navy. 

EnUsted:  Baltimore,  Md.,  June  19,  1911. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Honore  C.  Claggett,  sr..  Laurel,  Md. 
Glanct,  Thomas  Vincent,  engineman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  June  1,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Bridget  Mullen,  Ballynew,  Galway,  Ireland. 
Clapp,  Robert  Jay,  carpenter's  mate,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  December  13,  1917. 

Died :  North  Bombing  Squadron  Headquarters,  October  3,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Wife,  Mrs.  Robert  J.  Clapp,  Barre,  Mass. 
Clare,  Edward  Lewis,  baker,  first  class.  United  States  Naval  Reserve. 

Enlisted :  Chicago,  111.,  June  7, 1917. 

Died :  Naval  training  station.  Great  Lakes,  111.,  August  27, 1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Catherine  Clare,  7140  Cornell  Avenue,  Chicago,  111. 
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G^AREY,  Roy  Athold,  carpenter's  mate,  first  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  May  29,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Tille  Clarey,  1527  Canal  Street,  Santa  Barbara,  Calif. 
Clakitt,  Thomas  John,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Portland,  Me.,  June  2,  1918. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  September  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Alice  F.  Clarity,  1  Sherman  Street,  Portland,  Me. 
Clabk,  Chari^s  Aubor,  machinist's  mate^  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  13,  1917. 

Died :  Naval  hospital,  (Ifreat  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Mayme  Clark,  Matthevys,  Mo. 
Clakk,  Clarence,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  May  28,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Capitola  Clark,  R.  F.  D.  No.  10,  box  90,  Decatur,  Ind. 
Clark,  Edward  J.,  electrician,  first  class,    (R),  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  June  2,  1917. 

Died :  Marine  hospital,  Portland,  Me.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Gertrude  Clark,  206  Marion  Street,  East  Boston,  Mass. 
Clark,  Eugene  Henbt,  seaman.  United  States  Navy. 

Enlisted :  Des  Moines,  lovya,  March  7, 1917. 

Died :  U.  S.  S.  Shaw,  October  7,  1918. 

Cause :  Drowned.  . 

Next  otkin :  Mother,  Mary  J.  Clark,  110  Linden  Avenue,  Waterloo,  Inwa. 
Clark,  Franklin  Summer,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  31,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  J.  Clark,  Grafton,  Mass. 
Clakk,  Fred  Charles,  fireman,  second  class,  United  States  N^]vy. 

Enlisted:  Portland,  Oreg.,  December  15,  1917. 

Died :  U.  S.  S.  AWany,  August  22,  191 8. 

Cause :  Suffocated  in  coal  bunkers. 

Next  of  kill :  Mother,  Emma  Clark,  Wenatchee,  Wash. 
Clark.  George  Rector,  machinist's  mate,  first  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Louisville,  Ky.,  April  25,  1918. 

Died :  Port  Clinton,  Ohio,  September  29,  1918. 

Cause :  Typhoid  pneumonia. 

Next  of  kin :  Mother.  Mamie  I.  Clark,  Moorefield,  Ky. 
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Olark,  Harky  Amer,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  12,  1917. 

Died:  At  home,  October  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Catherine  V.  Clark,  424  Saint  Nichclas  Avenue,  New 
York,  N.  Y. 
Gi.ABK,  James  Clifeord,  quartermaster,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  April  29,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  O.  Clark,  57  Reid  Avenue,  Brooklyn,  N.  Y. 
Clark,  James  Lewis,  seaman,  second  -class.  United  States  Naval  Reserve  Force. 

Enlisted:  Louisville,  Ky.,  May  29,  1918. 

Died:  Naval  air  station,  Killingholm,  October  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Belle  Clark,  Round  Hill,  Ky. 
Clark,  John,.  Jr.,  oiler.  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  April  26,  1917. 

Died :  At  home,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Maggie  Clark,  2551  North  Howard  Street,  Philadel- 
phia, Pa. 
Clark,  John  Edward,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Los  Angeles,  Calif.,  October  8,  1918. 

Died :  At  home,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Jannie  M.  Clark,  2210  Raj  luoud  Avenue,  Los  .\ngeles, 
Calif. 
Clark,  Leslie  Meevin,  apprentice  seaman,  United  States  Navy, 

Enlisted :  Boston,'  Mass.,  May  1,  1917. 

Died:  Naval  hospital,  Nevsrport,  R.  I.,  June  25,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Rev.  George  Clark,  box  126,  Hoi-wich,  Mass. 
Clark,  Ollie  James,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  June  25,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Novie  P.  Clark,  R.  F.  D.  No.  1,  Murray,  Ky. 
Clark,  Paul  Dwight,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  March  12,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Anna  Clark,  186  McLean  Street,  Wilkes-Barre,  Pa. 
Clark,  Robert  Pattison,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  November  28,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  15,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Emmeline  Clark,  R.  F.  D.  No.  1,  Elnora,  N.  Y. 
Clabk,  Ruben  Calvin,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Parkersburg,  W.  Va.,  June  17,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Calvin  Clark,  Prestonburg,  Ky. 
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Ci^UK,  Theodore  Roosevelt,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Knlisted :  Norfolk,  Va.,  January  15,  1918. 

Died :  U.  S.  A.  0.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Father,  Shady  Clark,  932  Gordon  Avenue,  Norfolk,  Va. 
Clark,  Timothy  JIatthews,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Brooklyn,  N.  Y.,  March  19,  1918. 

Died :  Ftderal  rendezvous,  Brooklyn,  N.  Y.,  .Tune  2,  1918. 

Cause :  Gunshot  wound  in  abdomen. 

Next  of  kin:  Mother,  Mary  Clark,  1520  Pacific  Street,  Brooklyn,  N.  Y. 
Clabk,  WnxiAjt  Patrick,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  June  25,  1917. 

Died :  Armed  draft  detail,  New  York,  July  5,  1918. 

Cause :  Drowned. 

Next  of  kin:  Jtother,  Frances  Clark,  3541  South  L  Street,  Tacoma,  Wash. 
Olakk,  Wuxiam  Russeli,,  seaman,  second  class.  United  States  Navy. 

Enlisted  :  Baltimore,  Md.,  September  24,  1917.  ,  ...j 

Died:  S.  S.  Florence,  April  17,  1918.  ' 

« 'ause :  Drowned. 

Next   of   kin:    Motlier,   Glady.s   Ranney,   821   South   Second   Street,   Balti- 
more, Md. 
Ci^4BKE,  Gordon  '  •.,  chief  yeoman.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  28,  1916. 

Died :  Submarine  base.  Canal  Zone,  April  7,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin  :  Brother,  Frauk  Clarke,  Saginaw,  Mich. 
Clarke.  John  Sidn'Ey.  carpenter's  mate,  first  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  Orleans,  La.,  August  22,  1917. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  L.  Clarke,  349  Elmlra  Avenue,  New  Orleans,  La. 

tJLABKE,  Thomas,  water  tender,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  11,  1917. 

Died :  New  York,  N.  Y.,  January  20,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Daughter,  Christina  Hanley,  16  Vine  Street,  Brooklyn,  N.  Y. 
Clarke,  William  Thoma.s,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newark,  N.  J.,  July  3, 1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9,  1918. 

Ciuse :  Pneumonia,  broncho. 

Next  of  kin:  Mother.  Margaret  Clarke,  53  Warner  Avenue,  Jersey  City, 

N.  J. 

Clary,  Edwin  James,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Columbia,  S.  C,  April  10,  1917. 
Died :  U.  S.  S.  Corwecticut,  May  11,  1917. 
Cause:  Mea.sle.s. 
Next  of  kin  :  Father,  J.  W.  Clary,  Greeleyville,  S.  0. 
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Claude,  Elmeb  Samuel,  seaman,  second  class,   United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  June  4,  1918. 

Died :  Naval  air  station,  Eastleigh,  England,  October  8,  1918.' 

Cause :  Pnevtmonia,  lobar. 

Next  of  kin :  Fatber,  Christopher  Claude,  24  Park  Place,  Lockport,  N.  Y.' 
v3lause,  August  Pbteb,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Nevs'  Orleans,  La.,  November  15,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mrs.  Barbara  M.  C.  Brune,  2230  St.  Peter  Street,  New  Orleans, 
La. 
Clausen,  Cabl  E.,  oiler,  United  State.s  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  May  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 
!         Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Mrs.  C.  J.  Clausen,  102  West  York  Street,  Norfolk,  Va. 
Cleary,  James   Joseph  Francis,  seaman,   second   class,  United   States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  8,  1917. 

Died :  U.  S.  S.  Aloedo,  November  5,  1917. 

Cause :  Drowned  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Father,  James  W.  Cleary,  2394  Second  Avenue,  New  York, 
N.  Y. 
Clea^tsk,  Albert  John,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  July  5,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Aug.  Cleaver,  1736  Walnut  Street,  Ashland,  Pa. 
Clements,  Paul  Matthew,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  5,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  August  2,  1917. 

Cause :  Foreign  body  in  trachea. 

Next   of   kin:  Mother,    Antonia    Clements,    1404    North    Twelfth    Avenue, 
Chicago,  111. 
Oleveeland,  William  Jacob,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  June  5,  1918. 

Died :  Wissahicken  Barracks,  Cape  May,  N,  J.,  Augnist  24,  1918. 

Cause:  Drowned. 

Next  of  kin:  Grandmother,  Otille  Ernst,  6208  Clearvlew  Street,  Philadel- 
phia, Pa. 
Clift,  Hakey  Mabtin,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  June  4,  1918. 

Died :  Naval  hospital.  New  York,  N.  Y.,  November  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin ;  Father,  August  Cllffl,  711  Briar  Place,  Chicago,  111. 
Cline,  Tuenee  Lane,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Louisville,  Ky.,  June  14,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  2.5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Fannie  Miller  Cline,  Dawson  Springs,  Ky. 
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Cloutiee,  Wilfred,  ship's  cook,  second  class,  Uuiieil  States  Navy. 

Enlisted :  Providence,  R.  I.,  July  3,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  siilimarine. 

Next  of  kin :  Father,  Joseph  Cloutier,  Alfred,  Me. 
Glower,  Talbot  Morris,  seaman,   second  class.  United  States  Naval  Reserve 
Force, 

Enlisted:  Birmingham,  Ala.,  May  7,  1918. 

Died :  Naval  hospital,  naval  bfi.«e,  Virginia,  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Joseph  C.  Glower,  Ashford,  Ala. 
Clynes,  John  William,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  San  Francisco,  Galif.,  February  2,  1916. 

Died :  Submarine  base.  New  London,  Gonn.,  August  24,  1918. 

Cause :  Poisoning,  alcohol,  chronic. 

Next  of  kin :  Wife,  Grace  Clynes,  926  Twenty-fourth  Street,  Oakland,  Galif. 
Gltssens,  Gaston  Martin  Alphonse,  landsman  for  ship's  cook.  United  States 
Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  June  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  R.  Glyssens,  Park  Street,  Harvard,  111. 
Cobb,  Albert  Bryan,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Seattle,  Wash.,  July  26,  1918. 

Died:  Puget  Sound,  Wash.,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Francis  A.  Cobb,  519  South  Silver  Street,  Gentralia, 
Wash. 
Coble,  Gilbert  Lackey,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  19,  1917. 

Died :  U.  S.  S.  New  York,  June  19,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Annie  Coble,  Konawa,  Okla. 
Coble,  John  Fielding,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  November  22,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  January  12,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Anna  C.  Coble,  Potter  Valley,  Calif. 
Coblentz,  Howard  Burnsides,  yeoman,  second  class.  United  States  Navy. 

Enlisted :  Naval  training  station,  Great  Lakes,  111.,  April  23,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  Jline  1,  1918. 

Cause,  Diphtheria. 

Next  of  kin :  Father,  George  W.  Coblentz,  1045  West  Ninth  Street,  Erie,  Pa. 
Cochrane,  Jesse  Dillabd,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
.     Enlisted :  Tampa,  Fla.,  May  29,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 

Cause:  Pneumonia. 

Xoxt  of  kin  :  Mother,  Mrs.  Bessie  Cochran,  Dade  City,  Fla. 
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CocHEANE,  Lynn,  ship's  cook,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  July  23,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin;  Father,  Samuel  Cochrane,  189  West  Park  Avenue,  Delaware, 
Ohio. 
CocKERHAN,  Fbancis  Bkittian,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  April -4,  1918. 

Died :  Navy  base  hospital  No.  2,  July  16, 1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Mother,  Etta  Cockerhan,  Monroe  City,  Ind. 
CocKETT,  Ray  Dtjtchee,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  November  19,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  21, 1918. 

Cause:  Pleurisy. 

Next  of  kin :  Mother,  Nellie  D.  Gockett,  Sanquoit,  N.  Y. 
CocKEELL,  Alexandee  Milton,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  June  2,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  20, 1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  May  B.  Mills,  Lafayette,  La. 
Cody,  Sophia  Thekesa,  yeoman,  third  class  (F.),  United  States  Naval  Reserve 
Force. 

EnUsted :  Boston,  Mass.,  July  25,  1918. 

Died :  At  home,  October  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Cody,  78  Willow  Court,  Dorchester,  Mass. 
CoE,  Henry  Lester,  boilermaker,  United  States  Naval  Reserve  Force. 

EnUsted :  Key  West,  Fla.,  October  11,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Mary  A.  Coe,  Savannah,  Grand  Cayman,  West  In- 
dies. 
Coffey,  Chestley  Shelton,  seaman,  first  class.  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  May  5,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edgar  N.  Coffey,  Fort  George  Wright,  Spokane,  Wash. 
CoJFiN,  Heney  Sidney,  seaman,  United  States  Navy. 

Enlisted :  Seattle,  ,Wash.,  March  31,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  May  Cannon,  La  Mesa,  Calif. 
CoFFMAN,  ScoTT,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  III.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  S.  CofCman,  motor  route  A,  Sullivan,  Ind. 
CoGEE,  lEA,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  16,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  21,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin ;  Father,  Howard  Coger,  Curry,  N.  Y. 
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Co«HLAN,  Harby  Gobdon,  machlnlsfs  mate,  second  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  May  15,  1918. 
Died :  New  York,  N.  Y.,  October  18,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Henry  Coghlan,  277  Quincy  Street,  Brooklyn,  N  Y. 
COHEN,  Habry  OLn-EB,  boatswaiu's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 
Enlisted :  New  York,  N.  Y.,  April  17,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  3,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Abraham  Cohen,  406  Cooper  Street,  Utica,  N,  Y. 
Cohen,  Jacob  Edel,  electrician,  third  class  (R),  United  States  Navy, 
Enlisted :  Richmond,  Va.,  August  7,  1917. 
Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 
Cause:  Died  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Edel  Cohen,  732  West  Broad  Street,  Richmond,  Va. 
Cohen,  Jebome,  electrician,  first  class  (R),  United  States  Naval  Reserve  Force. 
EnUsted :  Chicago,  111.,  December  ?2,  1917. 
Died :  Belmar  radio  station,  Belmar,  N.  .!.,  July  5,  1918. 
Cause:  Fractured  skull. 

Next  of  kin :  Wife,  Myrtle  Cohen,  5049  St.  Lawrence  Avenue,  Chicago,  111. 
Cohen,  Louis,  boatswain's  mate,  first  class,  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  October  16,  1915. 
Died :  U.  S.  S.  Manley,  March  19,  1918. 
Cause:  Result  of  explosion  on  ship. 

Next  of  kin :  Sister,  Ida  Goodman,  157  North  High  Street,  Baltimore,  Md. 
CoHOON,  AxBEET,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  April  28,  1917. 
Died :  Navy  collier  Cyclops,  June  14, 1918. 
Cause :  On  board  missing  ship. 

Next  of  kin :  Brother,  Fred  Cohoon,  312  Green  Street,  Owosso,  Mich. 
CoLDMON,  Iveby,  mess  attendant,  third  class.  United  States  Navy. 
Enlisted :  Montgomery,  Ala.,  December  17,  1917. 
Died :  Hampton  Roads,  Va.,  March  18,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lizzie  Coldmon,  North  Franklin  Street,  Philadelphia, 
Pa. 
Cole,  Geobge  Tillott,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  East  Chester,  N.  Y.,  August  31,  1917. 
Died :  Navy  hospital,  Gibraltar,  November  6,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin  :  Mother,  Mary  D.  Cole,  Carmel,  N.  Y. 
Cole,  Glenn  W.,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Milwaukee,  Wis.,  June  13,  1918. 
Died  :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Warren  G.  Cole,  Newaygo,  Mich. 
Cole,  Hal  Scott,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Meridian,  Miss.,  June  15,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 
Cause :  Influenza. 
Next  of  kin  :  Father,  Dan  S.  Cole,  Redwood,  Mis.s. 
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Cole,  John,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Washington,  D.  C,  February  21,  1918. 

Died :  V.  S.  S.  Westover,  July  11, 1918. 

Cause :  Lost  his  life  vchen  vessel  was  torpedoed. 

Next  of  kin :  Father,  Louis  J.  Cole,  Brentwood,  Md. 
Cole,  John  William,  coxswain.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  23,  1918. 

Died :  U.  S.  S.  New  Mexico,  September  25, 1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Charles  H.  Cole,  1165  Gilbert  Avenue,  Cincinnati, 
Ohio. 
Cole,  Patrick  Michael,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  November  6, 1917. 

Died :  U.  S.  S.  Shaw,  October  9,  1918. 

Cause :  Killed  in  collision. 

Next  of  kin :  Mother,  Mary  Merson,  904  Elm  Street,  Cincinnati,  Ohio. 
(JoLE,  Richard,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  June  14,  1918. 

Died :  Pendleton,  Oreg.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Raney  Cole,  Nye,  Mo. 
Cole,  Robert  Cleveland,  caiTpenter's  mate,  first  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  April  6,  1918. 

Died :  Naval  air  station,  Killingholme,  October  24,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ella  Cole,  R.  F.  D.  1,  Parsippany,  N.  J. 
Coleman,  Beenabd,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  16,  1917. 

Died :  U.  S.  S.  Texas,  March  22,  1918. 

Cause :  Killed  in  accident. 

Next  of  kin :  Father,  Michael  Coleman,  864  Eagle  Axenue,  New  York,  N.  Y. 
Coleman,  Henry  David,  seaman,  United  States  Navy- 
Enlisted  :  Columbia,  S.  C,  May  2,  1917. 

Died :  Navy  base  hospital  No.  5,  Brest,  Prance,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Marie  Coleman,  Shelton,  S.  C. 
Coleman,  Lloyd  Walter,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  20,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  r)ctober  2,  1918. 

Cause:  Influenza. 

Next  of  kin :   Guardian,   Tom   Dunn,   1900  North   Adams   Street,   Peoria, 
111. 
Coleman,  Ollie  Carl,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  April  15,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  16,  1918. 

Cause:  Measles. 

Next  of  kin :  Mother,  May  Coleman,  Travellers  Rest,  S.  C. 
Collier,  Haywood,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  17,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Patrick  H.  Collier,  star  route,  Mayfleld,  Ky. 
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OoLuxs,  Edwakd,  musiolan,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  15,  1915. 

Died:  Kaval  hospital,  Philadelphia,  Pa.,  July  24,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Conrad  Collins,  252  Plymouth  Avenue,  Minneapolis, 
Minn. 
Collins,   Ivax   Howakd,   seaman,   second   class.   United   States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  June  1,  1918. 

Died:  Naval  training  camp,  Seattle,  Wash.,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Emma  Collins,  Columbia,  Miss. 
CoLUNS,   Jekky  Gbant,  seaman,  second  class.  United  States   Naval   Reserve 
Force. 

Enlisted :  Little  Rock,  Ark.,  June  4,  1918. 

Died:  U.  S.  S.  Hhode  IsJnnd.  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  .T.  K.  Collins,  Ola,  Ark. 
CotxiNs.    Robert   Pkrcy.    fireman,    third   class,   United    .States   Naval   Reserve 
Force. 

Enlisted:  New  Orleans.  I,a.,  May  4,  1918. 

Died:  Naval  hospital.  Philadelphia,  Pa.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Vivia  H.  Collins,  Opelousas,  La. 
CoLtiNS,  Rot  Vesley,  apprentice  seaman.  United.  States  Navy. 

Enlisted:  Kansas  City.  Mo.,  April  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  9,  1917. 
.  Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Samuel  P.  Collins,  Linwood,  Kans. 
Collins,  Thomas  Wh.liam.   -Tr.,  ship's  cook,  flrst  class,  XTnited  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  15,  1917. 

Died :  New  York,  N.  Y.,  October  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Father,  Thi>mas  Collins,  505  .\orth  Fourth  Street,  Harrison, 

N.  J. 
Collins.  Toojikk.  ai^prentice  seaman.  United  States  Navy. 

Enlisted :  .Jackson,  ili.ss..  December  11,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  12,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  J.  P.  Collins,  Ackerman,  Miss. 
Collins,  William,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted ;  Cincinnati,  Ohio,  June  29,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother.  Marion  Collins,  932  \Vest  Eighth  Street,  Cincinnati, 

Ohio. 
COLLITON,  MicnAioL  Ambkosk.  seaman,  second  class,  United  Slates  Naval  Reserve 

Force. 
Enlisted :  Federal  rendezvous,  Brooklyn,  N.  Y.,  December  18,  1917. 
Died:  Naval  training  c.Tnip,  Pelham  Bay  Park,  N.  Y.,  October  27,  1918. 
Cau.se:  Influenza. 
Next  of  kin  :  Friend,  f'iavn  BIsesser,  437   Forty-seventh   Street,   Brooklyn, 

*   N.  Y. 
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Oor^LOM,  Samuel,  seaman,  second  class,  "United  States  Nav.\. 

Enlisted :  Newark,  N.  J.,  March  27,  1917. 

Died:  Hospital  ship,  U.  S.  S.  Solace,  April  29,  l9n. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Guardian,   W.   I^  Butchei',   14   New  Cluiiubers   Street,   New 
York,  N.  Y. 
CoLOMA,  Mabiano,  mess  attendant,  tliird  class.  United  States  Navy. 

Enlisted :  Cavlte,  P.  I.,  October  11,  1916. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  Ma>'  28,  1917. 

Cause :  Malaria. 

Next  of  kin :  Father,  Alyandre  Ooloma,  Bangar,  La  Union,  P.  1. 
Colombo,  John  Akti-iue  .Joseph,  seaman,  second  class.  United  Stat(-s  Navy. 

Enlisted :  Wausau,  Wis.,  June  3,  1917. 

Died :  Naval  hcspital.  Great  Lakes,  111.,  December  30,  1917. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Joseph  L.  Colombcj,  110  Scott  Street,  Wausau,  Wis. 
Colon,  Armando  Rodeiguez,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted :  San  Juan,  Porto  Rico,  May  31,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Jevlllano  R.  Archilla,  Cayey,  Porto  Rico. 
Colson,  William  Eakl,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Machias,  Me.,  March  14,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Fred  F.  Colson,  Steuben,  Me, 
CoLTON,  Leslie  P.,  apprentice  seaman,  N.  N.  V. 

Enlisted :  Newark,  N.  J.,  March  30,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  April  21,  1917.     ■ 

Cause:  Pleurisy. 

Next  of  kin :  Mary  E.  Colton,  251  Watchring  Avenue,  West  Orange,  N.  J. 
Colville,  Osbobne  Lindsay,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  27,  1917. 

Died :  Naval  station.  New  York,  N.  Y.,  February  24,  1918. 

Cause :  Gastro-enteritis. 

Next  of  kin :  Mother,  Eleanor  Colville,  103   Colville  Streiit,   (Jhattanooga, 
Tenn. 
Comerfobd,  Fbank  Pateick,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  20,  1917. 

Died :  U.  S.  S.  Bolace,  March  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Alice  Comerford,  2832  West  Adams  Stioet,  Chicago, 
111. 
CoMFOET,   William  Anthony,   storekeeper,    thii-d   class,    United    States   Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  .Tuly  24,  1918. 

Died  :  Naval  training  station,  Great  Lakes,  111.,  September  4,  1918. 

Cause:  Septicemia. 

Next  of  kin;  Father,  Patriik  .L  Comfort,  .3200  Main  Sncct.  Kansiis  City, 
Mo. 
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OoMiKus,  Hakky,  gunuer's  mate,  first  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Hampton  Roads,  Va.,  November  11,  1916. 
Died :  Naval  station,  Norfolk,  Va.,  December  25,  1917. 
Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Aunt.  Elizabeth  Recketson,  1925  Linden  Avenue,  Baltimore, 
Md. 

OoMiSKEY?  Spencek  Ellswokth,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  August  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Esther  Comiskey,   23  Boston  Avenue,   Seneca   Falls, 
N.  X. 
t'uMPTON,  Amos  Grady,  apprentice  seaman.  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  June  13,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Gus  W.  Compton,  R.  F.  D.  1,  Case,  Tex. 
CoMSTOCK,  Glenn  Rowell,  ship's  cook,  third  class.  United  States  Naval  Re.serve 
Force.  ' .  ' 

Enlisted:  Burlington,  Vt,  June  11,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Bessie  I.  Comstoek,  14  Main  Street,  Barton,  Vt. 
CoMSTocK,  Guy  Axton,  engineman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  San  Francisco,  Calif.,  October  22,  1917. 

Died:  U.  S.  S.  Ophir,  November  n,  1918. 

Cause:  Died  when  vessel  was  destroyed  by  fire. 

Next  of  kin  :  Father,  Mark  H.  Comstoek,  1623  Forty-sixth  Avenue,  Oakland, 
Calif. 
CoNAHAN,  Hugh  Henky,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:   Chicago,  111.,   May  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Catherine  Conahan,  309  Main  Street,  Aurora,  111. 
Con  WAT,  Otho  Basil,  landsman  for  electrician  (R.),  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  January  2,  1918. 

Died :  Naval  station,  Great  Lakes,  111.,  April  1,  1918. 

Cause:    Cerebrospinal  fever. 

Next  of  kin :  Father,  Fort  F.  Conaway,  537  Moxahala  Avenue,  ZanesvlUe, 
Ohio. 
Condon,  John  Francis,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Pittsburgh,  Pa.,  May  1,  1918. 

Died:  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin;    Father,   WilUam   Condon,  422   Airbrake  Avenue,   Wilmer- 
ding,    Pa. 
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Condon,  La  whence  Joseph,  commissary  steward.  United  States  Naval  Reserve 
Force. 

Enlisted:  Parkersburg,  W.  Va.,  April  2,  1918. 

Died:  Naval  hospital,  Portsmouth,  Va.,  August  6,  1918. 

Cause:    Cerebrospinal  fever. 

Next  of  kin :  Father,  John  B.  Condon,  Hotel  Frederick,  Huntington,  W.  Va. 
Cones,  Cablton  Raymond,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  August  8,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Aaron  Cones,  R.  F.  D.  8,  Jackson,  Mich. 
CoNLEY,  Fkank  Percy,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  January  29,  1918. 

-Died:  At  home,  February  24,  1918. 

Cause :   Pneumonia,  lobar. 

Next  of  kin :  Father,  John  H.  Conley,  White  Gate,  Va. 
Oonnaughton,  Edwaed  Patbick,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  April  14,  1917. 

Died:  S.  S.  Floisnce  H.,  April  17,  1918. 

Cause :  Killed,  fn  explosion  on  board  ship. 

Next  of  kin:  Father,  Thomas  Gonnaughton,  223  East  Sixty-ninth  Street, 
New  York,  N.   Y. 
Connelly,   Bart   .Joseph,  apprentice  seaman.  United    States   Naval   Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  July  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Martin  Connelly,  1113  Maple  Avenue,  Turtle  Creek. 
Pa. 
Conner,  Harold  Climon,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  20,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Gladys  M.  Conner,  42  Packard  Avenue,  West  Somer- 
ville,  Mass. 
Conners,  Robert  William,  seaman,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  January  25,  1916. 

Died :  S.  S.  Neuse,  June  28,  1918. 

Cause:  Erysipelas. 

Next  of  kin:  Mother,  Louis  Conners,  1746  Sycamore  Street,  Cincinnati, 
Ohio. 
Connolly,  James,  water  tender.  United  States  Navy. 

EnUsted :  New  York,  N.  Y.,  October  1,  1909. 

Died :  Naval  hospital.  Las  Animas.  Colo.,  April  17,  1917. 

Cause :  Tuberculosis. 

Next  of  kin :  Sister,  Mrs.  Mary  Doovan,  68  West  Fourteenth  Street,  Bay- 
onne,  N.  .1. 
Connolly,  .Iamks  Fidells.  seaman,  .second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Omaha,  Nebr.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes.  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Ellen  E.  Cnnnolly,  Elk  Point,  S.  Dak. 
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Connolly,  John  Edwasd,  boatswain's  male,  first  class,  United   State.s  Naval 
Reserve  Force. 
Enlisted :  Naval  Home,  Philadelphia,  Pa.,  January  9,  191S. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  March  15,  1918. 
Cause :  Valvular  disease,  chronic  cardiac. 

Next   of  kin:  Wife.    Stella   Connolly.   1501   North  Twelftli   Street,   Phila- 
delphia, Pa. 

Connor,  John   Josei'h,   yeoman,   second   class.   United   StMtes  Naval  Reserve 

Force. 
Enlisted:  Philadelphia,  Pa.,  March  30,  1917. 
Died :  Naval  hospital.  Philadelphia,  Pa.,  August  10,  1917. 
Cause:  Appendicitis,  acute. 
Next  of  kin:  ifother,  JIary  A.  Connor,  .5.841  Chester  Avenue,  Philadelphia, 

Pa. 

CoNNOH,  AViLLiAM   Aloysius,   Storekeeper,   second   class,   ITniteil   States  Naval 

Reserve  Force. 
Enlisted;  Philadelphia,  Pa.,  April  18,  1918. 
Died:  Naval  hospital.  Philadelphia,  Pa.,  September  23,  1918. 
Cause :  Influenza. 
Next  of  kin  :  Jlother,  Mary  Connor,  1500  Fairmont  Avenue,  Philadelphia, 

Pa. 

Connors,  Patrick  Joseph,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Boston,  Mass.,  Deeejnber  12,  1917. 
Died :  Naval  hospital,  Chelsea.  Mass.,  April  4,  1918. 
Cause :  Result  of  burns. 

Next  of  kin :  Father,  Martin  Connors,  Ballykinave,  County  Mayo,  Ireland. 
CoNOVEE,  George  Frederick,  fireman,  third  class,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  December  10, 1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  May  28,  1918. 
Cause :  Meningitis. 

Next  of  kin :  Father,  A.  V.  Conover,  Somner,  Mo. 
CoNEOw,  Claud,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Denver,  Colo.,  May  28,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  February  27,  1918. 
Cause :  Pleurisy. 

Next  of  kin :  Guardian,  Clarence  M.  Conrow,  Augusta,  Colo. 
CoNROY,  Bernard  Aloysius,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Tompkinsvllle,  S.  I.,  July  10,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  18, 1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Columbia  Conroy,  118  Clinton  Street,  Hoboken,  N.  J, 
Constantineau,  Leo  William,  molder.  United  States  Naval  Reserve  Force. 
Enlisted :  Boston,  Mass.,  June  5,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 
Cause :  Pneumonia. 

Next  of  kin;  Mother,  Anna  Constantineau,  20  Livingston  Street,  Lowell, 
Mass. 
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Conway,  Clabenqe  Avotjdle,  wardroom  steward,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  December  8,  1917. 

Died :  U.  S.  S.  Westgate,  October  7, 1918. 

Cause :  Lost  his  life  when  vessel  was  sunk  In  collision. 

Next  of  kin:  Mother,  Rebecca  Conway,  97  Upper  Regent  Road,  Denmara, 
B.  G. 
Conway,  Geobge  Fbedeeick,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  1,  1917. 

Died :  U.  S.  S.  Maui,  April  21, 1918. 

Cause :  Fell  overboard  and  was  drowned. 

Next  of  kin:   Father,  Thomas  Conway,  15  Harrison   Street,  Somerville, 
Mass. 
Conway,  James  Wh-liam,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Chester,  Pa.,  April  11, 1917. 

Died :  Scout  patrol  No.  682,  April  12, 1918. 

Cause :  Washed  overboard. 

Next  of  kin :  Father,  John  Conway,  Halifax,  England. 
Conway,  William  Fbancis,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  19,  1917. 

Died :  U.  S.  S.  Virginia,  January  6, 1918. 

Cause :  Result  of  shock  and  burns. 

Next  of  kin :  Father,  Thomas  J.  Conway,  14  Moanat  Street,  Boston,  Mass. 
CoNYNE,  William  Stanley,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  December  11, 1917. 

Died :  New  York,  N.  Y.,  April  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Laura  B.  Conyne,  166  Orange  Road,  Montclair,  N.  J. 
Cook,  Chestek  H.,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,'  May  8,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Alfred  Cook,  37  Manton  Street,  Fall  River,  Mass. 
Cook,  Elbeet  Sidney,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Johnstown,  Pa.,  May  30,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Julia  Sweet,  Lampasas,  Tex. 
Cook,  Ellis  Gordon,  chief  electrician.  United  States  Navy. 

Enlisted:  Richmond,  Va.,  November  16,  1915. 

Died :  Memorial  hospital,  New  London,  Conn.,  November  29,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Jesse  F.  Cook,  Connellys  Springs,  N.  C. 
Cook,  Eustace  Dye,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Meridian,  Miss.,  May  29,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Walter  K.  Cook,  Crystal  Springs,  Miss. 
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Cook,  Fkank  Piktt,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  AUentown,  Pa.,  June  15,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  8,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Carrie  Cook,  R.  F.  D.  2,  PhlUipsburg,  N.  J. 
Cook,  Geobge  Esam,  landsman  for  electrician  (R.),  United  States  Navy. 

Enlisted:  Chicago,  111.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Florence  C.  Comfort,  3730  Lake  Park  Avenue,  Chi- 
cago, 111. 
Cook,  George  Feederick,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  20,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Thomas  Cook,  126  Webster  Avenue,  Yonkers,  N.  Y. 
Cook,  Holland  Benjamin,  chief  yeoman,  United  States  Navy. 

Enlisted :  Staten  Island,  N.  Y.,  December  19,  1917. 

Died :  U.  S.  S.  Comfort,  October  10,  1918. 

Cause :  Influenza. 

Next   of   kin:  Mother,    Berta   Brasher,   500   East   Marvin    Street,    Waxa- 
hachle,  Tex. 
Cook,  James  Thomas,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  December  14,  1917. 

Died:  Naval  station.  Great  Lakes,  111.,  January  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  L.  N.  Cook,  R.  F.  D.  1,  Mount  Morian,  Ark. 
Cook,  Jay  Go^uld,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Dallas  Tex.,  April  17,  1917. 

Died:  Naval  hospital,  Gulfport,  Miss.,  October  13,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Mrs.  Belle  Cook,  1508  North  Street,  Waco,  Tex. 
Cook,  John  Harper,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  June  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  D.  Cook,  Beaverdale,  Pa. 
Cook,  Joseph  Henby,  cabin  steward,  United  States  Navy. 

Enlisted  :  Gibraltar,  January  5,  1918. 

Died :  U.  S.  S.  Machias,  January  28,  1918. 

Cause:  Heart  failure. 

Next  of  kin :    Wife,  Rachael  Cook,  87  Washington  Street,  Annapolis,  Md. 
Cook,  Lewis  Andrew,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  June  3,  1918. 

Died :  Naval  ho.spltal.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Andrew  Cook,  Coudersport,  Pa. 
Cook,  Orvuxe  Howard,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  August  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  WllUam  O.  Cook,  R.  F.  D.  5,  Muskegon  Heights, 
Mich. 
174483—20 13 
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Cook,  Paxit,  James,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Xex.,  April  5,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Marie  Cook,  Groveton,  Tex. 
Cooke,  Hugh  Haeeison,  apprentice  seaman,  United  States  Naval  Reserve  Force, 

Enlisted :  Great  Lakes,  lU.,  August  6,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  13,  1918. 

Cause:  Anemia,  splenic  effects. 

Next  of  kin :  Mother,  Edith  Benson,  933  Crescent  Place,  Chicago,  111. 
CooLiDGE,  RoGEK,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  July  19,  19]8. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Edith  E.  Coolidge,  1101  Long  Avenue,  Chicago,  111. 
Goon,  .Tack  Meevyn,  storekeeper,  second  class.  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  April  16,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  April  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Clara  J.  Coon,  Guernesville,  Calif. 
CooNEY,  John  Joseph,  chief  water  tender,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  September  4,  1915. 

Died :  U.  S.  S.  JacoT)  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Sister,  Katie  Forstrom,  357  Second  Street,  Brooklyn,  N.  Y. 
Coopee,  Clatide,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  St.  Louis  Mo.,  July  16,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Julia  Cooper,  Diehlstadt,  Mo. 
CooPEE,  Daniel  Lloyd,  ships'  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Great  Lakes,  111.,  July  19,  1918. 

Died :  St.  Luke's  Hospital,  Chicago,  111.,  October  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lena  Cooper,  1323  South  Millard  Avenue,  Chicago,  111. 
CooPEE,  Densil  Ruben,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  August  8,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Willis  Cooper,  R.  F.  D.  1,  Wheatland,  Ind. 
CooPEE,  Floyd  Albeet,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Omaha,  Nebr.,  July  25,  1918. 

Died :  U.  S.  S.  Wisconsin,  October  14,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Lloyd  L.  Cooper,  Leith,  N.  Dak. 

CooPEB,  Geoege  Heney,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 
Enlisted:  Omaha,  Nebr.,  July  2,  1918. 
Died :  Naval  hospital.  Great  Lakes,  HI.,  September  27,  1918. 
■  'Cause:  Influenza. 

Next  of  kin :  Brother,  Charles  W.  Cooper,  Hubbard,  Minn. 
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Cooper,  Hazelet  Vaughan,  machinist's  mate,  flrst  class,  United  States  Navy. 
Enlisted:  Pittsburgh,  Pa.,  April  23,  1917. 
Died:  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Dona  C.  Long,  820  West  Sixth  Street,  Oklahoma  City, 
Okla. 
CooPBat,  MiLLABD  J.,  Seaman,  United  States  Navy. 
Enlisted:  Detroit,  Mich.,  April  17,  1917. 
Died:  Naval  hospital,  Newport,  R.  I.,  November  4,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Myrta  H.  Cooper,  105  West  Wayne  Street,  Dowaglac, 
Mich. 
COPP,  Chaei.es  Houghton,  musician,  second  class.  United  States  Naval  Re- 
serve Force. 
Enlisted :  Newport,  R.  I.,  June  20,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  May  M.  Copp,  45  Bedford  Street,  Bridgewater,  Mass. 
Copp,  Donald  Geokge,  chief  yeoman,  United  States  Naval  Reserve  Force. 
Enlisted :  Brooklyn,  N.  T.,  October  15,  1917. 
Died :  Brooklyn,  N.  Y.,  September  29,  1918. 
Cause:  Influenza. 

Next   of   kin:  Grandmother.    Mrs.    George    .T.    Copp,    1826   West   Twelfth 
Street,  Brooklyn,  N.  Y. 
CopPEB,  John  Sheblock,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Baltimore,  Md.,  June  19,  1918. 
Died :  Mercy  Hospital,  Baltimore,  Md.,  September  2,  1918. 
Cause :  Self-inflicted  gunshot  wound. 

Next  of  kin:  Father,  John  Thomas  Copper.  626  Fort  Avenue,  Baltimore, 
Md. 
CoKBETT,  Joseph  Lee,  gunner's  mate,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Portland,  Oreg.,  April  11,  1917. 

Died:  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  11,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Corbett,  1808  Second  Street,  La  Grande,  Oreg. 
CoKBETT,  William  James,  chief  electrician  (R.),  United  States  Naval  Reserve 
Force. 
Enlisted  :  Boston,  Mass.,  June  4,  1917. 

Died :  Naval  air  station,  Chatham,  Mass.,  September  20,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Annie  B.  Corbett,  9  Pahker  Hill  Avenue,  Roxbury, 
Mass. 
CoEBBT,  Joseph  Babnabd,  flreman,  flrst  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  July  3,  1918. 
Died :  New  York,  N.  Y.,  October  24,  1918. 
Cause:  Lost  overboard. 

Next  of  kin  :  Mother,  Mary  A.  Corbey,  Ulster  Park,  N.  Y. 
CoBBiN,  Clabenoe  Hobert,  apprentice  seaman.  United  States  Navy. 
'  Enlisted  :  Omaha,  Nebr.,  December  13,  1917. 
Died :  Naval  hospital.  Great  Lakes,  III.,  January  22,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Father,  George  M.  Corbin,  Bruns  City,  Inrl. 
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CoRBiN,  Fbed  Eugene,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Syracuse,  N.  Y.,  October  1,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  6,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Corbin,  1446  Fisher  Avenue,  Detroit,  Mich. 
CoEcoEAN,  Ralph  Henet,  seaman,  second  class  United  States  Navy. 
Enlisted :  Boston,  Mass.,  December  11,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  April  2, 1918. 
■  Cause :  Pneumonia,  broncho. 

Next  of  kin :  Sister,  Mable  Corcoran,  30  Belcher  Avenue,  Brockton,  Mass, 
CoECOEAN,  Timothy  Feancis,  seaman,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  October  2,  1917. 
Died :  U.  S.  S.  Manley,  March  19,  1918. 
Cause :  Result  of  injuries  received  in  explosion. 

Next  of  kin:  Father,  John  J.  Corcoran,  155  Richdale  Avenue,  Cambridge, 
Mass. 
CoEKLE,  Geoege  Connell,  scamau,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Philadelphia,  Pa.,  April  3,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  February  2,  1918. 
Cause:  Acute  nephritis. 

Next  of  kin :  Father,  William  R.  Cbrkle,  southeast  corner  Comae  and  Nedro 
Stress,  Philadelphia,  Pa. 
CoBKu:,  Joseph  Jackson,  fireman,  first  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Philadelphia,  Pa.,  March  31,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  19,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  W.  Ross  Corkle,  Comae  and  Nedro  Streets,  Philadel- 
phia, Pa. 
CoELEY,  Ievin  Jeffeeson,  apprentice  seaman.  United  States  Navy. 
EnUsted:  San  Diego,  Calif.,  January  7,  1918. 
Died:  Naval  training  camp,  San  Diego,  Calif.,  March  23,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Brother,  Hubert  Corley,  Brawley,  Calif. 
CoEMiEB,  Joseph  Eenest,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Boston,  Mass.,  August  12,  1918. 
Died  Naval  hospital,  Newport,  R.  I.,  October  3,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  Cormier,  9  Exchange  Pla^ee,  Waltham,  Mass. 
CoBNELius,  Due  L.,  quartermaster,  second  class.  United  States  Naval  Reserve 
,        Force. 

Enlisted :  New  Orleans,  La.,  July  5,  1918. 
Died :  Naval  hospital.  New  Orleans,  La.,  October  11,  1918. 
Cause:  Influenza. 

Next  of  kin :  Wife,  Anna  Cornelius,  Columbus,  Ohio. 
CoBNELius,  John,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  May  28,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  June  30,  1917. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Gjertine  Cornelius,  2934  North  Colfax  Avenue,  Min- 
neapolis, Minn. 
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CoBNELL,  Frank  Adelbeet,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  November  20,  1917. 

Died :  On  board  Army  transport  Sheridan,  July  31,  1918. 

Cause:  Tuberculosis. 

Next  of  kin:  Father,  Benjamin  W.  Cornell,  Glenns  Ferry,  Idaho. 
OoBNEu:,,  Feedekick  William,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  December  7,  1916. 

Died :  Naval  hospital,  Port  Lyon,  Colo.,  June  28,  1918. 

Cause:  Tuberculosis,  chi-onie,  pulmonary. 

Next  of  kin :  Mother,  Minnie  Cornell,  610  North  St.  Clair  Street,  Toledo, 
Ohio. 
CoKNER,  Thomas  Le  Eot,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  15,  1917. 

Died :  U.  S.  S.  Aylwin,  January  22,  1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Aunt  Tighe,  1545  East  Marguette  Road,  Chicago,  111. 
OoBNETT,  JuLiDs  ViCTOE,  chicf  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  Galveston,  Tex.,  September  22,  1917. 

Died:  Scout  patrol  No.  1092,  October  25,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Mamie  S.  Cornett,  1712  Twenty-ninth  Street,  Galveston, 
Tgx. 
CoBSON,  Haeey  Le  Rot,  chief  electrician  (G),  United  States  Navy. 

Enlisted:  Mare  Island,  Calif.,  January  19,  1917. 

Died:  U.  S.  S.  F-1,  December  17,  1917. 

Cause:  Drowned  at  sea. 

Next  of  kin :  Wife,  Mrs.  Hazel  Corson,  227  Tennessee  Street,  Vallejo,  Calif. 
CoBUN,  Marshall  Underwood,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  April  3,  1917. 

Died:  S.  S.  Rochester,  November  3,  1917. 

Cause :  Died  when  vessel  was  torpedoed  by  U-boat. 

Next  of  kin :  Mother,  Annie  Corun,  R.  R.  11,  Lexington,  Ky. 
CosGRAT,  William  Ross,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  May  28,  1917. 

Died:  Brest,  France,  March  12,   1918. 

Cause :  Diphtheria. 

Next  of  bin :  Father,  Robert  Cosgray,  Allister,  W.  Va. 
CosKEY,  Leon  Joseph,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enlisted:  Detroit,  Mich.,  February  23,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  April  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Frances  Coskey,  1477  Fifteenth  Street,  Detroit,  Mich. 
CossBTT,  Oliver  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  10,  1917. 

Died:  Naval  air  station,  Bay  Shore,  Long  Island,  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia  following  influenza. 

Next  of  kin :  Wife,  Jesse  G.  Cossett,  Fife  Lake,  Mich. 
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CosTELLO,  Fkank  Bdmund,  Seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  New  York,  N.  Y.,  May  29,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  16,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Sister,  Mary  S.  Costello,  122  Towanada  Street,  Whitehaven,  Pa. 
OosTELLo,  William  Pateiok,  fireman,  first  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  9,  1915. 

Died :  Naval  hospital.  Las  Animas,  Colo.,  May  21,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Mother,  Hellen  Costello,  12  Miller  Street,  Stamford,  Conn. 
CosTiGAN,  Maurice  Joseph,  seaman,  second  class,  T^nited  States  Navy. 

Enlisted:  Boston,  Mass.,  March  30,  1917. 

Died :  U.  S.  S.  Jaool  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Jane  Costigan,  159  Harbe  Street,  East  Boston,  Mass. 
Cottee,  Daniel  Alotsius,  storekeeper,  third  class,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  December  15,  1917.  , 

Died :  U.  S.  S.  Cormer,  June  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Margaret  Cotter,  7147  Upland  Street,  Pittsburgh,  Pa. 
GoTTEB,  John  Joseph,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 
'  Next  of  kin :  Mother,  Ellen  Cotter,  151  Alabama  Street,  Buffalo,  N.  Y. 
Cottle,  Walter  Raleigh,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Wilmington,  N.  C,  October  9,  1917. 

Died :  U.  S.  S.  Hartford,  December  28,  1917. 

Cause:  Committed  suicide. 

Next  of  kin :  Mother,  Carrie  A.  Cottle,  Chinquapin,  N.  C. 
Cotton,  Charles  Howard,  boatswain's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

EnUsted :  New  York,  N.  Y.,  May  28,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  October  18,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Charles  E.  Cotton,  19  Waller  Avenue,  Ossining,  N.  Y. 
Cotton,  Francis  Edwin,  chief  electrician  (R),  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  2,  1912: 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Blanch  R.  Cotton,  316  West  Roosevelt  Street,  Phoenix, 
Ariz. 
Cotteell,  Paul  Kirk,  yeoman,  third  class.  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  May  1,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  4, 1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Beatrice  CottreU,  642  South  Eighth  Street,  Louis- 
ville, Ky. 
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CoTJFAL,  Robert,  landsman  for  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Omaha,  Nebr.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  Coufal,  Schuyler,  Nebr. 
CouGHUN,  Daniel  Lane,  electrician,  second  class,  United  States  Navy. 

EnUsted :  Mare  Island,  Calif.,  April  10,  1917. 

Died :  Vallejo,  Calif.,  May  10,  1917. 

Cause:  Burns. 

Next  of  kin :  John  T.  Coughlin,  Augusta,  Ky. 
CoTjGHLiN,  Edwabd  Thomas,  seamau,  second  class.  United  States  Naval  Reserve 
Force. 

EnUsted:  Boston,  Alass.,  January  9,  1918. 

Died:  Naval  training  station,  Hingham,  Mass.,  February  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Coughlin,  92  Woodrow  Avenue,  Dorchester, 
Mass. 
Coulter,  Arthur  Bernakd,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Wilkes-Barre,  Pa.,  August  5,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Anna  Coulter,  65  Hayes  Lane,  Wilkes-Barre,  Pa. 
CoTOTER,  John  Henry,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  X.,  April  18,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Francis  Coulter,  6  Bell  Street,  Stamford,  Conn. 
CouLTHUEST,  ALBERT  STEPHEN,  hospital  apprentice,  second  class.  United  States 
Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  May  9,  1917. 

Died :  At  home,  October  28,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Julia  Coulthurst,  283  Union  Avenue,  Paterson,  N.  J. 
CouNiHAN,  May  Margaret,  yeoman  (F. ) ,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  July  2,  1917. 

Died :  General  hospital,  Boston,  Mass.,  October  3, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Cousin,  Mrs.  Francis  Flanagan,  Boston,  Mass. 
Coupe,  Clive  Nathaniel,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  26,  1917. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  February  4,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  James  Coupe,  Vernal,  Utah. 
Courtney,  Charley  Edmuno,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Courtney,  Raymondvllle,  Mo. 
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CouETNEY,  Habold  JOSEPH,  quartermaster,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Chicago,  111.,  February  25,  1918. 

Died :  U.  S.  S.  LouisvUle,  September  21,  1918. 

Cause:  Pneumonia. 

Nest  of  kin :  Father,  Charles  V.  Courtney,  1622  Greenway  Avenue,  Columbus, 
Ohio. 
Cousins,  Lee,  seaman.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  February  22,  1918. 

Died :  Submarine  base,  San  Pedro,  Calif.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  W.  Cousins,  590  Afton  Street,  Johnson  City, 
Tenn. 
CoTTTTT,  Leon  Petee,  seaman,  second  class.  United  States  Navy. 

Etilisted:  Albany,  N.  Y.,  May  31,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Frank  C.  Coutu,  Irving,  Mass. 
Cove,  James  Henbt,  ship's  cook,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted:  NewHaven,  Conn.,  June  28,  1918. 

Died :  New  York,  N.  Y.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Henrietta  B.  Cove,  38  Culver  Street,  Seymour,  New- 
Haven,  Conn. 
Covington,  William  Isaac,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Richmond,   Va.,  May  27,  1918. 

Died:  Naval  base  hospital  No.  5,  Brest,  France,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Sallie  H.  Covington,  E.  F.  D.  1,  Lennig,  Va. 
Cowan,  James  Allen,  hospital  apprentice,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  San  Francisco,  Calif.,  May  22,  1918. 

bled:  Mare  Island,  Calif.,  June  15,  1918. 

Cause:  Gastro,  enteritis. 

Next  of  kin :  Grandmother,  Hanna  E.  Cowan,  246  East  D  Street,  Coalinga, 
Calif. 
Cowan,  Winslow  Edwaed,  fireman,  first  class,  United  States  Navy. 

Enlisted:  NashvlUe,  Tenn.,  September  29,  1916. 

Died:  Naval  hospital.  League  Island,  Pa.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  T.  Cowan,  Whitwell,  Tenn. 
CowELL,  GiLBEKT  Walteb,  Seaman,  second  class.  United  States  Navy. 

Enlisted,  Philadelphia,  Pa.,  April  7,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  June  8,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Charlotte  Cowell,  2845  North  Lawrence  Street,  Phil- 
adelphia, Pa. 
Cowl,  John  Feew,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Parkersburg,  W.  Va.,  May  21,  1918. 

Died:  U.  S.  S.  Mercy,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  Cowl,  37  Broadway,  Wheeling,  W.  Va. 
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CowLEs,  Robert  Henby,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  May  8,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Grandmother,  Jereta  Richards,  327  Carroll  Avenue,  Bridge- 
port, Conn. 
CowLES,  Roy  Feancis,  chief  boatswain's  mate.  United  States  Naval  Reserve 
Force. 

Enlisted :  San  FFanciseo,  Calif.,  May  31,  1917. 

Died :  U.  S.  S.  Siboney,  October  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  James  Cowles,  41  Ohio  Street,  Vallejo,  Calif. 
Cowling,  Fremont  Stikl,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  August  6,  1916. 

Died :  Naval  hospital,  Chelsea,  Mass.,  August  6,  1917. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  John  W.  Cowling^  Ljup  City,  Nebr. 
Cox,  Adam  Anthony,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  30,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  20,  1917. 

Cause:  Measles  and  pneumonia. 

Next  of  kin :  Mother,  Mary  P.  Cox,  Campti,  La. 
Cox,  At.bebt  Patrick,  landsman  for  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  August  8,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Cox,  256  Eustis  Street,  Roxbury,  Mass. 
Cox,  Archie  Jay,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  5,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lee  Cox  Emerson,  R.  7,  Chillicothe,  Miss. 
Cox,  Bright,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Georgetown,  S.  C,  May  24,  1917. 

Died :  Subchaser  base,  Corfu,  France,  August  18,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Sister,  Flossie  Cox,  Bloomingdale,  S.  C. 
Cox,  Carlton  Bennett,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

EnUsted:  Philadelphia,  Pa.,  May  23,  1917. 

Died :  Malvern,  Pa.,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Addie  S.  Cox,  Malvern,  Pa. 
Cox,  Coy  Weight,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  June  4,  1918. 

Died :  New  York,  N.  Y.,  July  28,  1918. 

Cause:  Drowned  while  in  swimming. 

Next  of  kin :  Mother,  Alice  Cox,  1346  West  Ray  Street,  Indianapolis,  Ind. 
Cox,  Ernest  Dewey,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Charleston,  S.  C,  April  19,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  February  1,  1918. 

Cause:  Abscess  of  lung. 

Next  of  kin :  Mother,  Ella  M.  Cox,  6  Cooper  Street,  Chni-leston,  S.  O. 
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Cox,  Geokge  Whilden,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  19,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  .June  7,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Motlier,  Emma  E.  Cox,  Bowling  Green,  Fla. 
Cox,  Jambs  Michael,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  June  5,  1917. 

Died:  Naval  hospital,  Gibraltar,  October  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Marguerite  Cox,  1060  Madison  Avenue,  Albany,  N.  Y. 

Cox,  Meael  Ralph,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  March  29,  1917. 

Died:  S.  S.  Rochester,  November  3,  1917. 

Cause:  Killed  when  vessel  was  torpedoed  by  U-boat. 

Next  of  kin :  Father,  Abner  C.  Cox,  4524  Garfield  Avenue,  Kansas  City,  Mo. 
Cox,  Samuel  Talmage,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  11,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  r  Mother,  Mattie  S.  Cox,  1226  East  Fair  Street,  Atlanta,  Ga. 
Ceabtree,  James  Erskin,  fireman,  second  class,  United  States  Navy, 

Enlisted:  Parkersburg,  W.  Va.,  June  14,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  in  battle  with  enemy  submarine. 

Next  of  kin:  Father,  Bertie  A.  Crabtree,  Beaver,  W.  Va. 
Craig,  Clifford  H.,  engineman,  first  class.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  November  80,  1917. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause :  Lost  when  vessel  was  sunk  in  collision. 

Next  of  kin:  Mother.  Abagaii  D.  Craig,  654  West  Nineteenth  Street,  Des 
Moines,  Iowa. 
Craig,  David  Eakl,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  14,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Infiuenza. 

Next  of  kin :  Mother,  Nannie  Craig,  Midlothian,  Tex. 
Craig,  Joseph  S.,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted:  Newport,  R.  I.,  May  16,  1917. 

Died:  At  home,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  George  L.  Craig,  Sewickley,  Pa. 
Craig,  Wailace  Charles,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  New  London,  Conn.,  April  10,  1917. 

Died :  Naval  hospital*  Chelsea,  Mass.,  February  11,  1918. 

Cause :  Dilatation,  acute  cardiac. 

Next  of  kin :  Father,  Charles  G.  Craig,  Westerly,  R.  I. 
Chain,  Samuel  Harvey,  apprentice  seaman,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  April  3,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  April  26,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Clara  Crain,  Merryville,  La. 
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CuAiiiiEK,  E.iUNEST  llANDOLi'}!,  scaiuaii,  Uuited  states  Navy. 
Enlisted:  Newark,  N.  J.,  Jlay  29,  1917. 
Died:  Navj-  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  shin. 

Next  of  kin :  Father,  John  Crammer,  816  Sewall  Avenue,  Asbury  Park,  N.  J. 
Obane,  Chaeles  Herb,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Denver,  Colo.,  June  21,  1917. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  V.  O.  Crane,  Collbran,  Colo. 
Crane,  Clattoe  Maeshaix,  landsman  for  electrician.  United  States  Naval  Re- 
serve Force. 
Enlisted:  Indianapolis,  Ind.,  November  1,  1917. 
Died :  Naval  hospital.  Great  Lakes,  111.,  January  6,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Olie  Crane,  29i  South  Washington  Street,  Danville, 
Ind. 
Cbane,  Daniel  Beuce,  machinist's  mate,  second  class.  United  States  Navy. 
EnUsted :  Los  Angeles,  Calif.,  April  30,  1917. 
Died :  U.  S.  S.  Chauncey,  November  19,  1917. 
Cause:  Drowning. 

Next  of  kin  :  Mothea-,  Mary  H.  Crane,  2710  Augustine  Court,  Los  Angeles, 
CaUf. 
Obane,  Feank  Pateick,  seaman,  second  class,  United  States  Navy. 
EnUsted :  Newark,  N.  J.,  May  3,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  ship. 

Next  of  kin:  Mother,  Helen  McCarthy,  815  East  Jersey  Street,  Elizabeth, 
N.  J. 
Cbane,  Giles  Foy,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Little  Rock,  Ark.,  January  25,  1918. 
Died:  Naval  hospitr.l,  naval  base,  Virginia,  October  2,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  Elias  W.  Crane,  Bingen,  Ark. 
Cbank,  Thomas  .To.skph,  pharmacist's  mate,  third  class.  United  States  Navy. 
Enlisted:  Detroit,  Mich.,  February  8,  1917. 
Died :  U.  S.  A.  C.  T.  Tioonderoga,  September  30,  1918. 
Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kin :  Mother,  Agnes  Crane,  774  Clamton  Street,  Los  Angeles,  Calif. 
Cbavex,  Heney  Smith,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Pelliam  Bay  Park,  N.  Y.,  July  25,  1918. 
Died:  Naval  hospital,  Pelhani  Br.y  Park,  N.  Y.,  October  14,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Wife,  Barbara  Craven,  Chester,  Pa. 
Ceavens,  Clkm  Cassius,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Peoria,  111.,  .July  30,  1918. 

Diea :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918, 
Cause :  Influenza. 

Next  of  kin :  Mother,  Dora  S.  Cravens,  R.  II.  18,  Williamsfield,  111. 
Cbaveb,  James  Howard,  landsman  for  electrician  (R.),  United  States  Navy. 
Enlisted:  Buffalo,  N.  Y.,  February  1,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  March  19,  1918,  ' 

Cause:  Pleurisy. 
Next  of  kin  :  Mother,  Jenney  Craver,  Newark,  N.  J. 
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Crawford,  Clifford,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  June  30,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Belle  Crawford,  956  West  Court  Street.,  Cincinnati, 
Ohio. 
Craivfoed,  Earl  Hastings,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  16,  1916. 

Died:  U.  S.  S.  aiacier,  September  17,  1917. 

Cause:  Fractured  skull. 

Next  of  kin :  Father,  Joe  Crawford,  1410  South  Congress  Avenue,  Austin, 
Tex. 
Crawford,  Frank  Montgomery,    landsman    for    quartermaster     (A),   United 
States  Naval  Reserve  Force. 

Enlisted:  El  Paso,  Tex.,  July  22,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Daughter,  Lorena  R.  Crawford,  Box  98,  Alpine,  Tex. 
Crawford,  Ottie  Gilbert,  apprentice  seaman.  United  States  Navy. 
-  Enlisted:   Indianapolis,  Ind.,  May  3,  1917. 

Died :  Navy  recruiting  station,  Indianapolis,  Ind.,  May  13,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sarah  Crawford,  Fowle,  Ind. 
Crawford,  Paul,  fireman,  third  class.  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  August  10,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Margaret  Crawford,  426  Second  Street,  Brooklyn,  N.  Y. 
Crawford,  Ralph  Cody,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  15,  1917. 

Died :  U.  S.  S.  Alabama,  January  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Chloe  Crawford,  2703  Holmes  Street,  Dallas,  Tex. 
Crawford,  William  Narrow,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted:  Pittsburgh,  Pa.,  April  27,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Wife,  Alberta  M.  Crawford,  Juniata,  Pa. 
Creel,  Charlie  L.,  hospital  apprentice,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted:  Charleston,  S.  C,  December  11,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  February  10,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Mother,  Mary  E.  Creel,  Johnsonville,  N.  C. 
Creel,  James   Frederick,   apprentice  seaman.  United   States   Naval    Reserve 
Force. 

Enlisted:  Pittsburgh,  Pa..  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Katherine  W.  Creel,  Waynesburg,  Pa. 
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•OBBaoHTON,  Alfked  Jamks,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Denver,  Colo.,  July  11,  1918. 
Died :  Naval  hospital,  Charleston,  S.  C,  November  10,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  David  Creighton,  518  Deuel  Street,  Fort  Morgan,  Colo. 
Ckews,  John  Bentlet,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Dallas,  Tex.,  August  3,  1917. 
Died :  Naval  station,  Great  Lakes,  111.,  January  29,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Mother,  Kate  Crews,  Hope,  Ark. 
Cbuxy,  Cornelius  Augustine,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 
Enlisted :  Staten  Island,  N.  Y.,  July  26,  1917. 
Died :  U.  S.  S.  Black  Sawk,  August  13,  1918. 
Cause:  Drovmed. 

Next  of  kin :  Mrs.  Peter  Crilly,  63  Sherman  Avenue,  Tompkinsville,  Staten 
Island,  N.  Y. 
Ceilly,  John,  Jr.,  quartermaster,  second  class  (A),  United  States  Navy. 
Enlisted :  Washington,  D.  C,  February  4,  1918. 
Died :  North  Sydney,  Nova  Scotia,  September  28,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Father,  John  Crilly,  8200  Thirteenth  Street  NW.,  Washing- 
ton, D.  C. 
Ceisman,  Leo  B.,  seaman,  second  class,  United  States  Navy. 
EnUsted :  Omaha,  Nebr.,  June  29,  1917. 
Died :  Naval  hospital.  Virgin  Islands,  August  4,  1918. 
Cause:  Angina  ludovici. 

Next  of  kin :  Mother,  Ida  L.  Crisman,  Armour,  S.  Dak. 
Ceismn,  Wallace  T.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Nevyport,  R.  I.,  December  11,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  April  6,  1918. 
Cause:  Meningitis,  cerebrospinal. 

Next  of  kin:  Father,  Andrew  Crispin,  31  Chandler  Street,  West  Soiiier- 
ville,  Mass. 
Cbitsee,  Ross,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Syracuse,  N.  Y.,  September  17,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  S^tember  30,  1918. 
Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kin:  Mother,  Nettie  Critser,  Bast  Jefieerson  Street,  Little  Palls, 
N.  Y. 
Ceockeb,  Alonzo  W.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Providence,  R.  I.,  March  2,  1917. 
Died:  U.  S.  S.  Marietta,  October  17,  1918. 
Cause:  Influenza. 

Next  of  kin:  Father,  William  N.  Crocker,  690  Academy  Avenue,  Provi- 
dence, R.  I. 
Ceockeb,  Ralph  Thomas,  chief  yeoman.  United  States  Naval  Rpspive  Force. 
Enlisted:  Boston,  Mass.,  July  19,  1917. 
Died :  Naval  hospital,  Portsmouth,  Va.,  October  7,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Emma  J.  Crocker,  37  Lewis  Avenue,  Winthrop,  Mass. 
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Cbockett,  Path,  Homek,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  May  17,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  in  battle  with  enemy  submarine. 

Next  of  kin :  Father,  John  J.  Crockett,  Raven,  Va. 
Crockett,  Tubman  Lewis,  ship's  cook,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Tangier,  Va.,  April  28,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Lillian  Crockett  King,  Tangier,  Va. 
Ckockweix,  Alotsius  Henkt,  seaman.  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  June  20,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  lift  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Father,  Thomas  Peters  (address  not  known). 
Cboft,  Hugh  St.  Elmo,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  December  14,  1917. 

Died:  U.  S.  S.  Pocahontas,  June  17,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  George  H.  Croft,  Sisseton,  S.  Dak. 
Ceoft,  Waltek  Howaed,  fireman,  third  class.  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  January  7,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Howard  Croft,  Garrison,  N.  Y. 
Ceomee,  Luthek  Vincent,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  June  7,  1918. 

Died :  Naval  air  station,  Kilingholm,  October  26,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Peyton  E.  Cromer,  2561  East  Main  Street,  Springfield,. 
Ohio. 
Cbosby,  Gbant,  engineman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Denver,  Colo.,  July  26,  1918. 

Died :  Naval  air  station,  San  Diego,  Calif.,  October  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Fern  Crosby,  121  West  Las  Animas  Street,  Colorado- 
Springs,  Colo. 
Ceosby,  Paul  Clowney,  engineman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Richmond,  Va.,  May  28,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Ellen  Meador,  Winnsboro,  S.  C. 
Ceoskat,  Hubert  Hope,  ship  fitter,  second  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  June  2,  1917. 

Died :  Naval  headquarters,  Paris,  France,  April  17,  1918. 

Cause:  Fractured  skull. 

Next  of  kin:  Mother,  Isabelle  C.  Croskay,  1948  First  Street,  San  Diego,. 
Calif. 
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Cross,  Chaeles  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  March  31,  1917. 

Died :  U.  S.  S.  Solace,  September  20,  1917, 

Cause :  Cerebrospinal  fever. 

Next  of  Ijin :  Mother,  Mrs.  Jessie  Blake,  Petrosky  Avenue,  Detroit,  Mich. 
Cross,  Harry  Frederick,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  May  18,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  22,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Eva  Cross,  Maple  Street,  Lee,  Mass. 
Cross,  James  Frank  Morison,  gunner's  mate,  first  class.  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  March  11,  1916. 

Died :  U.  S.  S.  Jacoh  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Mary  J.  Cross,  8  Merchants  Street,  Newport,  R.  I. 
Crossman,  Kenneth  Carlton,  ship's  cook,  third  class.  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Jessie  M.  Crossman,  877  Oak  Sti-eet,  Salem,  Oreg. 
Crosthwaite,  Orbey  De,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Cincinnati,  Ohio,  August  12,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  P.  Crosthwaite,  Georgetown,  Ky. 
Cboswell,  William  Hatcher,  yeoman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Norfolk,  Va.,  June  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Carrie  E.  Croswell,  2335  West  Grace  Street,  Rich- 
mond, Va. 
Ceothers,  Austin  Decatxjr,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  9,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  15,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  James  H.  Crothers,  Oxford,  Pa. 
Ceotty,  William  Joseph,  seaman,  second  class,  N.  N.  V. 

Enlisted :  South  Norwalk,  Conn.,  April  16,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  4,  1918. 

Cause:  Spinal  meningitis. 

Next  of  kin :  P.  G.  Crotty,  59  Stevens  Street,  Norwalk,  Conn. 
Ceow  Riley  Thomas,  engineman,  first  class,  United  States  Navy. 

Enlisted :  Rio  de  Janeiro,  Brazil,  September  16,  1918. 

Died :  Rio  de  Janiero,  Brazil,  October  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Martha  L.  Crow,  Loraine,  Oreg. 
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Oeowe,  Collins  Alwin,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Reno,  Nov.,  September  25,  1917. 

Died :  Submarine  chaser  No.  209,  August  27,  1918. 

Cause:  Lost  when  vessel  was  sunk. 

Next  of  kin :  Moth'er,  Lela  K.  BarnStt,  corner  Valencia  and  Seventh  Streets, 
Los  Angeles,  Calif. 
Cbowe,  Edmund  James,  seaman,  second  class  (A),  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  August  20,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  December  25,- 1917. 

Cause:  Drowned. 

Next  of  kin:  Father,  Michael  F.  Crowe,  311  Sixth  Street,  Parkersburg, 
W.  Va. 
Ckowe,  Samtiel  Feanklin,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  January  22,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  April  28,  1917. 

Cause:  Pleurisy  suppurative. 

Next  of  kin :  Father,  Michael  Crowe,  Mankato,  Minn. 
Oeowell,  Benton,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  23,  1917. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Mother,  Annie  Crowell,  Fisher,  La. 
Ckowell,  Mark  Lotrcis,  fireman,  third  class.   United   States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  June  1,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Charley  E.  Crowell,  Stockton,  Kans. 
Ceowley,  Daniel  Joseph,  Engineman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  10,  1915. 

Died :  U.  S.  S.  Walke,  July  29,  1918. 

Cause :  Accidentally  drowned. 

Next  of  kin :  Wife,  Catherine  A.  Crowley,  63  Hinkley  Street,  SommervlUe, 
Mass. 
Obowlet,  James,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  24,  1917. 

Died :  S.  S.  Rochester,  November  3,  1917. 

Cause:  Overexposure. 

Next  of  kin :  Mother,  Catherine  Crowley,  550  East  One  hundred  and  thirty- 
fourth  Street,  New  York,  N.  Y. 
Ceowley,  John,  boilermaker.  United  States  Navy. 

Enlisted :  Navy  recruiting  station,  Seattle,  Wash.,  June  11,  1917. 

Died :  U.  S.  S.  Philadelphia,  March  19,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin :  Wife,  Joaplim  Crowley,  449  Sixth  Street,  Bremerton,  Wash. 
Ceowley,  Joseph  Coenelius,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  February  26,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

C^se :  On  bo&rd  missing  ship. 

Next  of  kin:  Mother,  Sarah  Crowley,  0  Everitt  Street,  Charleston,  Mass. 
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Cetjdo,  EuGENio  C,  first  musician,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  December  22,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  19,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Conception  Crudo,  1040  State  Street,  San  Diego,  CaUf. 
Cetjpin,  Solomon,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  17,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Max  Crupin,  113  West  One  hundred  and  fourteenth 
Street,  New  York,  N.  Y. 

Ceutchett,  Haeold  Edward,  hospital  apprentice,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  May  29,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Eva  M.  Crutehett,  Armour,  S.  Dak. 
Cbuz,  Agapito  de  la,  carpenter's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  August  10,  1917. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  November  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Maria  Lindo,  Manila,  P.  I. 
Cruz,  Jtjaw,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Guam,  Midway  Islands,  October  2,  1917. 

Died:  U.  S.  S.  Supply,  August  10,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Maria  P.  Valensuela,  Agana,  Guam. 
CuBBEKLET,  CHESTER  CuRTis,  quartermaster,  third  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  30,  1917.' 

Died:  Steamship  Frederick  R.  Kellogg,  August -13,  1918. 

Cause:  Drowned  when  ship  was  torpedoed. 

Next  of  kin :  Father,  Isaac  N.  Cubberley,  44  South  Fifth  Avenue,  Long 
Branch,  N.  J. 

CuizoN,  Jose,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted :  Manila,  P.  I.,  June  25,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  6,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Hilaria  Costantino,  Gapan,  North  Ecija,  P.  I. 
CuxLEN,  Leo  Martin,  seaman,  second  class.  United  States  Naval  Reserve  Forca 

Enlisted :  Wilkes-Barre,  Pa.,  July  15,  1918. 

Died :  Naval  hospital,  Puget  Sound,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Bridget  Cullen,  45  North  Street,  Luzerne,  Pa. 
CuiXEN,   Paul  Joseph,   seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  December  11,  1917. 

Died:  French  marine  hospital,  Rochefort,  France,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Bridget  Cullen,  902  Poplar  Street,  Oakland,  Calif. 
174483—20 14 
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CtlLP,  .George  Benjamin,  apprentice  seaman,  United  States  Navy, 

Enlisted :  Puget  Sound,  Wash.,  May  1,  1917. 

Died :  Seaside  Hospital,  Long  Beach,  Calif.,  July  20,  1917. 

Cause:  Septicemia. 

Next  of  kin  :  Father,  George  B.  Gulp,  North  Yakima,  Wash. 
Gulp,  James  Enoch,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  June  14,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Miss  Gay  Gulp,  Spartenburg,  S.  C. 
GULVEE,  Philip  Hamilton,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Chicago,  III.,  April  21,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  May  30,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Therese  B.  Culver,  824  East  Forty-fifth  Street,  Chi- 
cago, 111. 
Gumming,  Betant  Floukney,  fireman,  first  class,  United  States  Navy. 

Enlisted :  BufCalo,  N.  Y.,  May  22,  1917. 

Died :  U.  S.  S.  Comfort,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  B.  Gumming,  1111  North  Twenty-fourth  Street, 
Birmingham,  Ala. 

Gumming,  John  William,  gunner's  mate,  third  class,  United  States  Navy. 
Enlisted :  Portland,  Oreg.,  December  5,  1916. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  ship. 
Next   of   kin:    Mother,   Anna   Gumming,    1214    East    Sixty-fourth    Street, 

Chicago,  111. 
Cummings,  James,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  April  4,  1917. 
Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Ca!use :  Killed  in  battle  with  enemy  submarine. 
Next  of  kin:   Mother,  Nellie  Cummings,  2917  Fairmount   Street,  Kansas 

City,  Mo. 
Cummings,  John  Joseph,  Jr.,  fireman,  third  class.  United  States  Naval  Reserve 

Force. 
Enlisted :  Boston,  Mass.,  May  28,  1918. 
Died :  At  home,  October  4,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin:  Father,  John  J.  Cummings,  70  Blossom  Street,  Haverhill, 

Mass. 

Cummins,  Lawney  La  whence,  seaman,  N.  N.  V. 

Enlisted :  Mare  Island,  Calif.,  April  18,  1916. 

Died :  Naval  Hospital,  Mare  Island,  Calif.,  May  26,  1917. 

Cause:  Nephritis. 

Next  of  kin :  Mother,  Mrs.  P.  S.  Cummins,  Eureka,  Calif. 
Gump,  Ievin  Rankin,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  August  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  H.  Gump,  Marlon,  Pa. 
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Ctjnard,  Loyd  Hilan,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  January  25,  1918. 

Died :  U.  S.  S.  San  Diego,  May  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  idn :  Mother,  Elizabeth  B.  Cunard,  Crescent,  Okla. 
Cunningham,  Chablks  David,  qunrtermaster,  second  class.  United  States  Navy. 

Enlisted:  Newark,  N.  .T.,  January  4,  1916. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  .Tallies  Cunningham.  513  Hi,g!)  StveoT,  \Vest  Hnhok<M\, 
N.  J. 
CUNNiNGHAit.   Dale  Lewis,   hospital   apprentice,   second   class.   ITnitert    States 
Naval  Reserve  Force. 

Enlisted:  Cincinnati,  Ohio,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Aunt,  Mildred  Bowers,  1026  Detroit  Avenue,  Toledo,  Ohio. 
Cunningham,  John  Phil,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Washington,  D.  C,  August  6,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  25, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  M.  Cunningham,  58  South  Potter  Street,  Bell- 
fonte,  Pa. 
Cunningham,  Kenneth  Noble,  seaman,  second  class.   United  States  Naval 
Reserve  Force. 

Enlisted  :  Milwaukee,  Wis.,  July  23,  1918. 

Died :  Richland  Center,  Wis.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Laura  L.  Cunningham,  Richland  Center,  Wis. 
CUPPLES,   HUBEKT   Lesteb,   apprentice   seaman.    United    States   Naval   Reserve 
Force. 

Enlisted :  Little  Rock,  Ark.,  July  24,  1918. 

Died :  Naval  hospital.  New  Orleans,  La.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  C.  C.  Cupples,  Marmaduke,  Ark. 
CuBKENCE,  Leland  Kittle,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted  :  Baltimore,  Md.,  June  25,  1918. 

Died :  U.  S.  S.  Mercy,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Dianah  Currence,  Beverly,  W.  Va. 
CuBRiE,  James  Roscoe,  seaman.  United  States  Navy. 

Enlisted :  Indianapolis.  lud.,  April  9,  1918. 

Died :  U.  S.  S.  Alabama,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Pearl  Currie,  Brookston,  Ind. 
CuBKiE,  Jesse  Mellon,  chief  electrician,  United  States  Navy. 

Enlisted :  U.  S.  S.  Kansas,  May  4,  1915. 

Died :  Naval  hospital,  Canacaco,  P.  I.,  July  25,  1917. 

Cause :  Burns. 

Next  of  kin:  Father,  William  E.  Currie,  3946  Williamsburg  Avenue,  Rich- 
mond, Va. 
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CuEEiiSE,  Roland  Lbboy,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  November  22,  1915. 

Died :  .U.  S.  S.  Pittsburgh,  October  17,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Lucy  A.  Southwick,  108  Bast  Park,  Blair,  Nebr. 
CuEEiN,  Clabence  Watson,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Richmond,  Va.,  May  28,  1918. 

Died:  Norfolk,  Va.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Bunar  Crenshaw,  R.  F.  D.  3,  Keysville,  Va. 
Cubby,  Eugene  Edwabd,  apprentice  seaman.  United  States  Navy.  ' 

Enlisted :  Buffalo,  N.  Y.,  January  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  11,  1917. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  Eugene  Curry,  802  Avenue  D,  Miami,  Fla. 
CuERT,  Joseph  Pateick,  chief  water  tender.  United  States  Navy. 

Enlisted :  Torktown,  Va.,  August  12,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  April  14,  1918. 

Cause:  Choleithiasis. 

Next  of  kin :  Father,  Joseph  T.  Curry,  Hotel  Touraine,  Boston,  Mass. 
CuBTiN,  James  Heney,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  November  15,  1917. 

Died:  Somerville,  Mass.,  November  17,  1917. 

Cause :  Committed  suicide. 

Next  of  kin:  Mother,  Catherine  Curtin,  9  Tennyson  Street,  Winter  Hill, 


CuBTis,  Clifton,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  16,  1917. 

Died :  U.  S.  S.  Carola,  August  29,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  C.  W.  Curtis,  Swanton,  Ohio. 
CuBTis,  Howaed,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Washington,  D.  C,  September  11,  1917. 

Died :  Steamship  Florence  H.,  April  17,  1918. 

Cause :  Killed  in  explosion  on  board  ship. 

Next  of  kin:  Father,  Edwin  L.  Curtis,  R.  F.  D.  1,  box  20,  Fredericks- 
burg, Va. 
OuBTis,  Kenneth  Albebt,  quartermaster  (A),  second  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  January  25,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  M.  Curtis,  Tecumseh,  Nebr. 
CuBTis,  Ralph  Anton,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  October  29,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  February  15,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Uncle,  Joseph  Mihle,  Victor,  Colo. 
CusHMAN,  RoBEET,  Jr.,  quartermaster,  first  class   (A),  United  States  Naval 
Reserve  Force. 

Enlisted :  Newport,  R.  I.,  April  17,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  3,  1918. 

Cause :  Tuberculosis,  acute  pneumonia. 

Next  of  kin :  Father,  Robert  Cushman,  sr.,  26  Green  Street,  Pawtucket,  R.  I 
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CUTHBEKT,  Blake,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  April  11,  1917. 

Died:  Naval  forces,  foreign  service,  October  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Jennie  Cutlibert,  Rockport,  Wash. 
Cutting,    Robeet   Miller,    seaman,    second    class,    United    States   Naval   Re- 
serve Force. 

Enlisted:  Navy  rifle  range,  Camp  Logan,  111.,  December  14,  1917. 

Died :  Navy  rifle  range,  Wakefield,  JIass.,  April  1,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  C.  C.  Cutting,  422  Stuart  Avenue,  Kalamazoo,  Mich. 

D'Abeeu,  John  A.,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  April  24,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  June  23,  1917. 

Cause :  Aneurism. 

Next  of  kin :  Wife,  Mary  D'Abreu,  149  Center  Street,  Dorchester,  Mass. 
DADDowr,  Lloyd  Abchab.4xd,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  May  14,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  14,  1917. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Ella  Daddow,  Dallas,  Pa. 
Daigle,  Joseph  Eenest,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  21,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Simon  Ernest  Daigle,  Hope  ViUa,  La. 
Dake,  Frank  Job,  seaman,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  May  17,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  February  22,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  E.  Dake,  800  East  Dale  Street,  Springfield,  Mo. 
Dale,  Robert  Radford,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Denver,  Colo.,  June  16,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  September  15,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Fannie  Dale,  box  243,  Louisville,  Colo. 
Dales,  John  Eldis,  pharmacist's  mate,  third  class.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  12,  1917. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nancy  Mary  Dales,  University  Park,  Iowa. 
Dallas,  Cecil,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa,.  May  7,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  9,  1918. 

Cause:  Nephritis,  acute. 

Next  of  kin :  Father,  David  Dallas,  3046  North  Fifth  Street,  Philadelphia, 
Pa. 
Dalnes,  Harold  Ed.,  electrician,  second  class,  United  States  Navy. 
Enlisted:  Minneapolis,  Minn.,  July  24,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 
Next  of  kin :  Mother,  Ellen  M.  Dalnes,  723  Myrtle  Street,  Crookston,  Minn. 
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Dalton,  Gael  Lewis,  pharuiacist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Richmond,  Va.,  June  24,  1915. 

Died :  U.  S.  S.  Tampa,  September  26,  1918. 

Cause:  Died  when  vessel  was  lost. 

Next  of  kin :  Father,  Lycurgus  E.  Dalton,  Gastonia,  N.  C. 
Damon,  Lerot  Selvester,  seamen,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  May  16,  1918. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  14,  1918. 

Cause :  Pneumonia  following  influenza. 

Next  of  kin :  Father,  John  Dalton,  Hartford,  S.  Dak. 
Daltion,  James  Habbt,  fireman,  first  class,  United  States  Navy  (G.  0.  M.  P.). 

Enlisted :  New  York,  N.  T.,  June  10,  1916. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  4,- 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Aunt,  Mrs.  Sarah  Doane,  571  Bennington  Street,  Bast  Boston, 
Mass. 
Daly,  Edwaed  Michael,  ship's  cook,  fourth  class.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  Septembei- 18,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  John  Daly,  65  North  Odgen  Street,  Buffalo,  N.  Y. 
Daly,  Hugh,  seaman,  second  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  4,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Hugh  Daly,  5529  Columbia  Avenue,  St.  Louis,  Mo. 
Dalzell,  Elgin  Ray,  seaman,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  August  17,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  April  18,  1918. 

Cause:  Mastoiditis,  acute. 

Next  of  kin :  Father,  Clifton  H.  Dalzell,  Paris,  Ky. 
Damaschke,  Habry  C,  seaman,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  May  1,  1917. 

Died :  U.  S.  S.  Von  Steuben,  July  14,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  August  Damaschke,  153  Alphonse  Street,  Rochester, 
N.  Y.. 
Damavaea,  Christ,  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted :  U.  S.  S.  Cyclops,  December  1, 1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Katherine  Damavara,  Limmos,  Greece. 
Damsel,  Clyde,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Pittsburgh,  Pa.,  May  27,  1918. 

Died  :  Naval  training  station.  Great  Lakes,  111.,  September  30, 1918. 

Cause :  Pneumonia,  .lobar. 

Next  of  kin :  Wife,  Virginia  Damsel,  61  Eleventh  Street,  Wheeling,  W.  Va. 
Dancy,  Isaac,  boatswain's  mate,  second  class.  United  States  Navy. 

Enlisted :  Richmond,  Va.,  Jat»uary  12,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin  :  Father,  Norman  M.  Dancy,  Vannoy,  N.  O. 
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Daniel,  Joseph  Roland,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Charleston,  S.  C,  April  3,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Lost  at  sea. 

Next  of  kin :  Mother,  Carrie  A.  Daniel,  398  Broad  Street,  Darlington,  S.  C. 
Danieli,  James  Earnest,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  February  18,  1913. 

Died :  Naval  hospital,  Charleston,  S.  0.,  February  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Pearl  Daniell,  B.  R.  4,  box  30,  Lawton,  Okla. 
Daniels,  James  Ganson,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  May  28,  1918. 

Died :  Naval  Auxiliary  Rex.  School  Municipal  Pier,  Chicago,  III.,  October  5, 
1918. 

Cause :  Pneumonia. 

Next  of  kin:  Wife,   Josephine  S.   Daniels,  4708  Rockhill  Road,  Kansas 
City,  Mo. 

Daniels,  Joseph  Bbeckinbidge,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Annapolis,  Md.,  August  19,  1918. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  16,  1918. 

Cause :  Pneumonia  following  influenza. 

Next  of  kin :  Mother,  Mrs.  J.  F.  Daniels,  97  Market  Street,  Annapolis,  Md. 
Daniels,  Loken  Raymond,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  March  3,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  August  3,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Emma  J.  Wilson,  71  East  Union  Street,  Newark,  N.  J. 
Danielson,  Chkistian  Peteb,  ship's  cook,  fourth  class.  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  October  10,  1917. 

Died :  U.  S.  S.  Comfort,  June  9,  1918. 

Cause :  Injuries  from  railroad  accident. 

Next  of  kin :  Mother,  Marie  Danielson,  box  8,  Byrum,  Utah. 
Dann,  Charles  LaFayette,  chief  water  tender.  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  26,  1917. 

Died :  New  York,  N.  Y.,  September  22,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Sybelia  Agnes  Dann,  118  Hone  Street,  Kingston,  N.  Y. 
Dannemillek,  Vincent  De  Paul,  apprentice  seaman.  United  States  Naval  Re- 
serve Force. 

Enlisted  :  Cleveland,  Ohio,  July  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Solomon  Dannemiller,  Doylestown,  Ohio. 
Dannenberg,  Feed  Heney,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Indianapolis,  Ind  ,  June  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  III.,  October  13,  1918. 

Ca«»e:  Influenza. 

Next  of  kin  :  Mother,  Elizabeth  Dannenberg,  .lewell,  Ohio. 
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Banner,  Habet  Knowi^s,  iseaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  May  4,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Sarah  Banner,  Blanchard,  Iowa. 
Danz,  William  Feed,  fireman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Bes  Moines,  Iowa,  July  9,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Emma  R.  Banz,  1249  Halstead  Street,  Muscatine, 
Iowa. 
Baebt,  Chester  Akmstrong,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  Becember  13,  1917. 

Bied :  Naval  hospital,  Philadelphia,  Pa.,  September  27, 1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Eva  Armstrong  Barby,  box  552,  Colorado  Springs, 
Colo. 
Daeby,  James  Gerald,  apprentice  seaman,  United  States  Naval  Reserve  Forca 

Enlisted :  Detroit,  Mich.,  September  28,  1918. 

Bied :  Naval  Hosiptal,  Great  Lakes,  111.,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Barby,  box  600,  St.  Ignace,  Mich. 
Barling,  Joseph,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  May  1,  1915. 

Bled :  Receiving  ship.  Mare  Island,  Calif.,  October  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  B.  Barling,  22  Amsden  Street,  Arlington,  Mass. 
Barling,   Leon   Wallace,   fireman,   first  class,   United   States  Naval  Reserve 
Force. 

Enlisted :  Mare  Island,  Calif.,  April  18,  1917. 

Bied :  Naval  hospital.  New  York,  N.  Y.,  March  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Abbie  Barling,  Summerland,  Calif. 
Baenell,  William  Carl,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  26,  1918. 

Bied :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Scarlet  fever. 

Next  of  kin :  Mother,  Mana  Barnell,  Browns  Grove,  Ky. 
Baenell,  William  Lee,  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  Becember  12,  1917. 

Bied :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost. 

Next  of  kin :  Wife,  Marie  L.  Barnell,  308  State  Street,  Berkley,  Va. 
Baenold,  Ray  Law,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  June  4,  1917. 

Bied :  Naval  hospital.  League  Island,  Pa.,  February  16,  1918. 

Cause:  Septicemia. 

Next  of  kin  :  Father,  Leroy  Barnold,  6820  Lakewood  Avenue,  Chicago,  111. 
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Dakragh,  Patrick  Joseph,  mess  attendant,  third  class,  United  States  Naval 

Reserve  Force. 
Enlisted :  Brooklyn,  N.  Y.,  June  7,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  21,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin:  Mother,  Mary  A.  Darragh,  25  Catherine  Street,  Bridgeport, 

Conn. 
Dabeow,  Eveeett  Lelon,  ship's  cook,  third  class.  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  September  15,  1917. 
Died :  Naval  air  station,  Miami,  Fla.,  October  3,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Will  Darrow,  Snyder,  Tex. 
Dater,  Waldo  Van  Dyke,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  Albany,  N.  Y.,  June  15,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  November  6,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Katherine  Dater,  178  Sixth  Avenue,  North  Troy,  N.  Y. 
Daub,  Wilfred  Franklin,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  Philadelphia,  Pa.,  May  10,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Elizabeth  Daub,  Linfield,  Pa. 
Dattghertt,  Albert  Lewis,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Parkersburg,  W.  Va.,  December  18,  1917. 
Died :  Naval  hospital,  Portsmouth,  Va.,  April  18,  1918. 
Cause :  Pleurisy,  suppurative. 
Next  of  kin :  Father,  Michael  Daugherty,  415  Arlington  Avenue,  Newark, 

Ohio. 
Daughton,  Leo  Mokkis,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enlisted :  Grand  River,  Iowa,  June  4,  1918. 
Died :  Naval  hospital,  Annapolis,  Md.,  October  14,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Hannah  Griffin  Daughton,  Grand  River,  Iowa. 
Daum,  Harry  Julius,  carpenter's  mate,  third  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  Milwaukee,  Wis.,  May  9,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Daum,  1818  Doty  Street,  Oshkosh,  Wis. 
Dauseb,  Anthony  Augustus,  landsman  for  yeoman.  United  States  Navy. 
Enlisted :  Montgomery,  Ala.,  March  8,  1918. 
Died :  NaV&l  hospital,  Newport,  R.  I.,  May  14,  1918. 
Cause:  Embolism. 

Next  of  kin:  Father,  Thopias  Dauser,  1320  Twenty-second  Avenue,  Tus- 
caloosa, Ala. 
Davenport,  Everett,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Raleigh,  N.  C,  May  30,  1918. 
Died :  No.  3  Hospital,  Leith,  Scotland,  November  3,  1918. 
Cause :  Lobar  pneumonia. 
Next  of  kin :  Father,  John  W.  Davenport,  Paw  Creek,  N.  C. 
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David,  Alfbed  Cablton,  landsman  quartermaster  (A),  United  States  Naval  Re- 
serve Force. 

Enlisted:  Atlanta,  Ga.,  July  17,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  24,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Bobie  Kendrick  David,  R.  F.  D.  1,-  Columbus,  Ohio. 
Davidson,  Jas.  Glabencb,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  21,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  March  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Annie  Davidson,  2706  Seventh  Street,  Meridian,  Miss. 
Davidson,  Theock  Mobton,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  July  8,  1918. 

Died :  Steamship  Palmer,  at  Conneaut,  Ohio,  October  8,  1918. 

Cause :  Meningitis,  cerebral. 

Next  of  kin :  Wife,  Mrs.  K.  B.  Davidson,  1523  North  Topeka  Street,  Wichita, 
Kans. 
Davidson,  Veeden  Oeval,  chief  boatswain's  mate.  United  States  Naval  Reserve 
Force. 

Enlisted :  Bolinas,  Calif.,  April  7,  1918. 

Died :  Naval  air  station,  San  Diego,  Calif.,  November  2,  1918. 

Cause:  Influenza,  with  pleurisy. 

Next  of  kin :  Wife,  Mary  Davidson,  Bolinas,  Calif. 
Davies,  Geobge  Poekest,  landsman  for  electrician  (6),  United  States  Naval  Re- 
serve Force. 

Enlisted:  Cleveland,  Ohio,  June  29,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  August  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Alfred  Jas.  Davies,  14401  Coit  Road,  Cleveland,  Ohio. 
Davis,  Albebt,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  29,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Harriet  Gundy  Davis,  Perham,  Minn. 
Davis,  Alvin  Elliott,  landsman  electrician  (R),  United  States  Naval  Reserve 
Force. 

Enlisted:  Washington,  D.  C,  February  18,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lottie  Davis,  3117  South  Dakota  Avenue,  NE.,  Wash- 
ington, D.  C. 

Davis,  Charles  Eewin,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted:  Ix)uisville,  Ky.,  July  9,  1918. 
Died:  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 
Next  of  kin  :  Mothei',  Helen  Marvel  Davis,  Marion,  Ky. 
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Davis,  Densel  Lee,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted:  Los  Angeles,  Calif.,  June  19,  1918. 
IDied:  Mare  Island, 'Calif.,  October  20,  1918. 
Cause:  Influenza. 

Next  of  kin :  Patlier,  Edvs'ard  Harris  Davis,  1727  East  Sixty-ninth  Street, 
Los  Angeles,  Calif. 
Davis,  Edwaed  Lee,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Raleigh,  N.  C,  March  5,  1918. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  his  life  when  vessel  was  torpedoed. 
Next  of  kin :  Father,  William  J.  Davis,  Warrenton,  N.  C. 
Davis,  Elmer  H.,  landsman  for  quartermaster  (A),  United  States  Naval  Re- 
serve Force. 
EnUsted:  Omaha,  Nebr.,  July  19,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 
Cause:  Influenza. 

Next  of  kin :  Wife,  Laura  Adelia  Davis,  Madison,  S.  Dak. 
Davis,  Fkank,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Johnstown,  Pa.,  June  21,  1918. 
Died:  Philadelphia,   Pa.,   September  8,   1918. 
Cause:  Found  dead  on  railroad  train. 
Next  of  kin :  Father,  Harry  Davis,  Patton,  Pa. 
Davis,  Frank  John,  ship's  cook,  second  class.  United   States  Naval  Reserve 
Force. 
Enlisted :  Philadelphia,  Pa.,  April  13,  1918. 
Died :  Naval  hospital,  Cape  May,  N.  J.,  October  3,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,   Grace  Ann   Davis,   733   Brooklyn   Street,    Philadel- 
phia, Pa. 
Davis,  George  Thomas,  yeoman,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  February  24,  1917. 
Died :  U.  S.  S.  Aylwin,  January  4,  1918. 
Cause :  Drowned  at  sea. 

Next  of  kin :  Wife,  Christian  Davis,  42  Graham  Street,  Jersey,  N.  J. 
Davis,  Harry,  baker,  first  class.  United  State.s  Navy. 
Enlisted:  Galveston,  Tex.,  February  16,  1914. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 
Next  of  kin :  Guardian,  J.  A.  Kirk,  Hopewell,  Pa. 
Davis,  Harry  Bruce,  carpenter's  mate,  third  class.  United  States  Naval  Re- 
serve Force. 
Enlisted:  Great  Lakes,  111.,  May  6,  1918. 
Died:  Naval  hospital,  Newport,  R.  I.,  September  24,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Mrs.  Anna  Mary  Davis,  Tescott,  Kans. 
Davis,  Jas.  Emmett,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Ishpeming,  Mich.,  November  21,  1917. 
Died:  U.  S.  S.  Camden,  January  21,  1918. 
Cause:  Result  of  wotinds. 
Next  of  kin :  Father,  Joseph  Davis,  R.  F.  D.  2,  Daggett,  Mich. 
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Davis,  James  Fuedeeick,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Buffalo,  N.  Y.,  May  9,  1918. 

Died :  Naval  hospital.  New  London,  Conn.,  September  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Davis,  117  Alsace  Avenue,  Buffalo,  N.  Y. 
Davis,  Jaspek  Louis,  seaman.  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  5,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Celia  Priscilla  French,  Okoloma,  Miss. 
Davis,  John,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Scranton,  Pa.,  August  8,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  September  27, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Margaret  Davis,  229  East  Church  Street,  Nanticoke,  Pa.. 
Davis,  John,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  November  30,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  January  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Thomas  Davis,  Tresckow,  Pa. 
Davis,  John  Francis,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  November  10,  1917. 

Died :  U.  S,  S.  Alhany,  July  22,'  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Annie  L.  McKeown,  129  Webster  Street,  East  Boston^ 
Mass. 
Davis,  John  Ltnwood,  quartermaster,  second  class.  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  October  13,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  8,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  R.  Davis,  Merry  Point,  "Va. 
Davis,  Joseph  Norman,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  6,  3918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Laura  Bugatimer  Davis,  R.  R.  2,  Guyton,  Ga. 
Davis,  Maueice  Ltie,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  May  10,  1917. 

Died :  Marine  barracks,  Quantico,  Va.,  February  10,  1918.  . 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Rose  Davis,  614  Prospect  Avenue,  Grand  Rapids,  Mich. 
Davis,  Moses  Louis,  storekeeper,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  December  4,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause:  Pneumonia. 

Next   of   kin:    Father,    Benamin    Davis,    1435   Cadieur    Street,    Montreal,. 
Canada. 
Davis,  Oscar,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  November  15,  1913. 

Died :  U.  S.  S.  Jourvis,  October  8, 1917. 

Cause:  Drowning. 

Next  of  kin :  Sister,  Bessie  Smith,  1322  South  Second  Street,  Philadelphia,, 
Pa. 
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Davis,  Ralph  Eattoed,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  10,  1917. 

Died:  U.  S.  S.  Supply,  August  10,  1918. 

Cause:  Drowning. 

Next  of  kin:  Mother,  Leona  Davis,  TaylorsvIUe,  Ga. 
Davis,  Roscoe  Biixy,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  August  21,  1917. 

Died :  Naval  hospital.  Mare  Island,  Calif.,  November  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Zora  Bell  McOullum,  Skykomish,  Wash. 
Davis,  Thomas  Eveeett,  engineman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  12,  1917. 

Died :  U.  S.  S.  San  Diego,  July  19,  1918. 

Cause :  Lost  in  sinking  of  vessel. 

Next  of  kin:  Mother,  Alma  Davis,  South  Mansfield,  La. 
Davts,   William,   mess   attendant,   third   class.  United   States  Naval   Reserve 
Force. 

Enlisted :  Atlanta,  Ga.,  June  20,  1918. 

Died:  Receiving  ship,  Philadelphia,  Pa.,  September  14,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Susie  Davis  Battle,  Middletown,  N.  T. 
Davison,  Feed,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  July  2,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Wife,  Mahala  Davison,  Coin,  Iowa. 
Davy,  Harold  Michael,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Madison,  Wis.,  December  13,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  January  9,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Father,   Michael  Davy,  811   Clymer  Place,   Madison,  Wis. 
Day,  Alvin  Geoege,  fireman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Hollister,  Calif.,  July  30,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Brother,  Leonard  Day,  Hollister,  Calif. 
Day,  Aethub  Lee,  chief  machinist's  mate.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  November  22,  1917. 

Died :  Submarine  chaser  No.  90,  October  24,  1918. 

Cause:  Asphyxiation. 

Next  of  kin :  Mother,  Harriet  B.  Day,  207  Webb  Avenue,  Pullman,  Wash. 
Day,  Buell  Van   Keuean,  landsman  for  quartermaster    (A),  United   States 
Navy. 

Enlisted :  Albany,  N.  Y.,  December  19,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  17,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  Day,  2003  Fifteenth  Street,  Troy,  N.  Y. 
Day,  Cecil  Ellis,  chief  quartermaster.  United  States  Naval  Reserve  Force. 

Enlisted :  Wa.shlngton,  D.  C,  June  28,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  8,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  John  Thomas  Day,  Nicholsville,  Ala. 
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Day,  Eugene,  ship's  cook,  fourth  cla'  s.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  October  5,  1917. 

Died:  Naval  air  itation,  Miami,  Fla.,  .Tune  6,  1918. 

Cause :  Peritonitis. 

Next  of  kin:  Father,  Truman  Day,  Bobnevllle,  Ind. 
Day,  Leonard  Cai.vert,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  April  9,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  191S. 

Cause :  Lost  life  in  sinking  of  vessel. 

Xext  of  kin :  Mother,  Lydiu  Well ',  Morehead  City,  N.  C. 
Day,  Walteii  Harold,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :     Seattle,  Wash.,  .July  26,  1918. 

Died :  Providence  hospital,  Seattle,  Wash.,  October  15,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Annie  Workman,  52  Sixth  Street,  N.W.,  Washing- 
ton, D.  C. 
Deahy,  David  .T.,  seaman,  United  States  Naval  Re  erve  Force. 

Enlisted:  Newport,  R.  I.,  December  10,  1917. 

Died :  I'.  S.  submarine  chaser  No.  321,  Decenjber  30,  1917. 

Cause :  Drowning. 

Next  of  kin :  Father,  Matthew  J.  Deahy,  Longmeadow,  R.  I. 
Deal,  Bky'an,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  January  4,  1918. 

Died :  IT.  S.  S.  WoHorer,  .July  11,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Ollie  Deal,  London,  Ind. 
Dean,  George  Franklin,  landsman  for  electrician    (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Detroit,  Midi.,  May  14,  1918. 

Died:  Naval  air  station,  Eastleigh,  England,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mary  Dean,  809  McAllister  Avenue,  Benton  Harbor, 
Mich. 
Dean,   Robert   Emerson,   fireman,   third   class.   United    States  Naval   Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  July  22,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Walter  Dean,  Peterson,  Iowa. 
Dbaton,  Nbal,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  23,  1917. 

Died:  U.  S.  S.  submarine  base,  San  Pedro,  Calif.,  November  6,  1917. 

Cause:  Died  after  having  engaged  in  bout  of  boxing. 

Next  of  kin :  Mother,  Mary  E.  Deaton,  1122  East  Fourth  Street,   Pueblo, 
Colo. 
De  Beltsionte,  Henry,  wardroom  steward.  United  States  .\aval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  3,  1917. 

Died :  Section  base  No.  6,  Brooklyn.  N.  Y..  July  3,  1917. 

Cause :  Myocarditis  and  endocarditis,  cardiac  dilation. 

Next  of  kin  :  Brotlier,  Louis  De  Belmonte,  15  Rue  de  Rivoli,  Paris,  France. 
De  Bold,  Earl  Estle,  apprentice  seaman.  United  States  Naval  Iteserve  F'orce. 

Enlisted :  Kansas  City,  Mo.,  July  25,  1918. 

Died:  Naval  hospital.  Great  Lakes    111.,  September  25,  1018. 

Cause:  Influenza. 

Next  of  kin:  Father,  William  Henry  De  Boed,  R.  P.  1).  ;?,  Irving,  Kans. 
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De  Bow,  John  Grant,  seaman,  second  class.  United  States  Xavy. 
Enlisted :  Little  Roclt,  Ark.,  May  2,  1917. 
Died:  U.  S.  S.  Bridge,  March  3.  1938. 
Cause :  Broncho-pneumonia. 

Next  of  kin:  Uncle,  Guy  D.  Fligor,  605  East  Poplar  Street,  Paragould, 
Ark. 
De  Caibe,  Vf,tt,t,a  Joseph,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 
Enlisted :  Great  Lakes,  111.,  July  10,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Helen  De  Caire,  Unionville,  Mich. 
Deckakd,  McKiNLEY,  fireman,  third  class,  United  States  Navy. 
EnUsted :  Louisville,  Ky.,  July  26,  1918. 
Died :  U.  S.  S.  Mercy,  October  1,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Half  sister,  Georgia  Deckard,  Bidvcell,  Ohio. 
Declekcq,  John,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Omaha,  Nebr.,  May  11,  1917. 
Died :  U.  S.  S.  Mercy,  October  14,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Henry  Declercq,  George,  lovi^a. 
Deen,  Russell  Hayes,  seaman,  N.  N.  V. 

Enlisted :  U.  S.  S.  Granite  State,  April  14,  1917. 
Died :  Naval  station,  Nevr  York,  N.  Y.,  February  6,  1918. 
Cause :  Scarlet  fever  and  measles. 

Next  of  kin :  Father,   James   Hovifard  Deen,   99  Linden   Street,   Yonkers 
N.  Y. 
Deeby,  Feank  Wakdell,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  New  York,  N.  Y.,  June  17,  1918. 
Died :  At  home,  Brooklyn,  N.  Y.,  October  8, 1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  James  C.  Deery,  2225  Ditmas  Avenue,  Brooklyn,  N.  Y. 
Deets,  William  Alexander,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 
Enlisted :  Great  Lakes,  111.,  M&}/  4,  1918. 

Died :  12  South  Fourth  Street,  Lafayette,  Ind.,  June  24,  1918. 
Cause :  Suicide. 

Next  of  kin :  Father,  Alexander  Deets,  Indianapolis,  Ind. 
De  Forge,  John  Francis,  seaman,  second  class.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  May  14,  1917. 
Died :  U.  S.  S.  Anderton,  October  10,  1917. 
Cause :  Drowning. 

Next  of  kin :  Mother,  Rebecca  De  Forge,  373  East  One  hundred  and  thirty- 
seventh  Street,  New. York,  N.  Y. 
De  Feeitas,  John,  chief  carpenter's  mate,  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  February  15,  1916. 
Died :  Naval  hospital.  Mare  Island,  Calif.,  June  4, 1917. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Adelaide  De  Freitas,  F^nchal,  Portugal. 
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Degenhabt,  Heney  Ignatius,  boatswain's  mate,  second  class.  United  States 
Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  March  29, 1917. 

Died :  New  York,  N.  Y.,  August  8, 1918. 

Cause :  Exhaustion  from  heat. 

Next  of  kin :  Father,  Harry  C.  Degenhart,  1044  Park  Avenue,  New  York, 
N.  Y. 
De  Gootee,  Geoege,  seamon,  second  class.  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  August  25, 1917. 

Died :  U.  S.  S.  Huntington,  October  25, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Cora  De  Gooyer,  R.  R.  1,  box  84,  North  Yokima,  Wash. 
Db  Geoodt,  Fay  Medkiff,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24, 1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Jennie  De  Groodt,  Morrisville,  N.  Y. 
De  Hammee,  Daniel,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  December  19,  1917. 

Died :  U.  S.  S.  Meroy,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Minnie  De  Hammer,  62  Caroline  Street,  Grand  Rapids, 
Mich. 
Deighan,  Edward,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Richmond,  Va.,  June  4,  1918. 

Died :  U.  S.  S.  Mercury,  October  7,  1918. 

Cause :  Drowning. 

Next  of  kin :  Father,  Daniel  Deighan,  Rethfed  Coderry,  Ireland. 
Deignan,  Thomas  James,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted  :  Boston,  Mass.,  August  13,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  August  29, 1918. 

Cause :  Tuberculosis  meningitis. 

Next  of  kin :  Mother,  Catherine  Deignan,  21  Tower  Street,  West  Lynn, 
Mass. 
Deilks,  John  Willis,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  January  8,  19]^. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  April  18, 1918. 

Cause :  Measles.  ' 

Next  of  kin :  Father,  William  Deilks,  Fort  Morgan,  Colo. 

Deiss,  Heeman  Robeet,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  Peoria,  111.,  August  9,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  10, 1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Catherine  L.  Deiss,  402  West  North  Street,  Carlin- 
ville,  111. 

Deitz,  Chaeles  Edwaed,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Benton  Harbor,  Mich.,  April  6,  1917. 
Died ;  Naval  hospital,  Philadelphia,  Pa.,  October  16,  1918. 
Cause :  Typhoid  fever. 
Next  of  kin :  Mother,  Lydia  Deitz,  214  Church  Street,  St.  Joseph,  Mich. 
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Db  Lacey,  Robert  Evans,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted:  Bumkin  Island,  Mass.,  June  19.  1918. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  August  16,  1918. 
Cause:  Pneumonia,  lobar.  "  '■ 

Next  of  kin;   Wife,   Katherine  Frances  De   Lacey,  '44   Columljia   Street, 
Cambridge,  Mass. 
De  Lacy,  Chaki.es  Edward,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Great  Lakes,  111.,  May  27,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  15,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  De  Lacy,  1616  South  Central  Park  Avenue, 
Chicago,  111. 
De  Laney,  James  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Pelham  Bay  Park,  N.  Y.,  May  21,  1918. 
Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Rose  A.  De  Ijaney,  38  Harriet  Street,  Yonkers,  N.  Y. 
De  Lap,  Benjamin  Harry,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Omaha,  Nebr.,  December  8,  1917. 
Died :  No.  3  hospital,  Lelth,  Scotland,  November  1,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  William  De  Lap,  New  Lisbon,  Wis. 
De  Launcey,  Montague,  quartermaster,  third  class,  United  States  Navy. 
EnUsted :  New  Orleans,  La.,  October  12,  1916. 
Died:  U.  S.  S.  Buena  Ventura,  Septeniber  16,  1918. 
Cause :  Lost  Ufe  in  sinking  of  vessel. 

Next  of  kin  :  Mother,  Ella  O.  De  Launcey,  3819  Fifth  Street,  Meridian,  Miss. 
De  Lawrence,  Lawrence,  ship's  cook,  third  class,  United  States  Naval  Reserve 
Force. 
EnUsted :  New  York,  N.  Y.,  January  17,  1918. 
Died :  U.  S.  S.  Wabash,  October  14,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Giacomo  De  Lawrence,  Wodo  Gadore,  Italy. 
Del  Guadio,  John,  machinist's  mate,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  New  York,  N.  Y.,  May  28,  1918. 
Died :  1812  Gleason  Avenue,  Bronx,  N.  Y.,  October  18,  1918. 
Cause:  Influenza. 

Next  of  kin:  Father,  Gabriele  Del  Guadio,  1812  Gleason  Avenue,  Bronx, 
N.  Y. 
Deixinger,  Junius  Logan,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Richmond,  Va.,  December  27,  1916. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 
Next  of  kin :  Father,  Albert  L.  Delllnger,  Newton,  N.  C. 
De  Long,  Lillian  H.,  landsman  for  yeoman,  United  States  Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  September  11,  1918. 
Died :  New  York,  N.  Y.,  October  7,  1918. 
Cause:  Influenza  followed  by  pneumonia. 

Next  of  kin:  Father,  William  M.  De  Long,  1013  Eighth  Avenue,  Brook- 
lyn, N.  Y. 
174483—20 -15 


226 

Db  LOS  Santos,  Pedeo,  mess  attendant,  second  class.  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  March  5,  1918. 

Died :  Naval  base  hospital,  No.  5,  Brest,  France,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Brother,  Juan  De  los  Santos,  San  Simon,  Pampanga,  P.  I. 
Dei.  Pan,  Louis,  fireman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  U.  S.  S.  Solace,  April  24,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Blanca  Fontels,  405  Aviles  Street,  San  Miguel,  Manila, 
P.  I. 
Dbmabay,  Makion  Earl,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  July  26,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  Demaray,  Vermontville,  Mich. 
Dbmbeess,  Anthon;y  Joseph,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  5,  1917. 

Died :  U.  S.  S.  Ohio,  June  9,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Joseph  Dembress,  6550  Haverford  Avenue,  Philadel- 
phia, Pa. 
Deminq,  Fbed  Pinchabd,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  30,  1913. 

Died :  Naval  hospital.  Fort  Lyon,  Colo.,  September  8,  1917. 

Cause:  Drowned. 

Next  of  kin  :  Sister,  Lucille  M.  Deming,  Roosevelt  Hospital,  Berkeley,  Calif. 
Dempsey,  John  Clabence,  seaman.  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  April  8,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,  C.  C.  Dempsey,  227  West  Crawford  Street,  Dothari, 
Ala. 
Denenny,  James  Michael,  seaman,  second  class.  United  States  Navy   (G.  C. 
M.  P.). 

Enlisted:  Albany,  N.  Y.,  December  14,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Brother,  Michael  P.  Denenny,  486  Fifth  Avenue,  Troy,  N.  Y. 
Dbnman,  Cybtjs  Mabtin,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  May  22,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  November  10,  1918. 

Cause :  Burns. 

Next  of  kin :  Father,  Martin  Cyrus  Denman,  R.  F.  D.  1,  Norwalk,  Ohio. 
Dennett,  Geokgb  Low,  machinist's  mate,  second  class  (A) ,  United  States  Navy. 

Enlisted:  Portland,  Me.,  December  11,  1917. 

Died:  Naval  air  station,  Miami,  Fla.,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Ethel  Walker  Dennett,  34  State  Street,  Gorham,  Me. 
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Drnxey,  Habry  Sawyer,  gunner's  mate,  first  class,  Uuited  States  Naval  Re- 
serve Force. 

Enlisted:  Philadelphia,  Pa.,  April  28,  1917. 

Died :  Submarine  chaser  No.  209,  August  27,  1918. 

Cause :  Lost  life  when  U.  S.  submarine  chaser  No.  209  was  fired  upon  by 
S.  S.  Felix  Taussig,  haying  been  mistaken  for  enemy  submarine. 

Next  of  kin:  Mother,  Lavina  Denney,  1703  South  Second  Street,  Phila- 
delphia, Pa. 
Denney,  Joseph  Cochran,   apprentice  seaman,  United    States   Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  August  7,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  December  22,  1917. 

Cause :  Cerebrospinal  fever. 

Next    of    kin:  Father,    Albert    J.    Denney,    386    South    Fourth     Street, 
Aurora,  111. 

Dennis,  John  Thomas,  seaman,  United  States  Navy. 
Enlisted:  Des  Moines,  Iowa,  November  11,  1916. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 
Next  of  kin :  Foster  mother,  Mary  Olive  Dennis,  Clathe,  Colo. 
Denny,  William  Edward,  landsman  for  shipfitter   (A),  United  States  Naval 
Reserve  Force. 
Enlisted:  St.  Louis,  Mo.,  July  2,  1918. 
Died:  Naval  hospital.  Great  Lakes,  111.,  October  17,  1918. 
Cause :  Infiuenza. 

Next  of  kin :  Mother  Johanna  Denny,  5.577  St.  Edwards  Street,  St.  Louis, 
Mo. 
Denson,  Joseph  Lou,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Meridian,  Miss.,  August  2,  1918. 
Died :  R.  F.  D.  1,  Brandon,  Miss.,  October  23,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  William  L.  Denson,  R.  F.  D.  1,  Brandon,  Miss. 
Denton,  Aethub  Ray,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Richmond,  Va.,  July  1,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Eldora  Denton,  B.  F.  D.  2,  Box  25,  Keysville,  Va. 
Depakthy,  Heney  Lewis,  fireman,  first  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Providence,  R.  I.,  March  28,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Arzelia  Departhy,  72  Abbott  Street,  Valley  Falls,  R.  I. 
De  Palma,  Feank,  water  tender.  United  States  Navy. 
Enlisted:  New  York,  N.  Y.,  May  7,  1917. 
Died:  U.  S.  S.  Nevada,  October  23,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Nicholas  De  Palma,  418  North  Terrace  Avenue,  Mount 
Vernon,  N.  Y. 
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Debickson,   Newton   Jay,   apprentice   seaman.   United    States  Naval   Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  June  19,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Evelyn  Forman  Derickson,  Elzmere,  Del. 
De  Ritta,  Angklo,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  April  13,  1917. 

Died :  U.  S.  S.  Oklahoma,  June  28,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Brother,  Tony'De  Ritta,  70  Barston  Street,  Providence,  R.  I. 
De  Rot,  Michael  Peessless,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  St.  Louis,  Mo.,  July  17,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,   Julia   Jose  De  Roy,  1711  North  Main   Street,   St. 
Charles,  Mo. 
Desch,  Clotaire  Stephen,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  June  4,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  R.  Desch,  106  South  Market  Street,  Coldwater, 
Ohio. 
Deskin,  Otis  Oean,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  October  17,  1917. 

Died :  Naval  air  station,  Miami,  Fla.,  June  14,  1918. 

Cause :  Appendicitis. 

Next  of  kin:  Father,  John  W.  Deskin,  Dublin,  Tex. 
Detteeman,  Anthony  Geoege,  carpenter's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Norfolk,  Va.,  December  14,  1917. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  6,  1918. 

Cause :  Influenza  and  pneumonia. 

Next  of  kin :  Father,  Nicholas  Joseph  Detterman,  1820  Olayburn  Avenue, 
Norfolk,  Va. 
Dettlapf,  Joseph  Roman,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  June  29,  1918. 

Died :  U.  S.  S.  Oklahoma,  October  23.  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Julia  Dettlass,  Milwaukee,  Jones  Island,  Wis. 
Dbutsch,  Mobbis  Adolph,  storekeeper,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Philadelphia,  Pa.,  April  17,  1918. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  October  13,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Rose  Katz  Deutsch,  2814  Park  Avenue,  Philadelphia 
Pa. 
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Detjtschmann,  Homeb,  seaman,  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  August  22,  1917. 
Died  :  Section  base  No.  1,  Baltimore,  Md.,  October  19, 1918. 
Cause :  Accident,  on  board  S.  S.  Princess. 

Next  of  kin:  Mother,  Cora  Deutschmann,  813  C  Avenue,  Bast,  Oskaloosa, 
Iowa. 
DeVatjcene,  Geokge  Bekry,  machinist's  mate,  first  class,  United  States  Naval 
Reserve   Force. 
Enlisted:  New  York,  N.  Y.,  May  16,  1918. 
Died :  United  States  submarine  chaser  base,  Corfu,  Greece,  November  1, 

1918. 
Cause :    Pneumonia. 

Next  of  kin:  Mrs.  .Tolm  DeVaucene,  257  West  One  hundred  and  thirty- 
second  Street,  New  York,  N.  Y. 
DeVine,  Charles  Gabeell,  machinist's  mate,  second  class.  United  States  Naval 
Reserve   Force. 
Enlisted:  Newport,  R.  I.,  May  11,  1917. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 
Cause:   Influenza. 

Next  of  kin :  Mother,  Mary  DeVine,  North  Maine  Street,  Randolph,  Mass. 
DeVine,  Clarence  Richmond,  yeoman,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  October  13,  1914. 
Died :  Receiving  ship,  Philadelphia,  Pa.,  March  17,  1917. 
Cause :    Suicide — gunshot   wound. 

Next  of  kin :  Mother,  Theresa  DeVine,  2545  South  Twelfth  Street,  Philadel- 
phia, Pa. 
DeVine,  John  Thohcas,  .Jr.,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve   Force. 
Enlisted:  Boston,  Mass.,  March  29.  1917. 
Died:  Pauillac,  France,  October  13,  1918. 
Cau.se :    Influenza. 

Next  of  kin:  Father,  .John  Thomas  DeVine,  158  John  Street,  Fall  River, 
Mass. 
Devlin,  Clarence  Joseph,  chief  machinist's  mate.  United  States  Naval  Re- 
serve  Force. 
Enlisted:  Philadelphia,  Pa.,  July  15,  1918. 
Died :  St.  Vincent's  Hospital,  Brooklyn,  N.  J.,  October  14,  1918. 
Cause :   Broncho  pneumonia. 

Next  of  kin :  Wife,  Sarah  Margaret  Devlin,  234  St.  Marys  Street,  Burling- 
ton,  N.   J. 
DeVoe,  Bernard  Eugene,  fireman,  third  class.  United  States  Navy. 
Enlisted:  San  Diego.  Calif..  December  14,  1915. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Rose  P.  DeVoe,  R.  F.  D.  2,  Long  Beach,  Calif. 
DeVoe,  Stephen  Westley,  painter,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Detroit,  Mich.,  July  13,  1918. 
Died :  Naval  hospital.  Great  Lakes,  HI.,  September  22,  1918. 
Cause:  Influenza. 
Next  of  kin :  Sister,  Ina  DeVoe  Keller,  Michigan  City,  Ind. 
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Devobak,  Wiluam,  boatswain's  mate,  first  class,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  November  24,  1911. 

Died :  Naval  hospital,  Key  West,  Pla.,  October  19,  1918. 
Cause :   Pneumonia,   lobar. 

Next  of  kin:  Mother,  Anna  Devorak,  2109  Twenty-seventh  Street,  South 
Minneapolis,   Minn. 
Dbwbekky,  Axbeet,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  .Tune  30,  1917. 

Died ;  Naval  hospital,  Newport,  R.  I.,  October  27,  1917. 
Cause :    Cerebrospinal  fever. 

Next  of  kin:  Father,  Albert  Dewberry,  Lynchburg,  Tex. 
Dewhupst,   .ioHK    KicixATiD,    1  indsman    for   electrician,    Unl'.ed    States   Naval 
Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  March  27,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  19,  1918. 

Cause :  Broncho-pneumonia. 

Next    of   kin:  Brother,    Daniel    Patrick    Dewhurst,    352    Wythe    Avenue, 
Brooklyn,  N.  Y. 
Dexter,  Albert  Henky,  fireman,  third  class.  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  18,  1917. 

Died :  Naval  hospital,  Newport.  B.  I.,  January  17,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Annie  Dexter,  B.  F.  D.  8,  Norwich  Town,  Conn. 
Deymoee,  Ernest  Beanscomb,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Bath,  Me.,  October  31,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Kervln  Deymore,  Waldoboro,  Me. 
DeYotjng,  Jacob  Peteb,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  August  13,  1918. 

Died :  U.  S.  S.  Solace,  February  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Jennie  DeYoung,  25  McCann  Street,  Ilion,  N.  Y. 
Dial,  Lymon  Wayne,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

EnUsted :  Kansas  City,  Mo.,  July  20,  1916. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next. of  kin :  Father,  Joseph  J.  Dial,  Foraker,  Okla. 
Diamond,  Henky,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Me.,  March  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  August  31,  1918. 

Cause:  Diphtheria. 

Next  of  kin  :  Brother,  James  Diamond,  Wlnthrop,  Me. 
Dichelscher,  Arthur,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  .Tuly  15,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Dichelscher,  1337  School  Street,  Chicago,  Hi. 
Dicken,  George  William,  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted :  Los  Angeles,  Calif.,  December  7,  1917. 

Died :  Base  No.  24,  October  16,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin:  Mother,   Martha   Jane  Riche,  977  East  Forty-ninth   Street, 
Los  Angeles,  Calif. 
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DicKEBsoN,  Paul,  fireman,  third  class,  United  States  Navy. 
EnUsted :  Dallas,  Tex.,  January  7,  1918. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  life  In  sinking  of  vessel. 
Next  of  kin :  Father,  Henry  Diclcerson,  Riviera,  Tex. 
Dickinson,   Wjlbuk  H..   huid.sman   for  electrician    (R),   United   States  Naval 
Reserve  Force. 
EnUsted :  Boston,  Mass.,  ilu.\   27,  1918. 
Died :  Naval  hospital,  Chelsea,  JMa.ss.,  September  25,  1918. 
Cause :  Influenza. 

Next  of  kin :  Jlother,  Ada  Dickinson,  22  \\'yman  Street,  Woburn,  Mass. 
Dickson,  Oscak  HESsrvN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Seattle,  ^\'ash.,  June  5,  1918. 
Died  :  Naval  hospital,  Puget  Sound,  Wash.,  October  6,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Amelia  Dickson,  2423  Nassau  Street,  Everett,  Wash. 
DicosoLA,  DoMiNicK,  Seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Great  Lakes,  111.,  .January  26,  1918. 
Died :  Naval  station.  Great  Lakes,  111.,  September  28,  1918. 
-  Cause :  Pneumonia,  lobar. 
Next    of   kin:  Mother,    Rosaria    Fortunati    Di    Cosola,    740    Indianapolis 
Boulevard,  Chicago,  111. 
DiDLAKE,  Hekbebt  Lorkaine,  machinist's  mate,  first  class.  United  States  Navy. 
Enlreted :  Richmond,  Va.,  June  26,  1917. 
Died :  U.  S.  S.  Meroy,  October  10,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Ceylon  H.  Dldlake,  R.  F.  D.  3,  Box  125,  Richmond,  Va. 
DiEHL,  Henet  Adam,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  Philadelphia,  Pa.,  June  6,  1918. 
Died:  Great  Lakes,  111.   (naval  hospital),  September  25,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Albert  Diehl,  118  West  Elm  Street,  Reading,  Pa. 
DiESTELHORST,  Eenest  Harry,  yeoman,  third  class.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  March  16,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  May  31,  1917. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Helen  Diestelliorst,  165  Park  Avenue,  Brooklyn,  N.  Y. 
DiETz,  George  John,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  Fairhaven,  Mass.,  July  18,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Louise  Dietz,  25  Nye  Avenue,  Acuslmet,  Mass. 
DiETz,  William  Harold,  fireman,  second  class.  United  States  Navy. 
Enlisted:  Albany,  N.  Y.,  April  18,  1917. 
Died :  Naval  hospital.  New  York,  N.  Y.,  September  24,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Dietz,  Schoharie,  N.  Y. 
Dillenkoffee,    William    Frank,    fireman,    first   class,   United    States   Naval 
Reserve  Force. 
Enlisted :  New  Orleans,  La.,  November  19,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  15,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Carberry  Dillenkoffer,  617  Seraparu  Street, 
New  Orleans,  La. 
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DnxiNGEE,  Chaiiles  Krtjgee,  carpenter's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  4,  1918. 

Died:  Naval  training  camp,  Pelbam  Bay  Park,  N.  T.,  September  6,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Helen  Dillinger,  Bangall,  N.  Y. 
Dillon,  Fbancis  Xavbee,  electrician,  second  class,  NNV. 

Enlisted :  Boston,  Mass.,  March  15,  1917. 

Died :  V.  S.  S.  Solace,  December  10,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Dillon,  124  Charles  Street,  Cambridge,  Mass. 
Dillon,  Joseph  Leo,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  August  6,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  28,  1958. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Edward  Dillon,  768  Mary  Street,  Utlca,  N.  Y. 
DiMicco,  John  Joseph,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Binghamton,  N.  Y.,  August  13,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rose  Dlmlcco,  Sidney,  N.  Y. 
Dishaeoon,  Benjamin  Coultee,  apprentice  seaman,  United  States  Naval  Ite- 
serve  Force. 

Enlisted :  Philadelphia,  Pa.,  May  3,  1918. 

Died:  1249  South  Fifty-third  Street,  Philadelphia,. Pa.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Florence  H.  Disharoon. 
DisiMONE,  John  William,  ship's  cook,  first  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Orleans,  La.,  February  16,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Wife,  Mrs.  Santa  Palniisano  Dlsimone,  7329  Birch  Street,  New 
Orleans,  La. 
DisMUKE,  Edward  Tom,  gunner's  mate,  second  class.  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  April  2,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin  :  Sister,  Mrs.  C.  C.  Gramling,  Houston,  Tex. 
DiTZLEE,  Eael  Raymond,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  April  23,  1917. 

Died :  Anacona  Hospital,  January  7,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Sadie  Bossert,  904  East  Henderson  Street,  Cleburne, 
Tex. 

Dixon,  Thomas  Wesley,  electrician,  first  class.  United  States  Navy. 
Enlisted :  Pearl  Harbor,  Hawaii,  June  19,  1917. 
Died :  Naval  hospital,  Pearl  Harbor,  Hawaii,  October  17,  1917. 
Cause:  Spinal  meningitis. 
Next  of  kin  :  Mother,  Avice  E.  Dixon,  Poplar  BlufE,  Mo. 
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DrxoN,  WiixiAM  RoGEB,  seamiiu,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  July  8,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Joseph  Dixon,  178  Park  Avenue,  Brooklyn,  N.  Y. 
DizE,  Naveixe  Edwakd,  fireman,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Reedville,  Va.,  November  29,  1917. 

Died :  U.  S.  S.  John  A.  Palmer,  jr.,  May  16,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lillie  Dize,  Fair  Port,  Va. 
DoAK,  Homes  Cranston,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Peoria,  111.,  May  29,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Freeman  Van  Buren  Doak,  Stronghurst,  111. 
DoANE,  Gene  Fkankxin,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  May  15,  1917. 

Died:  Naval  training  station,  San  Diego,  Calif.,  August  22,  1917. 

Cause:  Drovcned. 

Next  of  kin :  Father,  Frank  Doane,  Lander,  Wyo. 
DoBB,  Delmab,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted  :  Detroit,  Mich.,  June  29,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Jennie  Dobb,  85  Merrill  Avenue,  Muskegon,  Mich. 
DoBB,  William  Hendt,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  August  2,  1918. 

Died :  Marine  hospital,  Chicago,  111.,  September  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  William  Carroll  Hendy  Dobb,  434  Pioneer  Street, 
Cincinnati,  Ohio. 
DoBBEETEN,  AxBEET  Febdinand,  Jr.,  sMp's  cook,  fourth  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  29,  1917. 

Died :  Naval  lospital,  NevsTport,  R.  I.,  March  14,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  A.  F.  Dobberteu,  1609  South  Street.  Lake  Charles,  La. 
DoBBS,  Patti,  Wesley,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Debby  Dobbs,  R.  F.  D.  2,  Britton,  S.  Dak. 
DODDS,  John,  boiler  maker,  United  States  Navy. 

Enlisted :  U.  S.  S.  Kanawha,  February  14,  1918. 

Died :  Wlllard  Parker  Hospital,  New  York,  N.  Y.,  September  20,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Sister,  Laura  Dodds,  225  West  Mahoney  Street,  Mahonoy 
City,  Pa. 
Dodge,  Fkederick,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted:  Albany,  N.  Y.,  July  16,  1918. 
Died :  New  York,  N.  Y.,  October  6,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin  :  5f other,  Jane  Dodge,  18  Maple  Avenue,  Gloversville,  N.  Y. 
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Dodge,  Leslie  Augustus,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Rielimond,  Va.,  December  1,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  12,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Charlotte  Dodge,  703  West  Tweaty-seventh  Street. 
South  Richmond,  Va. 
DoDSON,  Bdmond,  chief  commissary  stev^ard,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  28,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Helen  M.  Dodson,  3113  Gabriel  Avenue,  Zion  City,  111. 
Doe,  George  Frank,  machinist's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  April  21,  1917. 

Died :  Gallups  Island,  Boston,  Mass.,  September  29,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Sarah  A.  Doe,  83  Thatcher' Street,  Mattapan,  Mass. 
DoHEN"! ,  .John  Francis,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  December  5,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  January  26,  1918. 

Cause :  Pneumonia,  lobar  . 

Next  of  kin :  Mother,  Hannah  Dodge,  29  South  Street,  Fitchburg,  Mass. 
DoLAN,  James  Frederick,  landsman  for  machinist's  mate.  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  December  11,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  January  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Harriet  Nevv^ell  Dolan,  35  Turkey  Shore  Road,  Ipswich, 
Mass. 
DoLEzAL,  George,  water  tender,  United  States- Navy. 

Enlisted:  New  York,  N:  Y.,  February  9,  1916. 

Died :  U.  S.  S.  Jacoti  Jones,  December  8,  1917. 

Cause :  Killed  in  action  vrtth  enemy  submarine. 

Next  of  kin :  Father,  Joseph  Dolezal,  5109  Fleet  Avenue,  Cleveland,  Ohio. 
Doll,  Vern  Francis,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  July  27,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  February  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Louise  Doll,  112  Conwell  Street,  Connersville,  Ind. 
DoMBRowsKi,  Marion  Michel,  ship's  cook,  fourth  class.  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  May  8,  1917. 

Died:  Naval  hospital,  Canadas,  P.  I.,  September  14,  1918. 

Cause:  Steptlcemia. 

Next  of  kin :  Mother,  Kozmlera  Olexewicz,  1333  West  Eighty-eighth  Street, 
Los  Angeles,  Calif. 
DoNAGHY,  Francis  Aloysius,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  April  17,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  March  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Robert  Donaghy,  319  Fifty-fifth  Street,  Brook- 
lyn, N.  Y. 
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r>ONAHUE,  Joseph  Patrick,  seanvan,  second  class,  United  States  Naval  Reserve 
Force. 
EnJisted :  WilJses-Barre,  Pa.,  March  19,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  l£in :  Father,  James  Michael  Donahue,  211  Ridge  Street,  Parsons, 
Pa. 

t  loxAU),  Alexandeb,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  July  21,  1913. 
Died :  S.  S.  Vacuum,  April  28,  1917. 
Cause :  Lost  when  vessel  was  sunk  by  submarine. 

Next  of  kin :  Brother,  Hugh  Donald,  109  Beuna  Vista  Street,  Corona,  Long 
Island,  N.  Y. 

Donaldson,  Geoege  Robert,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  July  19,  1918. 

Died :  Naval  hospital,  naval  base,  Norfolk,  Va.,  October  15,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  George  Robert  Donaldson,  Morristown,  Tenn. 
Donaldson,  Jesse  Geobge,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  December  13,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Dodge,  East  Burke,  Vt. 
Donaldson,  Lyle  Cliftobd,  apprentice  seaman.  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  February  14,  1918. 

Died:  Naval  receiving  ship,  St.  Louis,  Mo.,  February  18,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin :  Father,  Henry  T.  Donaldson,  Hillsboro,  111. 
Donnelly,  Dan  Ferman,  seaman.  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  September  9,  1916. 

Died:  Chappell,  Nebr.,  January  5,  1918. 

Cause:  Automobile  accident. 

Next  of  kin :  Brother,  George  Ryan,  Chappell,  Nebr. 
Donnelly  John,  Henky,  seaman.  United  States  Navy. 

Englisted :  Newark,  N.  J.,  May  28,  1917. 

Died :  Naval  hospital.  League  Island,  Pa.,  September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  John  Donnelly,  19  Spring  Street,  Newark,  N.  J. 
DoNOHUE,  Chakles  .James,  plumber  and  fitter.  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  December  22,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  T.  Donohue,  130  Townsend  Street,  New  Bruns- 
wick, N.  J. 
OoNOVAN,  Beenaed  JOSEPH,  Seaman,  second  class,  United  States  Navy. 

Enlisted :  Allentown,  Pa.,  April  23,  1917. 

Died :  Armed  guard,  S.  S.  Rochester,  November  3,  1917. 

Cause :  Lost  life  when  boat  was  torpedoed. 

Next  of  kin  :  Aunt,  Katie  Lynch,  92  Heckman  Street,  Phillipsburg,  N.  J. 
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Donovan,  Dbwnis  Fbancis,  quartermaster,  second  class   (A),  United  States 
Navy, 

Enlisted:  Newark,  N.  J.,  March  15,  1918. 

Died :  United  States  naval  air  station,  Arcachon,  Glronde,  France,  October 
3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nora  Donovan,  11  West  Fifteenth  Street,  Bayonne, 
N.  J. 
Donovan,  Jesse  Fbankun,  fireman,  third  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  9,  1917. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  September  29, 1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Delia  M.  Donovan,  510a  Sarah  Street,  St.  Louis,  Mo. 
Donovan,  John  Bebnard,  seaman,  second  class,  United  States  Navy. 

Enlisted :  BufEalo,  N.  Y.,  April  16,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  24,  1918. 

Cause :  Suppurative  pleurisy. 

Next  of  kin :  Sister,  Kathleen  Donovan,  154  Fraley  Street,  Kane,  Pa. 
Donovan,  William  Axiousttjs,  boiler  maker.  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  January  4,  1915. 

Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action. 

Next  of  kin :  Wife,  Anna  L.  Donovan,  19  Narragansett  Avenue,  West  New- 
port, R.  I. 
DooDY,  Michael  Henby  Cybil,  landsman  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  July  9,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Doody,  249  South  Western  Avenue,  St.  Paul, 
Minn. 
DooLAN,  William  Michael,  engineman,  first  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  April  20,  1918. 

Died:   Emergency  hospital.  Country  Club,  Wilmington,   Del.,   October  17, 
1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Catherine  Hart  Doolan,  1208   Spruce   Street,  Ash- 
land, Pa. 
Dooley,  John  Alfked,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Portland,  Me.,  December  7,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Anna  Valentine,  94  Broadway,  Newburgh,  N.  Y. 
DoBA,  MicHAEi,  GusTAVE,  Carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Bridgeport,  Conn.,  May  27,  1918. 

Died :  New  York,  N.  Y.,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Dora,  115  Waterbury  Lane,  Stamford,  Oonn. 
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DoKE,  Makk  Cephas,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Detroit,  Mich.,  June  10,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Shanahan  Dore,  217  Huron  Street,  Cheboy- 
gan, Mich. 

DoBiAN,  John  Conkoy,   landsman  for  yeoman,   United   States  Naval  Reserve 
Force. 

Enlisted:  Louisville,  Ky.,  May  24,  1918. 

Died :  Paducah,  Ky.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Katie  Dorian,  420  Washington  Street,  Paducah,  Ky. 
DoKNBXiRGH,  Cltde  Jay,  musiciau,  second  class.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.',  December  8,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  10,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin  :  Mother,  Lizzie  Domburgh,  67  Orchard  Street,  Gloversville, 
N.  Y. 
DoKSETT,  Felix  Simmons,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Norfolk,  Va.,  December  12,  1917. 

Died :  Old  Point  Comfort,  Va.,  August  6,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Sarah  Frances  Dorsett,  R.  F.  D.  1,  Bryon,  Ga. 
DoBSET,  John  Joseph,  musician,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  4,  1918. 

Died :  22  Waller  Avenue,  Ossining,  N.  Y.,  October  18,  1918. 

Cause:  Influenza  and  pneumonia. 

Next  of  kin :  Father,  John  Dorsey,  22  Waller  Avenue,  Ossining,  N.  Y. 
DoTT,  George  Aixen,  fireman,  third  class,  United  States  Navy. 

EnUsted:  Ishpeming,  Mich.,  July  16,  1917. 

Died:  Cedar  Lake,  Negamee,  Mich.,  July  26,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Ellsworth  Doty,  732  Main  Street,  Negamee,  Mich. 
Doty,  LeRoy  Akthub,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Elmira,  N.  Y.,  May  25,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  28,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Ariel  Doty,  Greenwood,  N.  Y. 
DouGAN,  Moses  E.,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  December  6,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Archibald  Dougan,  146  School  Street,  South  Man- 
chester, Conn. 
Doughebty,  Dennis  Joseph,  blacksmith,  second  class,  United  States  Navy. 

EnlLsted:  Philadelphia,  Pa.,  May  21,  1918. 

Died:  U.  S.  S.  Panaman,  October  26,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:  Sister,  .Tnlia  Curringhani,  .5108  Reno  Street,  West  Philadel- 
phia, Pa. 
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Douglas,  Foekst  Ellis,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  March  23,  1917. 

Died:  Naval  hospital,  Norfolk,  Ya.,  April  27,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  George  T.  Douglas,  R.  R.  2,  Qulncy,  ind. 
Doughs,  Jos.  BaayoH,  apprentice  seaman,  United  State.s  Navy. 

Enlisted:  Dallas,  Tex.,  April  17,  1917. 

Died :  Naval  training  camp,  Portsmouth,  N.  H.,  June  9,  191T. 

Cause:  Pleurisy  and  pneumonia. 

Next  of  kin :  Father,  Gid  Douglas,  Martin  Mills,  Tex. 
Douglas,  Thomas  Jefferson,  machinist's  mate,  second  class.  United  States 
Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  April  29,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ella  Douglas,  Lisbon,  Ohio. 
Douglass,  Jas.  Habvey,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Kansas  City;  Mo.,  April  19,  1917. 

Died:  U.  S.  S.  Southery,  May  28,  1917. 

Cause:  Measles. 

Next  of  kin :  Father,  Steven  Warne  Douglass,  CofCeyville,  Kans. 
Douglass,  William  Richaed,  baker,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  July  6,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Louellen  Thompson,  Bunker  Hill,  Tenn. 
Down,  Daniel  Eael,  electrician,  third  class   (G),  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  5,  1917. 

Died:  Ancon,  Canal  Zone,  hospital,  October  12,  1918. 

Cause :  Tubercular  meningitis. 

Next  of  kin :  Mother,  Laura  Louella  Dowd,  Blakesburg,  Iowa. 
Down,  William  Ambrose,  machinist's  mate,  second  class.  United  States  Navat 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  22,  1918. 

Died :  Kingston  Avenue  hospital,  Brooklyn,  N.  Y.,  October  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Edward  Dowd,  Port  Chester,  N.  Y. 
Dowdy,  Samuel  G.,  oiler.  United  States  Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  May  16,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  S.  Dowdy,  231  Twentieth  Street,  Norfolk,  Va. 
DowLiNG,  Robert  Anthony,   landsman   for  machinist's  mate,  United   States 
Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  June  12,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Catherine  Dowling,  84  River  Street,  West  Newton, 
Mass. 
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Downey,  Eabl  AV.,  chief  yeoman,  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  April  29,  1918. 

Died :  Naval  hospital,  Philadelphia,  September  30,  1918. 

Cause:  Influenza. 

Neit  of  kin:  Mother,  Florence  Downey,  609  North  Walnut  Street,  North 
Vei'iion,  Ind. 
Downey,  Maukice  Lawrence,  gunner's  mate,  third  class.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  July  7,  1916. 

Died :  U.  S.  S.  Von  Steuben,  September  26,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Margaret  Downey,  600  Holmes  Avenue,  Menominee, 
Mich. 
Downey,  Roscoe  Conklin,  fireman,  third  class.  United  States  Navy. 

Enl'isted :  Dallas,  Tex.,  May  1,  1917. 

Died :  U.  S.  S.  Seattle,  Navy  base  hospital  No.  5,  March  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Bessie  Downey,  Route  No.  2,  Lorena,  Tex. 
Downey,  Stephen  John,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  9,  1917. 

Died :  U.  S.  S.  Actaeon,  November  24,  1917. 

Cause:  Drowned  in  sinking  of  vessel. 

Next  of  kin :  Father,  Daniel  Downey,  1157  McQuade  Street,  Utica,  N.  Y. 
Downing,  Clabence  Aixen,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  April  28,  1917. 

Died :  Naval  hospital.  Mare  Island,  Calif.,  June  11,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Margaret  Downing,  Marble,  Colo. 
Downing,  Kex  Bexjneb,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  July  3,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Winona  Eddy  Downing,  409  Cass  Street,  Hastings, 
Mich. 
Downing,  William  Guy,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  31,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lela  Frances  Downing,  Fllppin,  Ky. 
DoxTATEB,  Geegobt  Feancis,  seamau,  second  class,  NNV. 

Enlisted :  Rochester,  N.  Y.,  July  20,  1917. 

Died :  U.  S.  S.  Zoraya,  S.  P.  235,  January  27,  1918. 

Cause:  Cerebral  hemorrhage. 

Next  of  kin :  Sister,  Clara  R.  E.  Knight,  Rochester,  N.  Y. 
DoYXE,  Feancis,  landsman  for  electrician  (G.),  United  States  Navy. 

Enlisted :  Providence,  R.  1,  May  3,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Doyle,  398  Plain  Street,  Providence,  R.  I. 
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Doyle,  John  Patrick,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  March  26,  1917. 

Died :  Navy  Yard,  Mare  Island,  Calif.,  September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Oarolan,  550  Hudson  Street,  New  York,  N.  Y. 
Dbab,  William   Joseph,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  June  12,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  30.  1918. 

Cause;  Influeniza. 

Next  of  kin :  Mother,  Barbara  Drab,  West  Brook  Gardens,  Oakdale,  N.  Y. 
Deain,  Benjamin  Stanford,  landsman  for  electrician.  United  States  Naval  Re- 
serve Force.  • 

Enlisted:  Kansas  City,  Mo.,  February  25,  1918. 

Died :  U.  S.  S.  Mercy,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Vernon  L.  Drain,  Shelbyville,  Mo. 
Drane,  Charles  Edward,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Meridian,  Miss.,  July  22,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Walter  B.  Drane,  Norfield,  Miss. 
Deeher,  James,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  July  2,  1918. 

Died :  United  States  Naval  Auxiliary  Reserve  School,  Chicago,  111.,  October 
26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Dreher,  2311  Sidney  Street,  St.  Louis,  Mo. 
Deeiee,  Jacob  Louis,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  April  9,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  March  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  F.  Hofste,  7101  Wade  Park  Avenue,  Cleveland, 
Ohio. 
Deeja,  Nicholas  Michael,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  14,  1915. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Explosion  on  board. 

Next  of  kin :  Father,  Joseph  Dreja,  1613  Elston  Avenue,  Chicago,  111. 
Deennan,  Thomas,  landsman  for  electrician  (6.),  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  July  12,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  12, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Elsie  Drennan,  28  Rene  Place,  Brooklyn,  N.  Y. 
Deesbach,  Ed  Hebbeet,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  May  23,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  the  crew  on  missing  Cyclops. 

Next  of  kin  :  Father,  Michael  Robert  Dresbach,  1107  Harlon  Avenue,  Balti- 
more, Md. 
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Dresbach,  Samuel  Bruce,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  December  10,  1917. 

Died :  Ensworth  Hospital,  St.  Joseph,  Mo.,  March  5,  1918. 

Cause:  Appendicitis. 

Next  of  kin :  Father,  Samuel  H.  Dresbach,  Stanberry,  Mo. 
Deesseb,  Ei-lswokth,  seaman,  second  class.  United  States  Naval  Keserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  May  11,  1918. 

Died :  Naval  training  camp.  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Cora  C.  Dresser,  49  Shady  Avenue,  Lowille,  N.  Y. 
Dbiscall,  Augustus  Alfred,  electrician,  third  class  (G),  United  States  Naval 
Reserve  Force. 

EnUsted :  Tuckerton,  N.  J.,  November  20,  1917. 

Died :  Navy  radio  station,  Tuckerton,  N.  J.,  October  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Edna  Driseall,  Tuckerton,  N.  J. 
Dbiscoll,  Francis  Joseph,  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  7,  1917. 

Died :  U.  S.  S.  Maine,  July  12,  1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Father,  C.  Driscoll,  71  Warren  Street,  Eevere,  Mass. 
Dbiscoll,  Haeey,   mess  attendant,  third   class.   United   States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  May  16,  1918. 

Died:  Naval  base  hospital  No.  5,  September  18,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Aunt,  Margaret  Driscoll,  43  Reld  Avenue,  Brooklyn,  N.  Y. 
Dbout,  James  Edwabd,  Jk.,  seaman.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  June  16,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin  :  Father,  .Tames  E.  Drout,  sr.,  3016  Marshall  Avenue  Cincinnati, 
Ohio. 

Drumm,  Haeey  Jacob,  carpenters'  mate,  third  class,  United  States  Naval  Re- 
serve Force. 
Enlisted :  Philadelphia,  Pa.,  July  26,  1918. 
Died:  Receiving  ship,  Philadelphia,  Pa.,  October  6,  1918. 
Cause :  Influenza. 

Next  of  kin  :  Wife,  Catlierine  May  Drumm,  2118  North  Eleventh  Street, 
Philadelphia,  Pa. 
Dbummee,  John  Joseph,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  December  3,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  March  15,  1918. 
Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  John  Drummer,  45  Kenia  Avenue,  Dayton,  Ohio. 
DuANE,  James  Joseph,  printer,  first  class.  United  States  Naval  Reserve  Force. 
Enlisted:  Philadelphia,  Pa.,  December  1,  1917. 
Died :  Philadelphia,  Pa.,  October  10,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Elizabeth  Duane,  2217  South  Carlisle  Street,  Phila- 
delphia, Pa. 
174483—20 16 
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DuABTEY,  Joseph  Angelus,  shipwright,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  9,  1917. 

Died :  Receiving  ship,  San  Francisco,  Calif.,  April  13,  1917. 

Cause :  Anesthesia  poisoning. 

Next  of  kin :  Aunt,  Minnie  Williams,  Toronto,  Canada. 
DxjBANiEWicz,  Walter  Geoeqe,  ship's  cook,  fourth  class,  United  States  Navul 
Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  5,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Mary  Dubaniewlcz,  1038  Mitchell  Street,  Milwaukee, 
Wis. 
Dtjchane,  Wilfeed  Joseph,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  31,  1918. 

Died :  Marine  hospital,  Portland,  Me.,  October  22,  1918. 

Cause:  Influenza.  ■.] 

Next  of  kin :  Father,  Frank  Duchane,  1047  Washington  Street,  Gloucester, 
Mass. 
Dtjchaemb,  Wii.peed,  carpenters'  mate,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  June  11,  1917. 

Died :  Naval  base  hospital  No.  4,  November  3,  1918. 

Next  of  kin :   Father,  Louis  Ducharme,  302  Waverly  Street,  Providence, 
R.  I. 
Duckworth,  Zena  Maurice,  chief  yeoman,  F.  N.  R. 

Enlisted :  Dallas,  Tex.,  July  14,  1917. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  19,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Z.  M.  Duckworth,  713  Second  Avenue,  Dallas,  Tex. 
Dudley,  Joe  C,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Birmingham,  Ala.,  June  4,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  D.  Dudley,  Grandridge,  Fla. 
Dudley,  Robert  Eael,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  Februai-y  1,  1916. 

Died:  U.  S.  S.  PueWo,  November  22,  1917. 

Cause:  Leukaemia. 

Next  of  kin :  Sister,  Hattie  Dudley,  1512  Summit  Avenue,  Seattle,  Wash. 
Dudley,  Toney  Marvin,  fireman,  third  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  August  7,  1916. 

Died :  Naval  training  station.  Great  Lakes,  111.,  August  30,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  James  Dudley,  811  Mill  Street,  Cape  Girardeau,  Mo. 
Duef,  Dan,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  June  14,  1918. 

Died :  U.  S.  S.  Kroonland,  September  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Drewcilla  Duff,  Chavles,  Ky. 
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DtTFFY,  Akthub  John,  seamau,  second  class,  United  States  Naval  Resevve  Force. 

Enlisted:  Scranton,  Pa.,  May  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Yn.,  October  5,  1918. 

Cause :  Pneumonia. 

-Vext  of  Idu  :  Fathei",  Thomas  Peter  Duffy,  1434  Dorothy  Street,  Scranton, 
Pa. 
DtJFFY,  Chaeles  Lewis,  seaman,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  December  14,  1917. 

Died :  Naval  training  camp,  Detroit,  Mich.,  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  A.  Duffy,  Vail,  Iowa. 
Duffy,  jAirEs  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force  (G.  C.  M.  P.). 

Enlisted :  Boston,  Mass.,  August  6,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Katherine  Duffy,  48  Salem  Street,  Boston,  Mass, 
Duffy,   John   Michael,   fireman,   second  class.   United   States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  April  29,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  JI(jther,  Ma  17  Newhl  Duffy,  Batavia,  111. 
Duffy,  Leo  John,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  August  7,  1917. 

Died :  Naval  hospital,  Norfolk,  \a.,  December  15,  1917. 

Cause :  Cerebro  spinal  fever. 

Next  of  kill :  Mother,  Cora  Duffy,  Armstrong,  Iowa. 
DuGAN,  Joseph  Bernakd,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Lowell,  Mass.,  July  5,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  22,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Patrick  Dugaii,  .jl  Butler  Avenue,  Lowell,  Mass. 
DuGGAN,  Thomas  Fostek,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  September  22,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  17,  1918. 

Cau.se :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Simeon  L.  Duggan,  Yazoo  City,  Miss. 
Duke,  Wilmam  Cicebo,  ship's  cook,  second  class.  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  April  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  June  2,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Brother,  Lemuel  Gip  Duke,  2513  Clara  Street,  New  Orleans, 
La. 
Duke,  William  H.,  oiler,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  May  10,  1917. 

Died :  Navy  collier  Cijcloiis,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  J.  Duke,  309  Duncan  Avenue,  Norfolk,  Va. 
Dukes,  George  Harper,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  October  11,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  in  battle  with  the  enemy  submarine. 

Next  of  kin :  Mother,  Alice  Elizabeth  Dukes,  HendersonviUe,  N.  C. 
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Duller,  Matthew  John,  seaiuan,  second  cI:iks.  N.  N.  V. 

Enlisted:  Chicago,  111.,  August  20,  1917. 

Died :  U.  S.  S.  AnnapoUg,  April  5,  1918. 

Cause :  Killed  by  mob  in  Mexican  riot. 

Next  of  kin  :  Father,  Louis  Duller,  1856  West  Twenty-third  Street,  Chicago, 
111. 
DuMAK,  WiLLiAJC  KiRK,  quartermaster,  second  cl.'is-s.  United  States  Naval  Re- 
serve Force. 

Enlistetl :  San  Francisco,  Calif.,  June  28,  1918. 

Died:  Naval  hospital.  Mare  Island,  Calif.,  July  12,  19]8. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Mary  Lurline  Dimiar,  640  Eddy  Street,  San  Francisco, 
Calif. 
Dunbar,  Nobman,  chief  gunner's  mate.  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  January  21,  1916. 

Died :  U  S.  S.  Carola,  Navy  base  hospital  No.  5,  September  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Sarah  Dunbar,  1218  Market  Street,  Santa  Clara,  Calif. 
Duncan,  Bryan  Colman,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  November  8,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  .January  21,  1918. 

Cause:  Poison,  formalin,  acute. 

Next  of  kin :  Mother,  Anna  Duncan,  La  Grance,  Ky. 
Duncan,  Clarence  Roscoe,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  May  2,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  May  23,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Alley  Duncan,  Rose,  Okla. 
Duncan,  Eaele,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  November  3,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  February  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Rosie  Duncan,  Mount  Pleasant,  Tex. 
Duncan,  James  Bbadt,  blacksmith,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  September  28,  1916. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  December  4,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Stella  Duncan,  Dahlonega,  Ga. 
Duncan,  George  Lawson,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  April  30,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Brother,  S.  D.  Duncan,  Columbia,  S.  C. 
Duncan,  John,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Des  Moines,  Iowa,  October  18,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  20,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Eliza  Duncan,  Neponset,  111.,  R.  R.  1. 
DuNDES,  Francis  Arthur,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  March  23,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  21,  1918. 

Cause:  Appendicitis. 

Next  of  kin  :  Father,  James  Dundes,  229  Bay  Street,  Jersey  City,  N.  J. 
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Dunham,  Hartje  Eij:vekton,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  April  30,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  Harley  Dunham,  3938  Vincent  Street,  Pittsburgh,  Pa. 
DuNKLE,  WiELis  Blair,  storekeeper,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Buffalo.  N.  Y.,  May  11,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father.  Albert  Dunkle,  KellettvlUe,  Pa. 
DuNLAP,  FoKEST  .TosEPH,  Seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  January  3,  1918. 

Died :  U.  S.  S.  Mcrcu,  October  17,  1918. 

Cause :  Meningitis  cerebrospinal. 

Next  of  kin :  Wife,  Mrs.  F.  .T.  Dunlap,  Manchester,  Iowa. 
DuNLAP,  Wade,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Charleston,  S.  C,  October  19,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  November  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Sister,  Francis  Millers,  Lake  City,  Route  C,  Box  107,  Fla. 
Dunlap,  William  Feed,  fireman,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted  :  Des  Moines,  Iowa,  April  16,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Cnrrie  Belle  Dunlap,  Winnebago,  Minn. 
Dunn,  Bernard  Chkistopher,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  August  8,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Annie  Dunn,  203  McDowell  Street,  Columbus,  Ohio. 
Dunn,  Charlie,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Los  Angeles,  Calif.,  May  15,  1918. 

Died :  Naval  Reserve  training  camp,  San  Pedro,  Calif.,  November  4,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Sister,  Ruth  Dunn,  227  East  Whiting  Avenue,  Fullerton,  Calif. 
Dunn,  Clinton,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

EnUsted:  Kansas  City,  Mo.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause :  Influenza. 

Next    of    kin :  Brother,    Theodore    Dunn,    3024    Forrest    Avenue,    Kansas 
City,  Mo. 
Dunn,  Daniel  Lawrence,  chief  water  tender.  United  States  Navy. 

Enlisted':  Newport,  R.  I.,  June  8,  1918. 

Died:  Naval  hospital,  Ne^vport,  R.  I.,  September  15,  1918. 

Cause :  Pneumonia,  lobar.  i 

Next  of  kin :  Father,  John  Dunn,  49  Congress  Street,  Pawtucket,  R.  I. 
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UuxN,  Hakey,  boastwain's  mate,  first  class,  United  States  Naval  Reserve  Force. 
Enlisted:  New  York,  N.  Y.,  March  23,  1918. 
Died :  Naval  hospital.  New  York,  N.  Y.,  August  16,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Catherine  Smith,  63  Van  Raypen  Avenue,  Jersey  City, 
N.J. 
Dunn,  John  Joseph,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  March  30,  1917. 
Died :  U.  S.  S.  Seattle,  June  28.  1917. 
Cause:  Drowned. 

Next  of  kin :  Father,  John  G.  Dunn,  Charlestown,  Mass. 
Dunn,    Makvin    Maddkn,    mess    attendant,    third    class.    United    States   Naval 
Reserve  Force. 
Enlisted :  San  Francisco,  Calif.,  November  15,  1917. 
Died :  Army  base  hospital  No.  34,  October  28.  1918. 
Cause :  Broncho  pneumonia. 

Next  of  kin:   Mother,  Margaret  Teresa  Dunn,  730  Franklin   Street,   San 
Francisco,  Calif. 
Dunning,  Andrew  Lee,  coxswain,  United  States  Navy. 
Enlisted:  St.  Louis,  Mo.,  .Tune  26,  1917. 
Died :  U.  S.  A.  C.  T.  Ticondcroga,  September  30,  1918. 
Cause:  Lost  life  In  sinking  of  vessel. 
Next  of  kin :  Mother,  Anna  Dunning,  Herrin,  111. 
Dunning,  George,  chief  boatswain's  mate.  United  States  Navy. 

Enlisted :  Recalled  to  active  duty  April  7,  1917,  at  Boston,  Mass. 
Died :  Receiving  ship,  Boston,  Mass.,  July  23,  1917. 
Cause :  Died  from  injuries  received  In  fall  and  drowning. 
Next  of  kin :  Wife,  Catherine  Dunning,  470  Medford   Street,   Somerville, 
Mass. 
DuNTHUE.  William  Andik,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  November  10,  1917. 
Died:  Naval  hospital.  Norfolk,  Wo..,  December  17,  1917. 
Cause:  Pneumonia. 

Next  of  kin :  Jlother,  Polly  Ann  Dunyhue,  SatiUo,  Miss. 
DupoNT,  Ernest  Joseph,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  June  27,  1917. 
Died :  U.  S.  A.  C.  T.  Tioonderoga,  September  30, 1918. 
Cause :  Member  of  crew  on  missing  Tioonderoga. 
Next  of  kin :  Father,  John  Dupont,  post  oflSce  box  146,  Gorham,  N.  H. 
DupuT,  Albin  Embick,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  New  Orleans,  La.,  July  16,  1918. 
Died :  Naval  district  base,  naval  hospital.  New  London,  Conn.,  September  23, 

1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Annie  Chaze  Dupuy,  Bunkie,  La. 
DUBANT,  Arthur  Edward,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  Syracuse,  N.  Y.,  May  6,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  5, 1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Mother,  Malvinla  Durant,  R.  F.  D.  No.  1,  Massena,  N.  Y. 
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Dtibgin,  Dennie  Feancis,  master  at  arms,  second  class,  United  States  Navy. 
Enlisted :  Norfolk,  Va.,  November  3,  1915. 
Died :  Naval  hospital,  Chelsea,  Mass.,  April  24,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Friend,  Edward  Byrenes,  2250  North  Fourth  Street,  Philadel- 
phia, Pa. 

Durham,  Ulysses  Jeny,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  St.  Louis,  Mo.,  July  15,  1918. 
Died :  Camp  Logan,  111.,  October  1,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Wife,  Millie  Durham,  Bolivar,  Mo. 
DuBKEE,  Walter  Noeman,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Kansas  City,  Mo.,  June  28,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  18,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  George  H.  Durkee,  612  West  Olive  Street,  Bolivar;  Mo. 
DuEKiN,  John  James,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  San  Francisco,  Calif.,  April  2,  1917. 
Died :  U.  S.  S.  Saturn,  April  19,  1917. 
Cause :  Killed  by  falling  into  hatch. 
Next  of  kin  :  Brother,  Michel  Durkin,  Peabody,  Mass. 
DuEKiN,  Edouaed  Feenand,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  Indianapolis,  Ind.,  January  21,  1918. 
Died :  Naval  training  station,  Great  Lakes,  111.,  July  7,  1918. 
Cause:  Drowning. 

Next  of  kin :  Mother,  Emma  S.  Durkin,  Indianapolis,  Ind. 
DuRochee,  Chables  Louis,  chief  pharmacist's  mate,  F.  N.  R. 
Enlisted :  Annapolis,  Md.,  April  27,  1917. 
Died :  Naval  hospital,  Annapolis,  Md.,  October  5,  1918. 
Cause :   Pneumonia. 

Next  of  kin :  Wife,  Kate  O'Neil  DuRocher,  123  Market  Street,  Annapolis, 
Md. 
DUBBETT,  Fkank,  land.sman  for  electrician   (R),  United  States  Naval  Reserve 
Force. 
Enlisted :  Louisville,  Ky.,  May  81,  1918. 

Died :  Naval  training  station,  Great  Lake.s,  111.,  October  8,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Pearl  Nicholls  Durrett,  Finchville,  Ky. 
Dueeett,  John  Austin,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  June  4,  1917. 
Died:  Naval  hospital,  New  York,  N.  Y.,  March  28,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Wood  Durrett,  2804  Meadow  Street,  Dalla.s,  Tex. 
DuEST,  Claud  Michael,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  April  30,  1917. 
Died:  Naval  hospital,  St.  Nazaire,  France,  October  11,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Isora  Durst,  Preston,  Minn. 
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DusTEB,  Raymond  Sylvester,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Pittsburgh,  Pa.,  May  21,  1915. 
Died :  Naval  hospital,  Norfolk,  Va.,  April  17,  1918. 
Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  John  Duster,  227  Wood  Street,  Tarentum,  Pa. 
DuvA,  August  Anthony,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Newark,  N.  J.,  June  4,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  23,  1918. 
Cause :  Influenza. 

Next  of  kin :  Sister,  Minnie  Duva,  402  Ocean  Avenue,  Jersey  City,  N.  J. 
DuxBUEY,  Leland  RAYMOND,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 
Enlisted :  Milwaukee,  Wis.,  May  7,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  William  Duxbury,  Hixton,  Wis. 
Dvorak,  Emil  M.,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Minneapolis,  Minn.,  May  9, 1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Jessie  Shore  Dvorak,  Adams,  N.  Dak. 
DwiEE,  Vincent  Lee,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
EnUsted :  Providence,  R.  I.,  July  24,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  16,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Dwire,  Bridgeton,  R.  I. 
Dwyer,  David  James,  carpenter's  mate,  second  class  (A),  United  States  Navy. 
Enlisted :  Buffalo,  N.  Y.,  December  15,  1917. 
Died :  Naval  hospital.  League  Island,  Pa.,  April  4,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Thomas  Dwyer,  Belly  Faeey,  Glenmore,  Waterford, 
Ireland. 
Dwyee,  John  Henry,  engineman,  second  class.  United  States  Navy. 
Enlisted:  Cincinnati,  Ohio,  July  12,  1918. 
Died :  U.  S.  S.  Mercy,  October  12,  1918. 
Cause:  Pneumonia. 

Next  of  kin ;  Mother,  Margaret  A.  Dwyer,  321  North  Main  Street,  Marlon, 
Ohio. 
Dybdahl,  Birgeb,  chief  yeoman.  United  States  Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  July  6,  1918. 
Died :  Base  No.  6,  October  11,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Arndora  E.  Dybdahl,  747  Forty-fifth  Street,  Brooklyni 
N.  Y. 
Dye,  James  Walter,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Houston,  Tex.,  July  17,  1917. 
Died:  Naval  hospital,  Brooklyn,  N.  Y.,  October  ]2,  3918. 
Cause:  Pneumonia. 
Next  of  kin:  Father,  .Fainos  Dy'",  OinnlfisKn.  T<'x. 
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Dyer,  Albekt  Aabon,  apprentice  seaman,  United  States  Navy. 

Rnllsted:  Montgomery,  Ala.,  February  8,  1918. 

Died :  Naval  liospital,  Newport,  R.  I.,  April  5,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  Iviu :  Alother,  Lou  Dyer,  Bangor,  Ala. 
Dyeb,  Outlee,  boatswain's  mate,  first  class.  United  States  Navy. 

Enlisted:  Galveston,  Tex.,  Septeliiber  4,  1918. 

Died:  Naval  hospital,  Charleston.  S.  C,  October  18,  1918. 

Cau.se :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Adalene  B.  Dyer,  919J  Elizabeth  Street,  Key  West,  Fla. 
Dyke,  Lee  Howard,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  August  7,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Ellen  Dyke,  R.  F.  D.  No.  1,  Livermore  Falls,  Me. 
Eades,  Lawrence  Harvey,  water  tender,  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  July  20,  1918. 

Died :  U.  S.  S.  Utah,  October  25,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Henry  Eades,  Ellzabethtown,  Ky. 
Eagle,  Fred,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  July  8, 1918. 

I3ied :  Sequoia  Hospital,  Eureka,  Calif.,  November  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Mary  Eagle,  220  Tucker  Street,  Healdsburg,  Calif. 
Eagles,  John  Edward,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  August  8,  1918. 

Died :  Quarantine  station,  Gallups  Island,  Mass.,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Mary  Eagles,  10  Elliot  Street,  Cambridge,  Mass. 
Eakin,   William   Frank,   apprentice   seaman.   United   States   Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  19,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Harry  Eakin,  1106  South  Carson  Street,  Tulsa,  Okla. 
Bakins,  Kash  Theodore,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  January  13,  1917. 

Died :  U.  S.  S.  Solace,  August  27,  1917. 

Cause:  Foreign  body  in  bronchus. 

Next  of  kin :  Mother,  Martha  Eaklns,  Bourbon,  Ind. 
Bakins,  William  Madison,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  July  2,  1918. 

Died :'  Naval  hospital,  Great  Lakes,  111 ,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Laura  B.  Eaklns,  Selotoville,  Ohio. 
Bales,  Johnson  Clay,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Lexington,  Ky.,  May  1,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin  :  Father,  George  Bales,  335  Ross  Avenue,  Lexington,  Ky. 
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Eannucci,  John,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Newark,  N.  J.,  May  31, 1917. 
Died ;  U.  S.  A.  C.  T.  Ticonderoga,  September  30, 1919. 
Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kin  :  Father,  Tony  Eannucci,  Trenton  Junction,  N.  J. 
Earl,  John  Eden,  fireman,  third  class.  United  States  Naval  Reserve  Force. 
Enlisted:  Kansas  City,  Mo.,  June  4,  1918. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  14,  1918. 
Cause:  Influenza. 

Next  of  kin :  Sister,  Lydla  C.  Earl,  Allen,  Kans. 
Earl,  Thomas  Gilbebt,  Itodsman,  commissary  steward,  United  States  Navai 
Reserve  Force. 
Enlisted:  New  London,  Conu.,  August  5,  1918. 

Died :  Quarantine  Station,  Gallups  Island,  Mass.,  September  27,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Flora  Earl,  138  Banks  Street,  New  London,  Conn. 
Basley,  William  Julius,  fli-eman,  first  class,  United  States  Navy. 
Enlisted:  Peoria,  111.,  June  1,  1917. 
Died :  U.  S.  S.  Pittsburgh,  October  23,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin:  Father,  Drury  L.  Easley,  Low,  Mo. 
Easterling,  James  Edwaud,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Columbia,  S.  C,  June  6,  1917.  | 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  mlssinf;  ship. 

Next  of  kin :  Father,  Julious  C.  Easterling,  Bowman,  S.  C. 
Eastiian,  William  La  whence,  ship's  cook,  fourth  class,  United  States  Naval 
Reserve  Force. 
Enlisted:  Toledo,  Ohio,  August  1,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  Mai-ch  16,  1918. 
Cause :  Pleurisy. 

Next  of  kin :  Mother,  Jessie  Eastman,  729  Stlckney  Avenu»,  Toledo,  Ohio. 
Eaton,  Howard  Walter,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 
Enlisted:  Boston,  Mass.,  July  18,  1918. 

Died:  Naval  training  camp,  Hingham,  Mass.,  September  28,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Agnes  L.  Eaton,  53  Albion  Street,  Somerville,  Mass. 
Baton,  Thomas   Wtndal,   chief  quartermaster,   United   States  Naval   Reserve 
Force. 
Enlisted :  Washington,  D.  C,  October  3,  1917. 
Died :  Naval  air  station.  Key  West,  Fla.,  April  5,  1918. 
Cause:  Killed  in  collision  of  two  seaplanes. 

Next  of  kin :  Mother,  Jennie  Eaton,  Bellefonte  Route,  Wilmington,  Del. 
Ebbitt,  James  Augustus,  chief  water  tender.  United  States  Navy. 
Enlisted :  Newport,  R.  I.,  May  6,  1918. 
Died:  At  home,  September  25,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Annie  B.  Ebbitt,  21  Green  Street,  Newport,  R.  I. 
Eberhart,  Bernie,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Peoria,  111.,  June  28,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 
Cause:  Pneumon'a. 
Next  of  kin :  Mother,  Alice  Eberhart,  Alice,  Mo. 
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Ebisch,  C.uiL  G.,  quartermaster,  third  class,  Unitecl  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  31,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917.  I| 

Cause :  Killed  in  battle  with  enemy  submarine.- 

Next    of   kin:  Mother,    Augusta    Ebisch,    1024    West    Twenty-first    Street, 
Erie,  Pa. 
Ebxotiieu,  James  R.wjiun'd,  Iiosjiit,<\l  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Kansas  City,  JIo.,  October  8,  1917. 

Died :  Navy  base  liospital  No.  3.  October  19,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Dr.  Ciliarles  I..  Eljuother,  Downs,  Kans. 
Eborn,  William  Robekt,  fireman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted  :  Wllniingtoh,  N.  C,  July  11,  1917. 

Diefl:  Naval  hospital,  Norfolk,  Va.,  October  22,  1938. 

Oan.se:  Spinal  fever. 

Next  of  kin :  itnther,  Marcella  Eboni,  R.  F.  D.  No.  4,  Washington,  N.  C. 
EcHAOiE,  Ambeosio,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Batangas,  P.  I.,  July  3,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  26,  1917. 

Cause :  Intraspinal  injuries. 

Next  of  kin :  Mother,  Fernanda  Agato,  Batangas,  P.  I. 
EcKAKD,  Cael.  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :'  Parkersburg,  W.  Va.,  July  18,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edwin  M.  Eckard,  Letart,  W.  Va. 
EcKABT,  Herbert  Hekm.\n,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  3,  1917. 

Died :  Great  Lakes,  111.,  February  2,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Hedvig  Eckart.  611  Orange  Avenue,  Orange,  Tex. 
Edds,  William  W.,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  31,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Killed  in  explosion  on  board  ship. 

Next  of  kin :  Father,  George  Edds,  71.5  West  Pecan  Street,  Sherman,  Tex. 
Eddy,  Geoege  Alfred,  seaman,  second  class.  United  States  Navy. 

EnlLsted :  Minneapolis,  Minn.,  August  27,  1917. 

Died  :  Naval  hospital,  Portsmouth,  Va.,  April  16,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Eugene  D.  Eddy,  174  College  West  Street,  St.  Paul, 
Minn. 
Eden,  Feanklin,  seaman,  N.  N.  V. 

Enlisted :  Staten  Island,  N.  Y.,  August  28,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Drowning. 

Next   of   kin :    Grandmother,   Mrs.    Mary    Lynch,   73   Fourth    Street,   New 
Brighton,  Long  Island,  N.  Y. 
Edmonds,  Robert  Lindsay,  apprentice  seaman,   United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  July  23,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  November  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  George  L.  Edmonds,  Rockville,  Md. 
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Edwaeds,  AiLEN  Sbth,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  May  17,  1917. 

Died :  U.  S.  S.  Chincha,  March  21,  1918. 

Cause :  Gunshot  wound  in  abdomen. 

Next  of  kin :  Father,  Newton  Edwards,  Beach  Island  Lumber  C!o.,  box  847, 
Augusta,  Ga. 
Ed wAKDsr  Allen  Thomas,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  August  18,  1916. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :   Drowning. 

Next  of  kin :  Mother,  Lydia  M.  Edwards,  Jackson,  N.  C. 
Edwaeds,  Amos  Geay,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  4,  1917. 

Died:  U.  S.  S.  Solace,  April  29,  1917. 

Cause:    Cerebrospinal  fever. 

Next  of  kin:  Mother,  Mrs.  Dollie  G.  Edwards,  Nettleton,  Miss. 
Edwabds,  Coy,  seaman,  N.  N.  V. 

Enlisted :  Wilmington,  N.  C,  June  4,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  24,  1917. 

Cause :   Pneumonia,  broncho. 

Next  of  kin :  Father,  J.  B.  Edwards,  Exum,  N.  O. 
Edwaeds,  Geoege  Citetis,  seaman,  second  class.  United  States  Nkval  Reserve 
Force. 

Enlisted :  Wllllamsport,  Pa.,  May  22,  1918. 

Died :  Naval  hospital.  Cape  May,  N.  J.,  September  24,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  John  W.  Edwards,  821  East  Dewart  Street,  Shamo- 
kin.    Pa. 
Edwaeds,  James  Silas,  boilermaker,  United  States  Navy. 

Enlisted:  Peoria,  111.,  June  4,  1917. 

Died :  Naval  hospital,  New  York,  N.  T.,  November  29,  1917. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Mother,  Mrs.  Katherine  Burley,  307  Hurlburst  Street,  Peoria, 
111. 
Edwaeds,  John  Ai.bixandee,  baker,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Los  Angeles,  Calif.,  June  15,  1918. 

Died :  Naval  base,  San  Diego,  Calif.,  October  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Helen  A.  Edwards,  1012  West  Forty-second  Street,  Los 
Angeles,  CaUf. 

EriNGEE,  Will  Edwaed,  ship's  cook,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  June  26,  1918. 

Died :  American  Army  Hospital,  No.  53,  October  27,  1918. 

Cause :   Pneumonia,  broncho. 

Next  of  kin:  Mother,  Augusta  Eflnger,  121  North  IngersoU  Street,  Madi- 
son,   Wis. 
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E&vN,  James  Joseph,  chief  water  tender,  United  States  Navy. 
Rnllsted:  Newport,  R.  I.,  July  22,  1915. 
Died :  V.  S.  S.  Philip,  October  13,  1918. 
Cause :    Syphilis. 

Next  of  kin:  Aunt,  Mary  A.  Bowers,  90  West  Fifteenth  Street,  Bayonne, 
N.J. 

Egueet,  Akthub  Stanley,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enlisted :  Staten  Island,  N.  Y.,  June  18,  1917. 
Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 
Cause :  Lost  his  life  when  vessel  was  sunk. 
Next  of  kin :  Father,  John  E.  Egbert,  1288  Richmond  Avenue,  Graniteville, 

N.  Y. 

Egkbton,  John   Geoegb,   chief  electrician    (G),   United   States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  April  23,  1917. 

Died :  League  Island,  Pa.,  January  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Julia  D.  Egerton,  California  Apartments,  Washing- 
ton, D.  C. 
Eggleston,  Lyall  Ginn,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  June  7,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  F.  Eggleston,  430  North  High  Street,  Galena, 
111. 
Ehbenwoeth,  Max  Adolph,  chief  yeoman.  United  States  Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife.  Fannye  Ehrenworth,  419  Redgate  Avenue,  Norfolk,  Va. 
Bichelbekgeb,  Edwakd  Gaby,  quartermaster,  second  class   (A),  United  States 
Navy. 

Enlisted :  Baltimore,  Md.,  March  29,  1917. 

Died :  Naval  air  station,  Dunkirk,  February  26,  1918. 

CaUiSe :  Killed  in  aeroplane  accident. 

Next  of  kin:  Mother,  Julia  H.  Elchelberger,  Baker  and  Eleventh  Streets, 
Baltimore,  Md. 
Eichkeen,  Heebekt,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  April  16,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  8,  1918. 

Cause:  Nephritis,  acute. 

Next  of  kin :  Father,  John  Eichkern,  782  Highland  Avenue,  Newark,  N.  J. 

Kick,  John  William,  painter,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Kansas  City,  Mo.,  July  3,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  20,  1918. 
Cause:  Influenza. 
Next  of  kin :  Wife,  Clara  B.  EIck,  927  Mound  Street,  Atchison,  Kans. 
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EI8ENBACH,  Cletus  Henry,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Lojiis,  Mo.,  August  1,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Eisenbach,  Box  35,  St.  Paul,  Minn. 
Blbeks,  Rudolph  Frank,  quartermaster,  first  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  May  12,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Fred  Fibers,  505  Fourth  Street,  Brooklyn,  N.  Y. 
BuDEE,  Edwin  Eldon  Graham,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.-,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  George  Elder,  34  Elderon  Avenue,  Lansdowue,  Pa. 
Elder,  John  Wallace,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  23,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  John  W.  Elder,  637  St.  Ann's  Avenue,  New  York,  N.  Y. 
Eldbid,  Gerald  Gordon,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Ithaca,  N.  Y.,  October  8,  1918. 

Died:  Cornell  University,  Ithaca,  N.  Y.,  October  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Gordon  H.  ElUrid,  Gerard  Hotel,  New  York,  N.  Y. 
Eldridqe,  Chester  Osborne,  seaman.  United  States  Navy. 

EnUsted :  New  York,  N.  Y.,  March  28,  1917. 

Died :  U.  S.  A.  0.  T.  Montana,  August  16,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  Ruben  Eldridge,  325  Main  Street,  Jacksonville,  Fla. 
Eltsteom,  Gustavb  William  Walter,  yeoman,  first  class,  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  January  9,  1915. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Sarah  C.  Elfstrom,  36  AN' est  Street,  Hartford,  Conn. 
Ellee,   Wh-liam   Herbert,   apprentice   seaman,   United   States   Naval   Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  July  5,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111..  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Friend  W.  Eller,  1219  Fifth  Street,  Moundsville,  W.  Va. 
EtLiNGWOOD,  Harold  Theodore,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  22,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  80,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Walter  F.  BUingwood,  Buckfield,  Me. 
Ellingswoeth,  Daniel  Maurice,  shipfitter,  first  class.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  14,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  21,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Agnes  Elllngsworth,  315  Pool  Street,  Norfolk,  "Va. 
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KixioTT,  Amasa,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  November  24,  1917. 
Died:  Naval  hospital,  Newport,  E.  I.,  December  17,  1917. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lillian  Elliott,  West  Townsend,  Mass. 
Elliott.  Holick  Clinton,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Nashville.  Tenn.,  December  11,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  .Tanuary  11,  1918. 
Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Brotlier,  Emmett  Elliott,  3521  Park  Avenue,  Nashville,  Temi. 
Elliott.   Lossie  Frank,  landsman   for   machinist's  mate    (A),   United   States 
Navy. 

Enlisted  :  Portland,  Me.,  January  23,  1918. 
Died :  Naval  air  station,  Pensacola,  Fla.,  October  5,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Mr.s.  Roxie  L.  Elliott,  107  .Tames  Street,   Danville, 
Va. 
Elliott,   Ralph   Gbover,   fireman,   third   class,   Unitetl    States   Naval   Reserve 
Force. 
Enlisted :  Indianapolis,  Ind.,  July  30,  1918. 
Died:  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 

Next  of  Kin :  Father,  John  A.  Elliott,  R,  R.  1,  Vincennes,  Ind. 
Eluott,  William  Wesley,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Houston,  Tex.,  September  20,  1916. 
Died :  U.  S.  S.  Pittsburgh,  October  24,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mrs.  Alice  Shynider,  610  Cass  Avenue,  San  Antonio,  Tex. 
Ellis,    Benjamin    James,    hospital    apprentice,    second    class.    United    States 
Naval  Reserve  Force. 
Enlisted :  Indianapolis,  Ind.,  May  31,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Ells^vorth  E.  Ellis,  Cuzco,  Ind. 
Ellis,  Harry  Chandler,   fireman,   third   class,   United   States   Naval   Reserve 
Force. 
Enlisted :  Boston,  Mass.,  June  11,  1918. 
Died :  Boston,  Mass.,  October  1,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Father,  James  Christopher  Ellis,  490  Melrose  Street,  Melrose, 
Mass. 
Ellis,  .Tames  Beamobe,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Philadelphia,  Pa.,  April  24,  1918. 
Died :  Naval  hospital,  Gibraltar,  October  28,  1918. 
Cause:  Pneumonia. 

Next  of  kin  :  Uncle,  James  Hood,  Box  83,  West  Grove,  Pa. 
Eljus,  Leland  Searson,  seaman,  second  class.  United  States  Navy. 
Euliste^l :  Columbia,  S.  C,  May  13,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 
Next  of  kin :  Mother,  Mrs.  D.  H.  Ellis,  1015  Bryan  Street,  Columbia,  S.  0, 
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Ellis,  William  Avery,  fireman,  third  class.  United  States  Navy, 

Enlisted :  Dallas,  Tex.,  June  3,  1917. 

Died :  Dallas,  Tex.,  June  0,  1917. 

Cause:  Poisoning  by  strychnine. 

Next  of  kin :  Mother,  Mallessa  Ellis,  Chandler,  Tex. 
Blvpell,  Gboege  Mahlon,  fllreiuan,  second  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  5,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  George  Elwell,  197  Irving  Avenue,  Bridgeton,  N.  .!. 
Elwell,  Goliah  Ernest,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  January  3,  1918. 

Died :  Naval  hospital.  New  York,  N.  Y.,  May  24,  1918. 

Cause:  Tuberculosis,  acute  and  pulmonary. 

Next  of  kin  :  Father,  Sime  Elwell,  Monroe,  Wash. 
Elwood,  Samuel  Wehster,  chief  quartermaster.  United  States  Naval  Keserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  12,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  10,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Charles  O.  Elwood,  3  Milliken  Place,  Decatur,  111. 

Ely,  Earnest,  water  tender.  United  States  Navy. 
Enlisted :  Washington,  D.  C,  August  11,  1915. 
Died :  U.  S.  S.  Dale,  May  30,  1917. 
Cause :  Attack  by  shark. 
Next  of  kin :  Mother,  Harriet  Ely,  723  West  Cumberland  Avenue,  Knox- 

ville,  Tenn. 
Embretson,  Arthur  Bernard,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Minneapolis,  Minn.,  May  29,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Marie  Embretson,  R.  2,  box  28,  Zimmerman,  Minn. 
Emerson,   Harold  Ray,   seaman,   second  class.  United  States  Naval   Reserve 

Force. 
Enlisted:  Boston,  Mass.,  March  6,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  12,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Nellie  J.  Emerson,  box  48,  New  Boston,  N.  H. 
Emerson,   Jack  Lorektz,  yeoman,  third  class,  United   States  Naval  Reserve 

Force. 
Enlisted :  San  Francisco,  Calif.,  August  5,  1918. 
Died:  San  Francisco,  Calif.,  November  1,  1918. 
Cause:  Influenza. 
Next    of    kin:    Mother,    Olivette    M.    Emerson,    156    Wadsvi'orth    Avenue, 

Ocean  Park,  Calif. 
Emery,  Ernest  William,  landsman  for  electrician   (R.),  United  States  Naval 

Reserve  Force. 
Enlisted:  Washington,  D.  C,  June  26,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin  :  Mother,  Alice  E.  Emery,  26  Carroll  Avenue,  Tacoma  Park,  Md. 
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Kmmett,  Robert,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  October  12,  1917. 

Died :  Naval  hospital,  Hampton  Boads,  Va.,  January  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Friend,  Lester  Truex,  317  River  Road,  BdRewater.  N.  .J. 
Emmitt,  Chester  Bernard,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  4.  1917. 

Died :  Naval  station.  Mare  Island,  Calif.  ,January  24,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Mother,  Myrtilla  Emmitt,  Umpqua,  Oreg. 
Emmons,  Henry  Alphonse,  landsman  for  quartermaster   (A.),  United  Stall's 
Navy. 

Enlisted  :  Boston,  Mass.,  January  22,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Elizabeth  M.  Chabot,  84  Madison  Street,  Worcester. 
Mass. 
Empet,  Sidney  McKitlop,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted :  Oklahoma  City,  Okla.,  April  26,  1918. 

Died  :  Naval  air  station,  Pensacola,  Fla.,  October  3,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Sidney  G.  Empey,  618  South  Williams  Street.  El  Reno. 
Okla. 
Empt,  Wesley  Arnold,  hospital  apprentice,  first  class.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  June  1, 1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  5, 1918. 

Cause:  Infinenza. 

Next  of  kin:  Mother,  Sarah  Vandine,  1516  East  Adler  Street,  Walla  Walla. 
Wash. 
End,  George  Lewis,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  BufEalo,  N.  Y.,  March  19,  1918. 

Died  :  Naval  hospital,  Norfolk,  Va.,  October  7, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Louis  R.  End,  2.5  Hart  Street.  Rochester.  N.  Y. 
Encen,  Gtlman,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  January  18, 1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  June  11,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Mother,  Mrs.  Mary  Engen,  R.  R.  4,  Waukon.  Iowa. 
Engesser,  Louis  William,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  June  4,  1917. 

Died :  U.  S.  S.  Salem,  September  29.  1918. 

Cruise:  Missing  from  motor  boat  while  returning  from  liberty. 

Nest  of  kin  r  Father,  William  Engesser,  11  Dysen  Street,  Jlaspeth,  Long 
Island.  N.  Y. 
England,  Forest  Willla-m,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enlisted :  Indianapolis,  Ind.,  June  18,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  29, 1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Matilda  England,  St.  Francisville,  111. 

174483—20 17 


258 

Engledow,  Axfked  John,  ship's  cook,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  April  6,  1917. 

Died :  Naval  hospital,  New  York,  N.  T.,  October  18, 1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Annie  J.  Engledow,  47  Hammond  Street,  suite  3,  Boston, 
Mass. 
Engleet,  Howard  Kaspee,  seaman,  second  class,'  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  .July  13,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  7,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  Englert,  452  ShlUer  Street,  Elizabeth,  N.  J. 
Engstbom,  Cabl  Gxjstaf,  ship's  cook,  fourth  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  Haven,  Conn.,  May  28,  1918. 

Died :  At  home,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Emma  Engstrom,  Norra  Unnaryd,  Sweden. 
Enochson,  Victor  Hugo,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  July  11,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Holver  Enochson,  Schuyler,  Nebr. 
Enos,  George  Joseph,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  August  1,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Maggie  Enos,  Brownsville,  Minn. 
Enos,  Joseph  Victor,  musician,  first  class.  United  States  Navy. 

Enlisted :  New  London,  Conn.,  February  9,  1918. 

Tiled :  At  home,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Bertha  Enos,  55  Eastern  Avenue,  New  London,  Conn. 
Eneight,   Thomas   Joseph,   seaman,   second   class.   United   States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  December  11,  1917. 

Died :  Sydney*  N.  S.,  November  11,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Hannah  Enright,  117  Varick  Street,  New  York,  N.  Y. 
Ensor,  Richard  Morris,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  May  5,  1917. 

Died :  U.  S.  S.  Itasea  Estelle,  September  22,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Carrie  E.  Ensor,  801  Woodley  Street,  Baltimore,  Md. 
Entrop,  Frank  Joseph,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  December  4,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  B.  Entrop,  11103  Superior  Avenue,  Cleve- 
land, Ohio. 
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Enty,  Emebson  Tobias,  mess  attendant,  third  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa.,  May  18,  1918.  , 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  12,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  May  E.  Enty,  Kittanning,  Pa. 
EoPOLUcci,  JoH-x  IsADOKE,  boatswain's  mate,  first  class.  United  States  Navy. 

Enlisted :  Rosebank,  N.  Y.,  May  7,  1915. 

Died :  Steamship  Aztec,  April  1,  1917. 

Cause:  Lost  when  the  steamship  Aztec  was  sunk  by  the  enemy  on  April 
1,  1917.  He  was  serving  as  a  member  of  the  armed  guard,  and  was 
the  first  enlisted  man  to  lose  his  life  in  the  World  War. 

Next  of  kin:   Mother,  Annie  M.  Eopolucci,   649  L   Street  SE.,   Washing- 
ton, D.  C. 
Eppehimer,  Waltek  Heebekt,  chief  machinist's  mate.  United  States  Naval  Re- 
serve Force. 

Enlisted:  Philadelphia,  Pa.,  July  29,  1918. 

Died:  Philadelphia,  Pa..  October  19,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Slary  M.  Eppehimer,  250  Adelphi  Street,  Brooklyn,  N.  Y. 
Epperson,  Ivan-Hollis,  seaman,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  5,  1917. 

Died :  U.  S.  S.  George  Washington,  October  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  O.  Epperson,  Macon,  Mo. 
EpRiGHT,  HowABD  KuLP,  Seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  May  6,  1918. 

Died :  Naval  hospital.  League  Island,  Pa.,  September  25,  1918. 

Cause :  Infiuenza. 

Next  of  kin:  Mother,   Louise   S.  Epright,  45  North  Main   Street,   Spring 
City,  Pa. 
Erbe,  Chaki-es  Amia]^,  baker,  second  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  1,  1918. 

Died:  U.  S.  S.  OMoan,  November  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Erbe,  317  Orwigsburg  Street,  Tamaqua,  Pa. 
Ebdmak,  John  Edwin,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  April  13,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  May  6,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  J.  W.  Erdman,  2036  East  Thirtieth  Street,  Baltimore, 
Md. 
Krlandsen,  Harold,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Pelham  Bay  Park,  N.  Y.,  July  24,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 

Cau.se:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Serena  Erlandsen,  1476  St.  Lawrence  Avenue,  New 
York,  N.  Y. 
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Brlasdson,  Randolph  O.,  machinist's  mate,  second  class,  Uniteil  States  Nil  <•  i ' 
Reserve  Force. 
Enlisted :  Newport,  R.  I.,  May  12,  1917. 
Died :  Naval  hospital,  Ne^vport,  R.  I.,  June  16,  1917. 
Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Amanda  Erlandson,  R.  F.  D.  52,  South  Dartmouth, 
Mass. 
Eelbeck,  Leo  Joseph,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  July  19,  1918. 
Died :  Naval  hcspital,  naval  base,  Virginia,  October  8,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Aunt,  Mary  McDermott,  1139  Valley  Street,  Baltimore,  M(l. 
Eena,  Coknei.io,  native  seaman,  second  class,  United  States  Navy. 
Enlisted :  CJavite,  P.  I.,  August  24,  1917. 
Died :  Naval  hospital,  Canacao,  P.  I.,  February  9,  1918. 
,         Cause :  Appendicitis,  acute. 

Next  of  kin  :  Wife,  Paz  Antonio,  62  P  Zamore,  Cavite,  P.  I. 
Eekett,  Jacob  Davidson,  landsman  for  machinist's  mate   (A),   United  States 
Naval  Reserve  Force. 
En  isted :  Pittsburgh,  Pa.,  June  4,  1918. 
Died:  Naval  hospital,  Gulfport,  Miss.,  October  21,  1918. 
Cajase:  Pneumonia,  broncho. 
Next  of  kin :  Father,  David  Errett,  Madison.  Pa. 
Eewin,   John   Hamilton,    apprentice  seaman.    United   States   Naval   Reserve 
Force. 
Enlisted:  Los  Angeles.  Calif.,  October  11,  1918. 
Died:  Elysian, Hospital,  Los  Angeles.  Calif.,  October  25,  1918. 
Cause:  Pneumonia.. 

Next  of  kin :  Mother,  Dallas  Cynthia  Erwin,  3047  Wall  Street,  Los  Angeles, 
Calif. 
EscAVAGE,  George  Hakey,  seaman,  second  cla.ss.  United  States  Navy. 
Enlisted:  Buffalo,  N.  Y.,  January  2.3.  1917. 
Died :  U.  S.  S.  Solace,  August  31,  1917. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Geofil  Escavage,  58  Re.ltan  Street,  Buffalo,  N.  Y. 
EscorFiER.  John,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Ne^vark.  N.  J.,  .Tanuary  7.  1918. 
Died;  U.  S.  S.  Salem,  September  29.  1918. 
Cause:  Lo.st  when  motor  boat  capsized  returning  from  liberty. 
Next  of  kin:  Mother,   Alice  Escoffier,   515  Highpoint  Avenue.   West   Ho- 
boken,  N.  J. 
EsTAND,  Tony  Richaed,  seaman,  second  class.  United  States  Naval  Reserve 
Foi-ce. 
Enlisted:  Minneapolis.  Minn.,  .Tuly  11.  1918. 
Died :  Naval  hospital,  .Great  Lakes,  111.,  October  8,  1918. 
Cause:  Infiuenzn. 

Next  of  kin:  Mother,   Emiline   Estand,  433   Sherburn   Avenue,   St.    Pmil, 
Minn. 
EsTEP.  James  Vasco,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Da'las,  Tex.,  December  6.  1917. 
Died:  Naval  training  station,  Great  Lakes,  III.,  March  1,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin:  Father,  John  Estep,  Anna,  Tex; 
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EsTEs,  James  Bkown,  ship's  cook,  second  class,  United  States  Navy. 
Eiiliste<l :  Atlanta,  Ga.,  December  31,  1915. 
Died:  U.  S.  S.  Westover,  July  11,  1918. 
Cause:  Lost  when  vessel  was  torpedoed. 
Next  of  kin :  Mother,  Drueie  B.  Estes,  Hartwell,  Ga. 
EsTBs,  Leboy  .GHAKi.Ee,.  seauian,  second-  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Providence,  R.  I.,  May  7,  1917. 
Died:  Naval  hospital,  New  York,  N.  Y.,  October  24,  1917. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  Estes,  97  Bogman  Street,  Providence,  R.  I. 
Estes,  MAxniicE  Waldo,  seaman,  second  class,  United  States  Naval  Resei-ve 
Force. 
Enligt'^d: ..Boston,  Mass..-June-1,  1918. 
Died:  Boston,  Mass.,  September  8,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:    Fattier,  Eugene  E.  Estes,  322  Ea^t  Foster  Street,  Melrose, 
Mass. 
EsTES,  Simon  Alton,  landsman  electrician  (R),  United  States  Navy. 
Enlisted:  Ishpeming,  Mich.,  January  3,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  27,  1918. 
Cause :  Influe^  za.  , 

Next  of  kin:  Father,  Alton  Estes,  box  1,  Sidnaw,  Mich. 
Estill,  Leonidas  Robert,  boatswain's  mate,  second  class,  United  States  Navy. 
Enlisted :  Houston,  Tex.,  July  14,  1917. 
Died :  Naval  air  station,  Miami,  Fla.,  October  7,  1918, 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  A.  Estill,  Electria,  Tex. 
Estkidge,  James  Henky,  fipprentice  seaman,  Ui  ited  States  Navy. 
Enlisted :  Nashville,  Tenn.,  December  10,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  January  5,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  .lane  Estridge,  Ashland  City,  Tenn. 
Ettee,  Jack  Haebell,  appre:  tlce  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  Littl*  Rock,  Ark.,  June  1,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 
Cause :  Pneumonia. 

Next  of  kin  :  Father,  J.  R.  Etter,  614  North  J  Street,  Fort  Smith,  Ark. 
Etzold,  Eenest  Walter,  fireman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  New  York,  N.  T.,  April  11,  1917. 
Died:  U.  S   S.  Biietm  Ventura,  September  16,  1918. 
Cause:  Lost  his  life  when  vessel  was  torpedoed  by  ereniy  submarine. 
Next  of  kin  :  Father,  Ernust  W.  Etzold,  171  East  Ninety-first  Street,  New 
York,  N.  Y. 
EusTiCE,  Raymond  Geoege,  plumber  and  fitter,  United  States  Naval  Reserve 
Force. 
Enlisted  :  San  Franci.sco,  Calif.,  May  1,  1918. 
Died  :  Naval  station,  Mare  Island,  Calif.,  October  21,  1918. 
Cause :  Influenza. 

Next  of  kin :  Jlother,  Elizabeth  Eustlce,  3412  San  Pablo  Avenue,  Oakland, 
Calif. 
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Evans,  Ohaeies  Hakt,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 
Enlisted :  Boston,  Mass.,  April  16,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  June  18,  1917. 
Cause:  Killed  in  collision. 

Next  of  kin :  Father,  John  Fred  Evans,  33  Colgate  Street,  Rochester,  N.  T. 
Evans,  Claeence  Singles,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 
Enlisted:  Philadelphia,  Pa.,  May  10,  1917. 
Died:  Submarine  chaser  No.  209,  August  29,  3918. 
Cause :  Result  of  wounds  received  on  board  ship.      ^ 
Next  of  kin:  Father,  John  K.  Evans,  M.  D.,  Malvern,  Pa. 
Evans,  Floyd,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Pittsburgh,  Pa.,  November  19,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  .January  4,  1918. 
Cause:  Preumonia. 

Next  of  kin :  Wife,  LjUie  L.  Evans,  Salem,  Ohio. 
Evans,  George  Newton,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Houston,  Tex.,  April  30,  1917.  ' 
Died:  Naval  hospital,  Chel  ea,  Mass.,  February  15,- 1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mr-'.  Eula  Thummoncl,  Bertram,  Tex. 
Evans,  Geokge  Stoker,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Jackson,  Miss.,  March  31,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  December  12,  1917. 
Cause :  Chronic  cardiac  valvular  disease. 

Next  of  kin:  Father,  Albert  J.  Evans,  337  Forty-first  Avenue,  Meridian, 
Miss. 
Evans,  Gomek  Jenkins,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted:  Pittsburgh,  Pa.,  December  10,  1917. 
Died :  U.  S.  S.  Solace,  January  23,  1918. 
Cause :  Cerebro  pinal  fever. 

Next  of  kin :  Father,  Reese  J.  Evans,  65  Seneca  Street,  Pittsburgh,  Pa. 
Evans,  Hudson  Clay, -apprentice  seaman,  United  States  Navy. 
Enli  ted :  Houston,  Tex.,  August  7,  1918. 
Died :  Navy  yard.  Mare  Island,  Calif.,  October  13,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Fannie  E.  Evans,  box  27,  Butto,  Tex. 
Evans,   Ikvinb   Lionel,   yeoman,   second   class.  United   States   Naval   Re;  erve 
Force. 
Enlisted :  Boston,  Mass.,  May  2,  1918. 
Died:  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Evan'^,  Stockton,  111. 
Evans,  Joel  L.,  apprentice  seaman,  United  States  Navy, 
Enlisted :  Montgomery,  Ala.,  December  12,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  January  12,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Nettie  V.  Evans,  Vernon,  Fla. 
Evans,  Lutheb  Maeion,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  Buffalo,  N.  Y.,  July  29,  1918. 

Died :  Naval  hospital.  Great  Lake  ■,  111.,  September  22,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  Ulyf  ses  Grant  Evans,  R.  F.  D.  1,  Conneaut,  Ohio. 
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Evans,  Oscab  Lloyd,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Kansas  City,  Mo.,  March  26,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  May  14,  1917. 
Cause:  Cerebro  piual  fever. 

Next  of  kin :  Mother,  May  Relker,  2123  D  Summit  Street,  Kansas  City,  Mo. 
Evans,  Otto  Harkison,  carpenter's  mate,  first  class,  United  States  Navy. 
Enlisted :  Galveston,  Tex.,  February  12,  1914. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  R.  J.  Evans,  1504  Carolina  Avenue,  Springfield,  111. 
Evans,  Thomas  Alva,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  December  14,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  January  17,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Louisa  Evans,  route  2,  Hillsboro,  Tenn. 
Evans,  Wilbekn  Lambekt,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Montgomery,  Ala.,  April  22,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  June  6,  1917. 
Cause:  Cecebrospinal  fever. 

Next  of  kin :  Father,  Benjamin  F.  Evans,  Vernon,  Fla. 
Evans,  Wllliam  Ray,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Birmingham,  Ala.,  August  5,  1918. 
Died :  Naval  hospital.  New  Orleans,  La.,  October  20,  1918. 
Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Elie  W.  Evans,  route  2,  Black,  Ala. 
Bvebbtt,  John  Thomas,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Boston,  Mass,  May  1,  1918. 

Died :  Submarine  base,  New  London,  Conn.,  October  13,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Margaret  Everett,  6  Lexington  Street,  Charlestown, 
Mass. 
EvEETS,  Alonzo  Julius,  engineman,  second  class,  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  May  8,  1917. 
Died :  U.  S.  S.  Hancock,  November  8,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sanna  E.  Times,  3047  West  Seventieth  Street,  Seat- 
tle, Wash. 
Ewald,  Michael,  gunner's  mate,  first  class.  United  States  Navy. 
Enlisted:  Norfolk,  Va.,  May  18,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  July  15,  1917. 
Cause:  Enteritis,  acute. 

Next  of  kin :  Niece,  Elizabeth  Anderson,  434  Madison  Street,  Portsmouth, 
Va. 
EwABT,  .Joseph  Sharp,  machinist's  mate,  first  class.  United  States  Navy. 
Enlisted:  Newport,  R.  I.,  February  4,  1915. 
Died :  U.  S.  S.  Chauncey,  November  19,  1917. 
Cause :  Lost  on  the  Chauncey. 

Next  of  kin :  Father,  William  L.  Ewart,  54  Second  Street,  Newport,  R.  I. 
EwELL,  EULAS,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Norfolk,  Va.,  November  30,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  February  12,  1918. 
Cause:  Spinal  fever. 
Next  of  kin :  Father,  William  H.  Ewell,  Mappsville,  Va. 
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EwiKG,  William  Vance,  warrant  officer's  steward,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Cleveland,  Ohio,  July  19,  1918. 

Die<l :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Friend,  Rosella  Rumley,  Litchford  Hotel,  Columbus,  Ohio. 
Eytchison,  Orville  Glenn,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Kansas  City,  Mo.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Steve  A.  Eytchison,  Onaga,  Kans. 
EzEix,  Eabl  Pratt,  seaman,  second  class,-  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  29,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  August  12,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  John  C.  Ezell,  ,Ward,  Ala. 
Faas,  Claude  Tayix)b,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  December  14,  1917. 

Die<l :  Naval  hospital,  New  York,  N.  Y.,  June  9,  1918. 

Cause:  Tuberculosis,  chronic. 

Next  of  kin :  Mother,  Edna  Faas,  Williamsburg,  Iowa. 
Fahrhach,  Clarence  George,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  July  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Anna  Fahrbach,  636  First  Street,  Menasha,  Wis. 
Faith,  (JIeokge  Albert,  seaman,  second  class.  United  States  Navy. 

Enlistetl:  Cincinnati,  Ohio,  February  27,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Berdena  Doerler,  3119  Durbin  Place,  Cincinnati,  Ohio. 
Falk.  Cecil,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  October  20,  1917. 

Died  :  Navnl  hospital,  Chelsea,  Mass.,  March  7,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Brother,  Francis  Palk,  Odd  Fellows'  Home,  Jackson,  IMIch. 
Fallett.  Ernest  Linwood,  chief  machinist's  mate.  United  States  Naval  Reserve 
Force. 

Eiili.stert :  Norfolk,  Va.,  May  31,  1917. 

Died :  Naval  liospitnl.  Norfolk,  Va.,  May  30,  1918. 

C;nise:  Encephalitis,  acute. 

Next  of  kin:  Mother,  Zina  Clara  Fallett,  Virginia  Beach,  Va. 
Falt.on,  Haiiky  Bruce,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  .January  29,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  February  21,  1917. 

Cmise :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Lena  Fallon,  904  -Gorsuch  Avenue,  Baltimore,  Md. 
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Farless,  Ruby  Henry,  landsman  for  machinist's  mate  (A),  United  States  Naval 

Reserve  Force. 
Enlisted :  Indianapolis,  Ind.,  August  9,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  William  Farless,  217  South  Maine  Street,  Henderson, 

Ky. 

Farley,   Elmer  Clifton,   fireman,   third  class.   United   States  Naval   Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  June  13,  1918. 

Died :  St.  Peter's  Hospital,  Brooklyn,  N.  Y.,  October  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Eli  Farley,  Akron,  Colo. 
Farley,  John  William,  seaman,_United_Statesj;fayy. 

Enlisted :  Omaha,  Nebr.,  April  27,  1917. 

Died :  U.  S.  S.  Seattle,  March  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  George  W.  Farley,  Atkinson,  Nebr. 
Farley,  Joseph  Milton,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  September  19,  1917. 

Died :  U.  S.  S.  Wakiva.  May  22,  1918. 

Cause :  Lost  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Johanna  Farley,   2712  North   Racine  Avenue,  Chi- 
cago, 111. 
Farnsworth,  Harold  Franklin,  machinist's  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  December  11,  1917. 

Died :  Naval  hospital.  Mare  Island,  Calif.,  November  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  Farnsworth,  Colusa,  Calif. 
Farrar,  George  Frederick,  apprentice  seaman.  United  States  Navy. , 

Enlisted :  New  York,  N.  Y.,  May  7,  1917. 

Died :  Navy  recruiting  station,  New  York,  N.  Y.,  May  9,  1917. 

Cause:  Drow^ned. 

Next  of  kin:  Mother,  Margaret  Fluggs,  230  West  One  hundred  and  eislitif 
Street,  New  York,  N.  Y. 
Farrell,  Floyd  Raymond,  fireman,  third  class.  United  States  Naval   [U-s(>rv(^ 
Force. 

Enlisted:  Portland,  Oreg.,  April  6,  1917. 

Died :  U.  S.  S.  Old  Colony,  February  3,  1918. 

Cause :  Mastoiditis. 

Next  of  kin:  Alice  Farrell,  319  Hill  Street,  RosevlUe,  Calif. 
Farreix,  James  Simon,  chief  commissary  steward,  United  States  Naval  Rescr\i> 
Force. 

Enlisted:  Boston,  Mass.,  June  1,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  December  23,  1917. 

Cause:  Tuberculosis. 

Next   of   kin:  Estate,   James   S.   Farrell,   Marines   House,   North    Sqnan-, 
Boston,  Mass. 
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Faeeell,  William  Heney,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  Newport,  R.  I.,  May  22,  1918. 
Died :  Naval  hospital,  New  London,  Conn.,  October  1,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin:  Mother,  Margaret  Farrell,  901  Atwelle  Avenue,  Providence, 

R.  i. 

Faeeington,  Feank  Vernal,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  April  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Edward  H.  Farrington,  Franklinville,  N.  Y. 
Faeeis,  Henry  Leeoy,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  17,  1917. 

Died :  Naval  hospital.  New  port,  R.  I.,  March  31,  1918. 

Cause :  Pleurisy,  suppurative. 

Next   of  kin:  Mother,   Alice  Farris,   5   Union   Street,   care   of  Mrs.   Etta 
Doblin,  Rockland,  Me. 

Faucheux,  Maurice  Cleteait,  apprentice  seaman,,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  11,  1917. 

Died :  Naval  hospital,  Washington,  D.  C,  June  6,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Emmer  Lapeze  Faucheux,  Wallace,  La. 
Faust,  Leon  Lkshee,  plumber  and  fitter,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  May  19,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  January  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Faust,  11  Holland  Avenue,  Ardmore,  Pa. 
Faux,  Nathan,  Jr.,  hospital  apprentice,  first  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Salt  Lake  City,  Utah,  January  12,  1918. 

Died :  Moroni,  Utah,  March  19,  1918. 

Cause:  Suicide,  strangulation. 

Next  of  kin :  Mother,  Dorothea  Faux,  Moroni,  Utah. 
Faviee,  Arthur  Holton,  chief  electrician  (G),  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  1,  1918. 

Died :  Bo.ston,  Mass.,  October  30,  1918. 
,    Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  E.  Favier,  27  Rockville  Park,  Roxbury,  Mass. 
Favors,  John  Hkney,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  February  17,  1918. 

Died  :  Charleston,  S.  C,  April  7,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  James  M.  Favors,  R.  F.  D.  1,  Charleston,  Mo. 
Favre,  SSfLVAN  John,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  February  28,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  April  10,  1917. 

Cause :  Measles  (pneumonia). 

Next  of  kin :  Mother,  Laura  Favre,  Bay  Street,  St.  Louis,  Miss. 
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IfAVKEATJ,  Henry  I'muppE,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  August  4,  1915. 

Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  ICilled  in  action. 

Next  of  kin  :  Wife,  Anna  Favreau,  1241  Lemon  Street,  Camden,  N.  J. 
T'AY,  Charles  Bevans,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  July  16,  1918. 

Died :  Naval  hospital,  Newport,  K.  I.,  September  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  David  F.  Fay,  152  Fifth  Street,  Syracuse,  N.  Y. 
Fay,  John  WiiiiAir,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Newark,  N.  J.,  June  3,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  17,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Cousin,  Sadie  Fay,  490  Boulevard,  Bayonne,  N.  J. 
JFazio,  Charles  John,  machinist's  mate,  second  class  (A),  United  States  Navy. 

Enlisted  :  Syracuse,  N.  Y.,  December  3,  1917. 

Died :  Pensacola,  Fla.,  March  9,  1918. 

Cause :  Killed  In  airplane  accident. 

Next  of  kin :  Jlother,  Elizabeth  Fazio,  109  Lawrence  Street,  Rome,  N.  Y. 
Feac.in,  Richard  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  3,  1918. 

Died':  U.  S.  S.  Comfort,  September  23,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  Andrew  Feagin,  702  Harvard,  Houston,  Tex. 
Feasel,  E^^erett  Virgei.,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  December  13,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  January  11,  1918. 

Cause:    Pneumonia,    broncho. 

Next  of  kin:  Mother,  Roena  Feasel,  Walkerville,  Mich. 
Feeney,  John,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Raleigh,  N.  C,  July  18,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  7,  1918. 

Cause :    Pneumonia. 

Next  of  kin :  Grandmother,  Rosanna  McCaskin,  Hemp,  N.  C. 
Fegan,  Francis  Jerome,  fireman,  third  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  10,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  May  18,  1918. 

Cause:   pneumonia,  lobar. 

Next  of  kin :  Father,  Paul  C.  li'egan,  250  Hamilton  Avenue,  Brooklyn,  N.  Y. 
Fehler,  Harry  George,  shipwright,  United  States  Naval  Reserve  Force. 
Enlisted:  Chicago,  111.,  June  10,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 
Cause :   Influenza. 

Next  of  kin :  Father,  Michael  Fehler,  route  4,  Elizabeth,  111. 
Fehr,  Warren  Russel,  landsman  for  electrician  (G),  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  April  20,  1918. 
Died:  Naval  training  station,  naval  operating  base,  Hampton  Roads?,  Va., 

November   11,    1918. 
Cause:  Shot  by  unknown  negro. 
Next  of  kin  :  Father,  John  B.  Fehr,  480  North  Twelfth  Street,  Reading,  Pa. 
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Felbeb,  Henry  Solomons,  yeoman,  second  class.  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  April  9,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Bessie  Felder,  Banberg,  S.  C. 
Fellows,  David,  seaman,  United. States  Navy. 

Enlisted:  N€W  York,  N.  Y.,  March  9,  1914. 

Died :  Receiving  ship  at  New  York,  N.  Y.,  April  21,  1918. 

Cause:   Cerebral  hemorrhage. 

Next  of  kin :  Mrs.  John  Nice,  63  Schrock  Avenue,  Buffalo,  N.  Y. 
Fei.semth.vl,  Harold  Stanford,  yeoman,  third  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  April  30,  191S. 

Died:  At  home,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Lee  Felsemthal,  5200  Ingleside  Avenue,  Chicago,  111. 
Felter,  Ross  Vernon,  gunner's  mate,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  June  28,  1918. 

Died :  Dunwoody  Naval  Training  Schools,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Millie  T.  Cole,  Woonsocket,  S.  Dak. 
Felton,  FosteS  Cabert,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted :  Washington,  D.  C,  December  14,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y,,  March  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Carrie  Felton,  920  Euclid  Street  NW.,  Washington,  D.  G. 
Felts,  Jesse  Neri,  apprentice  seaman.  United  States  Naval  Reserve  Forca 

Enlisted :  Indianapalis,  Ind.,  August  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Margaret  E.  Felts,  1855  West  Morris  Street,  Indianapo- 
lis, Ind. 

Fender,  Henrt  Joseph,   seaman,  second  class,  United   States  Naval  Reserve 

Force. 
Enlisted :  Pittsburgh,  Pa.,  May  2,  1918. 
Died  :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  life  in  sinking  of  vessel. 
Next  of  kin :  Father,  Eugene  Fender,  3626  Mellwood  Avenue,  Pittsburgh, 

Pa. 

Fenley,  David  Edward,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  24,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Ruth  Day,  R.  R.  2,  box  34,  Gilbert,  S.  O. 
Fenner,  Carl,  fireman,  third  clnss.  United  States  Naval  Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  June  20,  1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  October  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Motha  Fenner,  Geyersville,  Calif. 
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Fenton,  John  Lee,  storekeeper,  first  class.  United  States  Naval  Reserve  Vowv. 
Enlistefl:  Ptiiladelphla,  Pa.,  April  22,  1918. 
Died :  Kavy  Yard,  Philadelphia,  Pa.,  October  12,  1918. 
Cause:  Broncho-pneumonia. 

Next  of  kin :'  Mother,   JIary   Agnes  Fenton,  614   South  Fifty-first  Street, 
Philadelphia,  Pa. 

Fenton,  Joseph  John,  chief  quartermaster.  United  States  Naval  Reserve  Force. 
Enlisted :  Newport,  R.  I.,  April  28,  1917. 
Died :  Naval  air  station,  Pensacola,  Fla.,  August  13,  1918. 
Cause:  Killed  in  seaplane  accident. 

Next  of  kin  :  Father,  Joseph  J.  Fenton,  Bellows  Falls,  Vt. 
Ferguson,  Devoe,  gunner's  mate,  third  class.  United  States  Navy. 
Enlisted:  New  Orleans,  La.,  December  12,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  April  7,  1918. 
Cause:  Meningitis,  cerebrospinal  (pneumococcus). 
Next  of  kin :  Father,  Jesse  A.  Ferguson,  Joaquin,  Tex. 
Fekguson,  Haeky  Aquilla,  seaman,  second  class,  United  tSates  Navy. 
Enlisted:  Little  Rock,  Ark.,  April  20,  1917. 
Died:  Naval  Hospital,  New  York,  N.  Y.,  September  23,  1917. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Aquilla  Ferguson,  Heavener,  Okla. 
Feeguson,   Haeold  Muncet,  chief  boatswain'^  mate.  United  States  Navy. 
Enliste:! :  Salt  Lake  City,  Utah,  June  29,  1915. 
Died:  Naval  hospital.  Key  West,  Fla.,  October  18,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Albert  L.  Ferguson,  427  Twenty-fourth  Street,  Ogden, 
Utah. 
Feeguson,  James  Douglass,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  June  22,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  October  28,  1917. 
Cause:  Diabetes  mellitus. 

Next  of   kin :  Father,    Orba   Ferguson,   3050   Madison   Road,   Cincinnati, 
Ohio. 
Feeguson,  James  Gaed,  landsman  for  electrician  (R),  United  States  Navy. 
Enlisted:  Buffalo,  N.  Y.,  January  12,  1918. 
Died:  Naval  hospital,  Chelsea,  Mass.,  July  7,  1918. 
Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Mother,  Edna  Gard  Ferguson,  671  West  Ferry  Street,  Buf- 
falo, N.  Y. 
Ferguson,  Joseph  CAS^vELL,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 
Enlisted:  Louisville,  Ky..  July  18,  1918. 
Died:  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother.  Amanda  .Tames  Ferguson,  FUppIn,  Ky. 
Feeguson,  .Toshua,  apprentice  seaman.  United   States  Naval  Reserve  Force. 
Enlisted  :  Key  West,  Fla.,  February  12,  1017. 
Died:  Naval  station.   Key  West,  Fla.,  November  12,  1917. 
Ciiuse:  Nephritis,  chronic. 
Nest  of  kin:  Wife,  Alecla  Ferguson,  810  Thomas  Street,  Key  West,  Fla. 
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Feeguson,  Robekt,  electrician,  third  class,  United  States  Navy. 
Enlisted :  Detroit,  Mich..  October  26,  1916. 
Died :  Xavy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 
Next  of  kin :  Mother,  Etfie  Bloom,  Curwensville,  Pa. 
Fekgusox,  William  Abthue,  hospital  apprentice,  second  class.  United  States 
Naval  Reserve  Force. 
Enlisted:  Milwaukee,  Wis.,  May  28,  1918. 
Died:  Naval  Hospital.  Great  Lakes,  111.,  October  15,  1918. 
Cause :  Influenza. 

Next  of  kin:  Mother,  Bertha  Ferguson,  802  East  Worden  Avenue,  Lady- 
smith,  Wis. 
PEatGusox,  William  Bektil,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Richmond,  Va.,  December  11,  1917. 
Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 
Cause :  Lost  life  In  sinking  of  vessel. 

Next  of  kin :  Father,  Francis  E.  Ferguson,  101  Dennison  Avenue.,  Roan- 
oke, Va. 
Pernandz,  .Juan  Monet,  mess  attendant,  third  class.  United  States  Navy. 
Enlisted:  New  York,  N.  Y.,  October  10,  1917. 
Died :  U.  S.  S.  ^iolMS,  May  18,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Juan  Fernandz,  Culebra,  P.  R. 
Peeeand  Sandy  Gboege,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  April  16,  1917. 
Died :  U.  S.  S.  President  Grant,  October  3,  1917. 
Cause :  Poisoned  by  illuminating  gas. 

Next  of  kin:  Father,  Paul  A.  Ferrand,  112  Ocean  Avenue,  South  Beach, 
Staten  Island. 
Feekako,  Anthony  Antonio,  apprentice  seaman.  United  States  Naval  Reserve 
-Force. 
Enlisted:  New  London,  Conn.,  July  29,  1918. 
Died :  Naval  hospital,  Newport,  B.  I.,  September  18,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Dominaca  Ferraro,  96  Albert  Street,  Westerly,  R.  I. 
Peeeell,  Edwaed  Washington,  machinist's  mate,  second  class.  United  States 
Naval  Reserve  Force. 
Enlisted :  Cleveland,  Ohio,  May  4,  1918. 
Died :  Naval  aviation  forces,  foreign  service,  July  11,  1918. 
Cause:  Compound  fracture  of  skull. 

Next  of  kin:  Wife,  Bertha  Ferrell,  2253  East  Sixty-eighth  Street,  Cleve- 
land, Ohio. 
Peeeell,  John  Hyde,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Meridian,  Miss.,  June  24,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Father,  John  H.  Ferrell,  sr..  Enterprise,  Miss. 
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Ferris,  Alhert  Henry,  ship  fitter,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Des  Moines,  lovca,  August  5,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause :  Influenza. 

Next  of  kin:  Mother,  Ida  F.  Ferris,  56  Almond  Street,  Dubuque,  Iowa. 
Ferris,  Thomas  Bernard,  hospital  apprentice,  second  class.  United  States  Navy. 
Enlisted :  Milwaukee,  Wis.,  May  6,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  Ferris,  321  North  Eleventh  Street,  La  Crosse, 
Wis. 
Ferry,  William,  seaman.  United  States  Navy. 
Enlisted :  Newark,  N.  J.,  April  29,  1918. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Molly  Ferry,  929  Beatty  Street,  Trenton,  N.  J. 
Fessenden,  Edgar  Horace,  electrician,  third  class,  NNV. 
Enlisted:  New  York,  N.  Y.,  March  2,  1917. 

Died :  Flushing  hospital.  Flushing,  Long  Island,  X.  Y.,  March  15,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Eliza  Jane  Fessenden,  820  Putnam  Avenue,  Brooklyn, 
N.  Y. 
Fetterling,  Harry  John,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted:  Kansas  City,  Mo..  July  2,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 
Cause :  Influenza. 

Next  of  kin :  Wife,  Ethel  May  Fetterling,  Belleville,  Kans. 
FiDDES,  Ralph  Douglas,  fireman,  second  class.  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  January  25,  1918. 
Died :  Naval  hospital.  Key  West,  Fla.,  October  19,  1918. 
Cause :  Pneumonia,  lobar. 

Next   of  kin:  AVife,   Gladys  Fiddes,   1533  Ninth  Avenue,   San  Francisco, 
Calif. 
Field,  Frank  Jay,  machinist's  mate,  first  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  San  Francisco,  Calif.,  February  23,  1918. 
Died:  Naval  hospital.  New  London,  Conn.,   September  21,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Lottie  Field,  3768  Piedmont  Avenue,  Oakland,  Calif. 
Field,  Millard,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  December  19,  1917. 
Died :  Naval  station,  Norfolk,  Va,,  January  20,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Susie  Fields,  Cuba  Landing,  Tenn. 
Figueiredo,  Joseph  Louis,  apprentice  seaman.  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  February  15,  1918. 
Died :  Naval  station,  San  Francisco,  Calif.,  February  23,  1918. 
Cause:  Appendicitis,  acute. 

Next  of  kin:  Father,  Victor  L.  Figueiredo,  1715  Green  Street,  San  Fran- 
cisco, Calif. 
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Fir.soN  Habby  Ctjrtiss,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  January  10,  1916. 

Died :  U.  S.  S.  Mercy,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  liiu :  Father,  James  R.  Filson,  box  261,  Paonia,  Colo. 
FiLz,  Chakles,  carpenter's  mate,  first  class.  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  June  30,  1917. 

Died :  Navy  cojlier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Eva  Filz,  1268  Elsie  Street,  Appleton,  Wis. 
FiNAN,  Bebnaed  Thomas,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlished:  Milwaukee,   Wis.*  May  22,   1918. 

Died:  U.  S.  S.  Louisville,  September  25,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Bernard  Finan,  sr.,  Kenton,  Mich. 
Finch,  WiLLiAjr  Hamilton,  seaman,  second  cl  ss.  United  States  Navy. 

Enlisted  :  Kansas  City,  Mo ,  December  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  McCarroU,  Plainville,  Kans. 
FiNCHEE,  Jesse  Curtis,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  July  6,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Missing  on  Cyclops. 

Next  of  kin :  Mrs.  Laura  Fincher,  Newman,  Ga. 
FiNDLAY,  Chaelky  Thomas,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  25,  1918. 

Died,  Navy  y.ird.  Mare  Island,  Calif.,  July  21,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Frances  J.  Findlay,  R.  F.  D.,  Springfield,  Mo. 
Fine,  Jack  John,  seaman,  second  class.  United  States  Naval  Reserve  Forca 

Enlisted :  Spokane,  Wash.,  June  7,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Levey  Fine,  Peck,  Idaho. 
Fine,  Joseph,  fireman,  second  clitss.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  January  11,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  29,  1918. 

Cause:  Influenza.  -  —  -^ 

Next  of  kin :  Mother,  Ida  Fine,  1352  Marion  Street,  Denver,  Colo. 
Fineae,  William  Patetck,  seaman,  second  class.  United  States  Navy. 

Enlisted  :  Brffalo,  N.  Y  ,  D?ceml~er  3,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  5,  1918. 

Cau:e:  Pi  euuio:  ia,  loliar. 

Next  of  kin  :  Father,  Edward  Finear,  R.  F.  D.  3,  Victor,  N.  Y. 
FiNGEBLiNO,  Fbank  WiT.LiAji,  fireman,  second  class,  United  States  Navy. 

Enlisted,  Newark,  N.  J.,  May  22,  1917. 

Died:  U.  S.  S.  Alvedo,  Noveniber  5,  1917. 

Cause;  Lost  life  when  vessel  was  torpi'doerl. 

Next  of  kin :  Mother,  Catlierine  Tamburiu,  230  Pacific  Street   Jersey  City 
N.  J. 


273 

FiNKELSTEiN,  Samuki.,  seauian,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  12,  1918. 

Died :  Sayville,  Long  Island,  N.  Y.,  May  28,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  Abraham  Finkelstein,  60  Second  Street,  New  York. 
FiNLAYsoN,  Albebt  ALEXANDER,  Seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  13,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  10,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Sister,  Edith  FinUiyson,  4028  Stewart  Street,  Omaha,  Nebr. 
E^NNEGAN,  John  Michaet.,  chief  boatswain's  mate,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa.,  February  27,  1918. 

Died:  Naval  hospital,  Cape  May,  N.  J.,  October  1,  3918. 

Cause :  Influenza.  » 

Next  of  kin:  Mother,   Mary   Fiuuegan,   878  North   Tanney   Street,   Phila- 
delphia. 
PiNNEGAN,  Thomas,  machinist's  mate,  first  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Haven,  Conn.,  May  22,  1917. 

Died :  U.  S.  S.  Solace,  September  2,  1918. 

Cause :  Burns. 

Next   of  kin :   Mother,   Elizabeth   Finuegan,   17  Fort   Street,    South  Man- 
chester, Conn. 
PiKNETT,    Petek   JOSEPH,   fireman,   third   class.   United    States   Naval   Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  July  24,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  Idn :  Mother,  Anjia  Firnett,  29  West  Acker  Street,  St.  Paul,  Minn. 
FiscHEE,  Chables  John,  coxswain.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  11,  1913. 

Died :  S.  S.  Vacuum,  April  28,  1917. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Father,  Romas  Fischer,  2247  West  Somerset  Street,  Phila- 
delphia, Pa. 
Fischer,  Ernest,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  July  17,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Aunt,  Christiana  Stahl,  224  McDougal  Street,  Brooklyn,  N.  Y. 
Fischer,  Henry  George,  .seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  May  1.5,  1918. 

Died  :  At  home  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Josephine  Fischer,  15  Roosevelt  Avenue,  Troy,  N.  Y. 
Fischer,  Walter  Henry,  coxswain,  United  States  Navy. 

Enlisted :  Chicago,  111.,  February  3,  1915. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Henry  J.  Fischer,  2515  Cortland  Street,  Chicago,  III. 
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Fish,  Cornie  William,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  October  25, 1917. 

Died:  Naval  Station,  Mare  Island,  Calif.,  December  25,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Hannah  M.  Merrill,  Wedderburn,  Oreg. 
Fish,  Wayne  Walter,  chief  machinist's  mate.  United  States  Naval  Reserve 
Force. 

Enlisted :  Oklahoma  City,  Okla.,  June  22, 1918. 

Died :  St.  Vincent's  Hospital,  New  York,  N.  Y.,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Jesse  Fish,  Helena,  Okla. 
Fish,  Wilbur,  chief  turret  captain,  United  States  Navy. 

Enlisted  Philadelphia,  Pa.,  April  20,  1915. 

Died:  Naval  hospital,  League  Island,  Pa.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Edna  Harriet  Pish,  2727  South  Smedley  Street,  Phila- 
delphia, Pa. 
Fish,  Fernald  Jefferson,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Portland,  Me.,  July  5,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  April  18,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Wife,  Sadie  M.  Fish,  Waterville,  Me. 
Fisher,  Charles  Henry,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  November  8,  1916. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Brother,  Frank  Fisher,  Fresno,  Calif. 
Fisher,  Earl  Manning,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  23,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Belle  Fisher,  Cleveland,  Mo. 
Fisher,  Edward,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  July  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Helen  Fisher  McGonlgal,  59  Good  Street,  Philadel- 
phia, Pa. 
Fisher,  Lester  Elmer,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind.,  June  19,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1919. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Carrie  W.  Fisher,  802  East  Iowa  Street,  Evansville, 
Ind. 
Fisher,  Lorin  Herbert,   chief  quartermaster.  United   States  Naval  Reserve 
Force  (A). 

Enlisted :  San  Francisco,  Calif.,  June  10,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Herbert  Hamilton  Fisher,  3268  Briggs  Avenue,  Ala- 
meda, Calif. 


275 

FisHEB,  Mason  Gilbert,  water  tender,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  May  5,  1916. 

Died :  Naval  station,  Cavite,  P.  I.,  June  23,  1918. 

Cause:  Drowned. 

Next  of  kin:  Mother,  Cora  Fisber,  Pawnee  City,  Nebr. 
FiSHEK,  Ralph  Clinton,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  June  15,  1917. 

Died :  U.  S.  S.  Mercy,  October  17,  1918. 

Cause:  Meningitis,  cerebral  spinal. 

Next  of  kin :  Mother,  Julia  Fisher,  Bonners  Ferry,  Idaho. 
FisHEE,  Raymond  Geokge,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  July  9,  1917. 

Died:  Naval  forces  operating»in- European  waters,  October  28,  1918. 

Cause :  Lost  life  in  seaplane  accident. 

Next  of  kin :  Father,  Charles  P.  Fisher,  Hepburn,  Iowa. 
Fisher,  Reginald  John,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  May  8,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  by  submarine. 

Next  of  kin :  Father,  Fred  W.  Fisher,  R.  R.  3,  Connersville,  Ind. 
FiSK,  Edwin  Elick,  seaman.  United  States  Navy. 

Enlisted :  Oklahoma,  Okla.,  April  30,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Julia  Fisk,  Ramona,  Okla. 
Fiske,  George  Edwin,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  June  18,  1917. 

Died :  U.  S.  S.  Wisconsin,  August  31,  1917. 

Cause:  Drowning. 

Next  of  kin  :  Father,  George  Flske,  Post-office  box  35,  Summit,  R.  I. 
FissE,  Victor,  ship  fitter,  first  class.  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  December  10,  1917. 

Died :  U.  S.  S.  Leonidas.  February  11,  1918. 

Cause :  Acute  alcoholic-poisoning. 

Next  of  kin :  Nephew,  William  H.  Fisse,  691  East  One  hundred  and  thirty- 
eighth  Street,  New  York,  N.  Y. 
F^TiLiAN,  Aram,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  August  21,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Uncle,  S.  K.  Jorjorian,  3951  Sheridan  Road,  Chicago,  111. 
Fitzgerald,  Edward  Aloysius,  apprentice  seaman.  United  States  Naval  Re- 
serve Force. 

Enlisted:  New  York,  N.  Y.,  August  14,  1918. 
"'Died:  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Fitzgerald,  270  Mount  Pleasant  Avenue, 
Newark,  N.  J. 
Fitzgerald,  James  Stephen,  gunner's  mate,  second  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  September  17,  1914. 

Died :  U.  S.  S.  Jacob  Jones,  December  6, 1917. 

Cause :  Killed  in  action. 

Next  of  kin:  Father,  P.  R.  Fitzgerald,  25  West  Crescent  Street,  Augusta, 
Me. 
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FiTZGKRAM),  .ToiiN  T iKWKY,  tiiMimii,  sccoiKt  fliiss,  Uiiitod  states  Naval  Uoserve 
Force. 

Enlisted :  Chicago,  111.,  July  8,  1918. 

Died :  New  York,  N.  X.,  September  28, 1918. 

Cause :  Pneufiionia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Fitzgerald,  608  West  Fifty-fourth  Street, 
Chicago,  111. 
FrrzGEBALD,  John  Joseph,  first  musician,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  December  17,  1914. 

Died :  U.  S.  S.  Vestal,  January  3,  191S. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Sister,  Mrs.  Edward  F.  Rogers,  8  I  Street  South,  Boston,  Mass. 
Fitzgerald,  Maurice  Christopher,  quartermaster,  second  class.  United  States 
Naval  Reserve  Force. 

Enlisted:  Boston.  Mass.,  April  14,  1917. 

Died :  U.  S.  S.  ifissoiiri,  January  4,  1918. 

Cause:  Drowned. 

Next  of  kin:  Father,  Maurice  Fitzgerald,  30  Summer  Street,   SomerviUe, 
Mass. 
Fitzgerald,  Thomas  Edward,  apiirentlce  seaman.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  March  17,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  May  4,  1917. 

Cause :  Tuberculosis,  acute  pneumonia. 

Next  of  kin :  Father,  Thomas  F.  Fitzgerald,  3  JEinton  Street,  Dorchester, 
Mass. 
Fitzgerald,  Vance  Okd.,  chief  machinist's  mate.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  August  29,  1917. 

Died:  U.  S.  S.  Fairmont,  April  3,  1918. 

Cause :  Enteritis,  acute  tubercular. 

Next  of  kin :  Wife,  Marie  Annie  Fitzgerald,  918  Fairmount  Avenue,  Phila- 
delphia, Pa. 
FiTZHENBY,  John,  blacksmith,  second  class,  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  December  22,  1915. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  29,  1918. 

Cause:  Bi-onchia)  pneumonia. 

Next  of  kin :  Sister,  Delia  Coyne,  506  Cemetery  Street,  MInooka,  Pa. 
FiTZPATRicK,  Elmer  John,  chief  quartermaster  (A),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Cincinnati,  Ohio,  July  31,  1918. 

Died:  City  Hospital,  Minneapolis,  Minn.,  October  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Fatlier,  Andrew  FItzpatrick,  Radclife,  Ohio. 
FiTzPATBiCK,  William,  'mess  attendant,  third  class.  United  States  Naval    Uc- 
serve  Force. 

lOnlisted :  Newport,  R.  I.,  December  31,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  March  3,  1918. 

C'au.xe :  Pleurisy,  suppurative. 

Next  of  kin:  Aunt,  Helen  Mannlon,  86  Palmer  Street,  Fall  River.  .Mass. 
Fitzkimmons,  WiLLiAJt  Henry.  hosiiltal  apprentice,  second  class,  Um1I(>iI  Slates 
Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  May  20,  1918. 

Died:  Naval  hospital.  Great  Lakes,  HI.,  September  22,  1918. 
Cause :  Influenza . 

Next  of  kin:  Fatlier,  Jeriy  Fitzsimmons,  40  Fraley  Street,  Kane,  I'a. 
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Flahekty.  John  Jamk.s.  niiichUiist's  mate,  first  class,  United  States  Navy. 

Kiillsted :  I'ortlaml,  aie..  January  18,  1917. 

Dietl :  U.  S.  S.  Jacob  Jmicx.  December  6,  1917. 

Cause :  liOst  life  when  vessel  was  torpedoed  and  sunk. 

Next  of  kin :  Mother,  JIargaret  Flaherty,  23  Bath  Street,  Bath,  Me. 
Flaherty,  Josn»H  TiitOTHY,  seaman,   second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Peoria,  111.,  :May  20,  1918. 

l>ied:  Naval  hospital,  (ireat  Lake.s,  lU.,  September  25,  191S. 

Cause:  Influenza. 

Next   of   kin :    Mother,    Bridget    Uonlan    Flaherty,    315    Oakland   Avenue, 
Peoria,  111. 
FiiAiG.  Joseph  We.nuillix.  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Eulistetl :  Baltimore,  Md.,  June  3,  1918.  ; 

Died :  U.  S.  A.  0.  T.  Ticondeioga,  September  30,  1918. 

Cause :  Lost  life  iu  sinking  of  vessel. 

Next  of  kin :  Jlother,  Agatha  Flaig,  315  South  Payson  Street,  Baltimore, 
Md. 
FLAXAiiAN,  JoHK  Dewey',  Seaman,  second  class.  United  States  Navy. 

Enlisted :  Chicago.  IH.,  February  15,  1917. 

Dieil :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Joseph  Flanagan,  4850  North  Paulina  Street,  Chicago, 
111. 
Fi.ANAOAx,  Thomas  He.nry,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  October  13,  1916. 

I>ied :  U.  S.  S.  Jacob  Jonen.  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next   of   kin :    Aunt,   Katherine   Flanagan,    69   Telegraph,    South   Boston, 
Mass. 
Flanaoax,  Timothy  Bexakd,  fireman,  third  class.  United  States  Navy. 

Enlisted  :  Munieapolis,  Minn.,  December  12,  1917. 

Died :  Naval  station.  Great  Lakes,  ill.,  January  30,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Sophia  Flanagan,  R.  F.  D.  5,  Buffalo,  Minn. 
Flanioan,  ArjiEKT  F.,  seaman,  second  class.  United  States  Navy  (G.  C.  Ji.  P.). 

Enlisted :  Chicago,  111.,  October  11,  1917. 

Died :  Naval  prison,  Portsmouth,  N.  H.,  September  22,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Catherine  Flanigan,  2029  Congress  Street,  Chicaso-  HI- 
Flatheks,  jAiiEs,  coxswain.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  .Tune  13,  1917. 

Died  :  Naval  liospital.  League  Island,  Pa.,  March  5,  1918. 

Cause :  Appendicitis,  acute. 

Next  of  kin  :  brother,  Cecilc  Flathers,  5208  Constance  Street,  New  Orleans, 
La. 
Fleischer,   Rohekt,   landsman   for  electrician    (R),   United   States  Naval   Ite- 

serve  Force. 
Enlisted  :  Detroit,  Jlich.,  June  1,  1918. 

Died:  Naval  hospital,  Great  Lakes,  III.,  September  25,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Jlary  Fleischer,  1614  Concord  Avenue,  Detroit,  Mich. 
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Fleischmann,  Charles,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  25,  1917. 

Died :  Naval  air  station,  Bayshore,  Long  Island,  August  2,  1917. 

Cause:  Seaplane  accident. 

Next  of  kin:   Father,   Julius  Fleischmann,  701  Washington   Street,  New 
York,  N.  Y. 
Fleming,  Allen,  Jr.,  seaman.  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  September  22,  1915. 

Died:  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Killed  by  explosion. 

Next  of  kin  :  Father,  Allen  Fleming,  Athens,  Ga. 
Fleming,  Geokge  Patrick,  electrician,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Raleigh,  N.  C,  August  9,  1918. 

Died :  Naval  hospital,  naval  base,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Benjamin  F.  Fleming,  R.  F.  D.  No.  1,  Manson,  N.  C. 

Fleming,  Robert,  quartermaster,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  August  9,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  March  4,  1918. 

Cause:  Died  from  poison  salvarsan,  acute. 

Next  of  kin:  Mother.  Margaret  Fleming,  2340  West  Ohio  Street,  Chicago, 
111. 
Fleniken,  Samuel  Aloysius,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  July  30,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of  kin :    Mother,   Ada   Arbour  Fleniken,   1528   Main   Street,    Baton 
Rouge,  La. 
Fletchicr,  Arnaldo  Nallie,  chief  gunner's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  New  London,  Conn.,  July  25,  1917. 

Died :  United  States  submarine  base.  New  London,  Conn.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Rose  Fletcher,  Yorkville,  111. 
Fletcher,  Charles  Clares,  landsman  for  electrician,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Louisville,  Ky.,  June  3,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Victoria  Fletcher,  Nickelsville,  Va. 
Fletcher,  Ernest  Franklin,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted:  Kansas  City,  Mo.,  May  7,  1918. 

Died :  Naval  hospital,  naval  base,  Norfolk,  Va.,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  K.  Fletcher,  Orrick,  Mo. 
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Fletcher,  Franklin  Edward,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Washington,  D.  C,  May  2,  1917. 

Died :  Naval  hospital,  Broolilyn,  N.  Y.,  October  19,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Annie  Elizabeth  Fletcher,  3046  N  Street  NW.,  Wash- 
ington, D.  C. 
Fletcher,  George  D.,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  March  21,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  April  23,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Sister,  Lillian  Stansell,  Omar,  W.  Va. 
Fletcher,  George  Wells,  landsman  for  machinist's  mate  (A.),  United  States 
Naval  Reserve  Force. 

Enlisted :  Milvjfaukee,  Wis.,  July  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  11, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edwin  Fletcher,  410  Ninth  Avenue,  Menomonie,  Wis. 
Fletcher,  Llotd  Vernon,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  April  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops, 

Next  of  kin :  Mother,  Ella  Fletcher,  Millard  Avenue,  Portland,  Oreg. 
Flinn,  Valentine  Patrick,  chief  machinist's  mate.  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  X.,  May  30,  1917. 

Died :  New  York,  N.  Y.,  October  10, 1917. 

Cause :  Abscess  of  brain. 

Next  of  kin :  Wife,  Beatrice  Mary  Agnes  Fllnn,  240  Clinton  Street,  Brooklyn, 
N.  Y. 
Fijtcroft,  Thomas  Harry,  ship's  cook,  fourth  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Milwaukee,  Wis.,  June  4,  1918. 

Died :  U.  S.  S.  Mercy,  October  8, 1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin  :  Father,  Charles  Flitcroft,  R.  F.  D.  1,  Delecan,  Wis. 
Flood,  Elmer  Merton,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Portland,  Me.,  June  26,  1918. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  September  28,  1918. 

Cause:  Influenza  and  secondary  tlronchlal  pneumonia. 

Next  of  kin :  Mother,  Susie  Flood,  R.  F.  D.  1,  Intervale,  Me. 
Flood,  Francis  Roberts,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  St.  I>ouis,  Mo.,  December  15,  1917. 

Died :  U.  S.  S.  Laketnoor,  April  11,  1918. 

Cause :  Died  in  sinking  of  vessel. 

Next  of  kin :  Mother.  Hetta  M.  Flood,  701  Main  Street,  South  Hannibal,  Mo. 
Flood,  Nathaniel  Bailet,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  May  24.  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Wife,  Shirley  Flood,  Blackwell,  Ky. 
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Flow,  Abthub  Alexandek,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  July  6,  1917. 

Died :  tJ.  S.  S.  Michigan,  October  30,  191T. 

Cause:  Drowning. 

Next  jof  kin :  Fathei-,  James  C.  Flow,  Matthews,  N.  C. 
Flynn,  Feank,  fireman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  February  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  29,  1917. 

Cause :  Fracture  of  skull. 

Next  of  kin  :  Mother,  Mary  Burns,  925  West  Sixth  Street,  Los  Angeles,  Calif. 
Flynn,  John  Fkancis,  chief  master  at  arras.  United  States  Navy. 

Enlisted:  Portsmouth,  N.  H.,  January  13,  1916. 

Died :  At  home,  November  28,  1917. 

Cause:  Angina  pectoris  (heart). 

Next  of  kin:  Wife,  Charlotte  Frances  Flynn,  51  Richard  Avenue,  Ports- 
mouth, N.  H. 
Flynn,  Matjkice  J.  C,  electrician,   first  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Newport,  R.  I.,  March  22,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  1,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Mary  B.  Flynn,  15  Barton  Street,  Taunton,  Mass. 
Flynn,  Michael  Joseph,  chief  gunner's  mate.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  5,  1918. 

Died:  Charlestown,  Mass.,  September  30,  1918. 

Cause :  Suicide. 

Next  of  kin:  Sister,  Belinda  Flynn,  224  Thirteenth  Street,  Scranton,  Pa. 
Flynn,  William  Patkick,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  June  7,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  William  Flynn,  212  Green  Street,  Cambridge,  Mass. 
FiA'TE,  Charles  Francis,  chief  machinist's  mate.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  8,  1914. 

Died :  Naval  hospital,  Washington,  D.  C,  October  25,  1917. 

Cause:  Sarcoma. 

Next  of  kin :  Father,  Samuel  Flyte,  Lehighton,  Pa. 
FoBGLEY,  Walteb  Louis,  Chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Chicago,  111.,  August  24,  1915. 

Died:  U.  S.  S.  Pittsburgh,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Mildres  Foegley,  1143  South  Lafayette  Street,  South 
Bend,  Ind. 
FoLCKOMEK,  James  C,  chief  carpenter's  mate.  United  States  Navy. 

Enlisted:  Portsmouth,  N.  H.,  December  29,  1915. 

Died :  U.  S.  S.  Lmorence,  October  29,  1918. 

Cause :  Drowning. 

Next   of   kin:   Wife,   Clotien   Folckomer,    120   West   Phlhvdelphia   Street, 
York,   Pa. 
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Foley,"  James  Fbanoes,  boatswiiiu's  mate,  flrst  class,  UnUe<l  States  Ntivy. 
Enlisted :  Boston,  Mass.,  July  6,  1917. 
liied:  Naval  hospital,  Chelsea,  Jfass.,  September  6,  1918. 
Cause:  Influenza. 

Xext  of  kin :  Mother,  Ellen  Foley,  723  Dorchester  Avenue,  South  Boston, 
Slass. 

Foi.wELL,  Lawkenck,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Rochester,  N.  Y.,  April  16,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  January  28,  1918. 
Cause:  Meningitis,  cerebrospinal   (pneumococcus). 
Next  of  kin :  Mother,  Laura  Ragerty,  Romolus,  N.  Y. 
FoLz,  Walteb  Henry,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Indianapolis,  Ind.,  April  23,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  May  2.5,  1917. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Folz,  R.  R.  7,  Evansville,  Ind. 
FoNG,  Ah, -warrant  officer's  steward,  United  States  Navy. 
Enlisted :  Cavite,  P.  I.,  June  12,  1917. 
Died :  Naval  hospital,.  Canacao,  P.  I.,  August  20,  1917. 
Cause:  Dysentery  entamebic,  with  mycordatis,  acute. 
Next  of  kin :  Wife,  Ah  Foo,  26  Ying  Fong,  Hongkong,  China. 
FoNGEB,  Neal,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Grand  Rapids,  Mich.,  July  27,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  February  28,  1918. 
Cause:  Meningitis. 

Next  of  kin :  Father,  J.  E.  Fonger,  R.  R.  1,  Grandville,  Mich. 
FooED,  J.  S.,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Chicago,  111.,  July  5,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  December  14,  1917. 
Cause :  Died  from  frostbite. 

Next  of  kin  :  Father,  James  L.  Foord,  5413  Dorchester  Avenue,  Chicago,  ID. 
FoRBUSH,  Fkedekic  Mooke,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Detroit,  Mich.,  April  7,  1917. 
Died :  Hotel  Walton,  Philadelphia,  Pa.,  October  6,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Frank  D.   Forbush,  315   Seminole  Avenue,   Detroit, 
Mich. 
Ford,   Ambeose  Clahk,    fireman,   second   class.   United    States   Naval   Reserve 
Force. 
Enlisted:  Boston,  Mass.,  May  23,  1917. 
Died :  U.  S.  S.  Covington,  July  1,  1918. 
Cause:  Lost  In  sinking  of  vessel. 

Next  of  kin :  Mother,  Elizabeth  Ford,  Soraerville,  Mass. 
Ford,  Charley,  nie.'ss  attendant,  third  class,  United  States  Navy. 
Enlisted:  Houston,  Tex.,  January  2,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  April  5,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin  :  Father,  Ed  Ford,  Trinity,  Mass. 
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FOED,  Ebnest  Boyd,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Meridian,  Miss.,  May  22,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  7,  1918. 

Canse :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Green  W.  Ford,  619  Xiocus  Street,  Vicksburg,  Miss. 
Ford,  Irving  Jenner,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  June  27,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Charlotte  Ford,  146  North  College  Avenue,  Grand 
Rapids,  Mich. 
Ford,  John  Emmett,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  June  14,  1917. 

Died :  Naval  hospital.  League  Island,  Pa.,  January  9,  1918. 

Canse:  Pneumonia,  lobar. 

Next  of  kin :  Father,  M.  Ford,  Greenbrier,  Ark. 
Ford,  John  Thomas,  ship's  cook,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Provincetown,  Mass.,  April  19,  1918. 

Died :  Naval  section  base,  Provincetown,  Mass.,  October  13,  1918. 

Cause :  Influenza. 

Next  o^  kin :  Wife,  Margaret  Elizabeth  Ford,  6  Atwood  Avenue,  Province- 
town,  Mass. 
Ford,  Kent  Waite,  landsman  for  yeoman.  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  July  11,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Aunt,  Maria  Fifer,  1108  West  Fifteenth  Street,  Fort  Worth, 
Tex. 
Ford,  Merrhx  Walter,  seaman,  second  class,   United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  5,  1918. 

Died :  United  States  Navy  rifle  range.  Camp  Logan,  111,,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  B.  Ford,  Bryant,  Ind. 
Ford,  Thomas  Walker,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted  :  Philadelphia,  Pa.,  June  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin  :  Mother,  Kate  Hallowel  Ford,  5511  Bloyed  Street,  Germantown, 
Philadelphia,  Pa. 
Fore,  Ellie  Elbert,  seaman,  second  class.  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  June  4,  1917. 

Ditd :  U.  S.  S.  Solace,  December  7,  1917. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  Daniel  Thomas  Fore,  Watson,  La. 
Foreman,  Frank  Palaran,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  November  27,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  February  14, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Omah  Foreman,  1212  West  Tenth  Street,  Los  Angeles 
Calif. 
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Forrest,  Samuel  Adoi.hus,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kaleigh,  N.  C,  Ma,v  17,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  24,  1017. 

Cause :  Pncumoni.i,  lobar. 

Next  of  kin :  Fatlier,  .Joseph  R.  Forrest,  Francisco,  N.  C. 
FosKESTEB,  Edwakd  AUGUST,  oiler,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  October  5,  1915. 

Died :  Naval  hospital.  Las  Animas.  Colo.,  April  10,  1917. 

Cause:  Tuberculosis,  chronic,  pulmonary. 

Next  of   kin:   Mother,   Catherine  Forrester,   18  Richileu  Apartments,   In- 
dianapolis, Ind. 

;FoRSTER,  Louis  George,  engineman,  second  class.  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  November  13,  1916. 

Died:  U.  S.  S.  Carola  IV;  died  at  Hospital  5,  France,  May  20,  1918. 

Cause:  Epilepsy. 

Next  of  kin :  Father,  Louis  Forster,  3134  O'Donnell  Street,  Baltimore,  Md. 
Toss,  Arnold  Ole,  landsman  for  machinist's  mate   (A),  United  States  Naval 
Reserve  Force. 

Enlisted:  Great  Lakes,  111.,  June  17,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Marie  Thoried  Foss,  2118  North  Hamlin  Avenue, 
Chicago,  111. 
:FosTKR,  Arthur,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  February  21,  1916. 

Died:  U.  S.  S.  Pittsburgh,  October  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Sampson  Foster,  general  delivery,  Topeka,  Kans. 
."Foster,  Harvey  John,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  January  29,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Daniel  Foster,  13  South  Forty-third  Street,  Phila- 
delphia, Pa. 
:FoBTER,  John  Edward,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted:  Chicago,  111.,  January  25,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sarah  Feathers  Foster,  5464  West  Madison  Street, 
Chicago,  111. 
Fournier,  William  James,  fireman,  third  class.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  July  10,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  September  17,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  F'ather,  Antoine  Fournier,  Mariposa  County,  Calif. 
JT'ouT,  OiD,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  December  13,  1917. 

Died:  Navy  Base  Hosiiital  No.  5,  France,.  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Minnie  Font,  216  North  Rural  Street,  Indianapolis, 
Ind. 
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FowLKK,   Ckcil  Akthi-r,   seiuiian.   second   tluss,   Uiiile<l   Sliiles  tNaviil   lle.serve- 
Force. 

Eulistetl:  Milwaukee,  Wis.,  Jul.v  23,  1918. 

Died:  New  York,  X.  Y.,  September  21,  1918. 
^   Cause;  Pneumonia. 

Next  of  kin:   Father,  Alfred  Fowler,  900  North  Pine  Street,  Islnieuiing,. 
Mich. 
FowLEK,  Fbeu  Vincknt,  electrician,  third  class  (K),  United  States  Nav.v. 

Enlisted:  Wilkes-Barre,  Pa.,  April  12,  1917. 

Died:  Key  West,  Fla.,  March  20,  1918. 

Cause :  Fracture. 

Next  of  kin ;  aiother,  Annie  Fowler,  River  Koad,  Plainesville,  I'a. 
Fowi.Eii,  William  Wallace,  soaiiian,  socomi  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  December  15.  3917. 

Died :  U.  S.  S.  I'rimcxs  Matiokn,  Octo))er  5,  1918. 

Cause :  Pneumonia,  lironcho. 

Next  of  kin :  Sister,  Mrs.  A.  H.  Holt,  222  Web.ster  Street,  (ireenville,  S.  C. 
Fox,  Chables  Wesley,  iireman,  third  class.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  September  25,  1917. 

Died :  Marine  hospital,  Baltimoro,  JId.,  February  14,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Mother,  Sarah  Fox,  Graphite,  N.  Y. 
Fox,   Edward  WiixiAit,   seaman,  secon  1   class,   United   Statt's   Naval    Iteserve 
Force. 

Enlisted :  Indianapolis,  Ind.,  .Tune  17,  191S. 

Died :  Naval  ho.siiitaI,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  George  F.  Fox,  R.  R.  2,  Guilford.  Ind. 
Fox,  Gilbert  Marion,  seaman,  second  class.  United  States  Naval  Iteserve  Force. 

Enlisted :  Cincinnati,  Ohio,  July  G,  1918. 

Died:  Navy  rifle  range.  Camp  Logan,  III.,  September  30,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  WlUard  A.  J''ox,  3022  Harvey  Avenue,  Cincinnati,  Ohio. 
Fox,  John  Harry,  Seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  Octobei-  19,  191G. 

Died :  Navj-  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,  Adolph  II.  Fox,  915  North   Nineteenth  Street,   St. 
Louis,  Mo. 
Fox,  Kenneth  Ajlbbbt,  seaman,  second  class.  United  State.s  Naval  Reserve  Force. 

Enlisted :  Binghamton,  N.  Y.,  June  4,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Emma  Fox,  R.  F.  D.  2,  Nichols,  N.  Y. 
Fox,  AViLLiAM,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  June  25,  1917. 

Died :  Naval  air  station,  Miami,  Fla.,  October  17,  1918. 

Cause :  Pneumonia,  lobai'. 

Next  of  kin  :  Brother,  Alexander  Lisetzky,  Odessa,  Russia. 
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I'ox,    AA'iu.i.vM    FisANKMN.    ai)pr«.Mitke   sc.iuian,    Unltixl    States   Naval    Kosorvt' 
Force. 

Enlisted:  Meridian,  Miss.,  .July  23,  1918. 

Died:  Naval  hospital,  New  Orleans,  La.,  October  ■2'2,  1918. 

Cause:  Intluenza. 

Next  of  kin  :  Father.  .Jerry  M.  Fox,  U.  F.  D.  2,  Slate  Springs,  Miss. 
Fratxy,    Gx:y    Kakstow,    chief   quartermaster,    United    Statt-s    Naval    Reserve 
Torce. 

Enlisted  :  Boston,  Mass.,  April  16,  1917. 

Died :  Naval  air  station,  I'ensacola,  Fla.,  August  12,  1918. 

Cause :  Killed  in  airplane  accident. 

Next  of  kin  :  Father,  Charles  .T.  Fraley,  Geneseo,  N.  Y. 
I'liALET,  Hoppy  Kelley,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  28,  1917. 

i;>ied :  Naval  base  hospital  No.  5.  April  15, 1918. 

Cause :  Cerebrospinal  mueingitis. 

Next  of  kin :  Sister,  Mary  Fraley,  617  East  Cherry  Street,  Columbus,  Ohio. 
Fr-\me,  John  Roy,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  July  3,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Frame,  R.  R.  No.  5,  Zenia,  Ohio. 
Fbame,  Ross  Howard,  hospital  apprentice,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22, 1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Lottie  Storey  Frame,  548  Highland  Avenue,  Indian- 
apolis, Ind. 
Fbance,  Ferdinand  .John,  quartermaster,  third  class.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  November,  15,  1915, 

Died :  U.  S.  S.  Birmingham,  September  23,  1918. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Knthryn  Zellmer,  427  Paige  Street,  Schenectady,  N.  Y. 

Francis,  Ernest  Medeiros,  musician,  first  class,  United  States  Navy. 
Enliste<] :  Providence,  K.  I.,  January  7,  1918. 
Died:  U.  S.  S. iSotoce,  October  23, 1918. 
Cause:  Meningitis,  cerebrospinaL 
Next  of  kin :  Mother,  Lea  Medeiros  Francis,  133  Willis  Street,  New  Bedford, 


Francis,  Jajhes  Alva,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  September  29, 1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Wife,  Clara  Francis,  Osgood,  Ind. 
Fkank,  George  Ellison,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Dallas,  Tex.,  October  1,  1918. 

Died :  Baylor  University,  Waco,  Tex.,  naval  unit,  October  15,  1918. 

Cause :  Influenza. 

Next  of  kin :  Fatlior,  .James  D.  Frank,  Onalaska,  Tex.  , 
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FuANK,  GusTAVE,  Chief  master  at  arms,  United  States  Navy. 

Enlisted :  Philadelpliia,  Pa.,  February  12,  1918. 

Died:.Keceiving  ship  at  Philadelphia,  Pa.,  March  19,  1918. 

Cause :  Rupture  of  aorta. 

Ne.\t  (if  Uin:  Wife,  Agnes  Mary  Frank,  1537  South  Marston  Street,  I'hilii- 
delphia,  Pa. 
FkaNk,  William  Vincent,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  November  14, 1917. 

Died :  Naval  station.  Great  Lakes,  111.,  February  10, 1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  James  J.  Frank,  121  Humboldt  Street,  Detroit,  Mich. 
Franke,  Rheinhold  Aemien  Otto,  macliinist's  mate,  second  class.  United  States 
Navy. 

Enlisted:  Brooklyn,  N.  Y.,  March  30;  1915. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1018. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Father,  Richard  Franke,  1549  South  Eleventh  Street,  She- 
boygan, Wis. 
Fbanklin,  Ieving,  electrician,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Fall  River,  Mass.,  March  28,  1917. 

Died :  U.  S.  S.  Kearsarge,  September  19,  1918.    Died  while  on  leave  at  home. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Wife,  Mable  Franklin,  77  Eastern  Avenue,  Fall  River,  Mass. 
Fbanklin,  McDonald,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  July  31,  1918. 

Died  :  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  William  E.  Franklin,  Crossnore,  N.  C. 
Fkantz,  George,  sor.man,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Scranton,  Pa.,  July  2,  1918. 

Died :  Naval  hos-pital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lizzie  Frantz,  R.  F.  D.  3,  Strourt'--liurg,  Pa. 
Fbantz;  Selim  DbFokeest,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  'New  York  City,  N.  Y.,  June  12,  1918. 

Died :  West  Reading,  Pa.,  August  8,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Mrs.  Milton  G.  Hummel,  R.  F.  D.  1,  Sinking  Springs, 
Pa. 
Fbanz,  Feederick,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  November  5,  1915. 

Died :  St.  Elizabeths  Hospital,  Washington,  D.  C,  May  30,  1918. 

Cause :  Syphilis  and  dementia  paralytus. 

Next  of  kin  :  Sister,  Pauline  Blum,  9  Lotus  Avenue,  Evergreen,  Long  Island, 
N.  Y. 
Pbaey,  Fay  Judson,  chief . quartermaster    (A),   United  States  Naval  Reserve 
Force. 

Enlisted:  St.  Louis,  Mo.,  August  19,  1918. 

Died:  Dunwoody  Naval  Training  Schools,  Minneapolis,  Minn.,  October  10 
1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Frank  J.  Prary,  Medina,  N.  Y. 
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Fkansozie,  Cesaee  John,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  8,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Theresa  Fransozie,  26  Clark  Street,  SomervlUe,  Mass. 
Fkatus,  Frank,  carpenter's  mate,  third-class,  United  States  Navy. 

Enlisted:  Provlncetown,  Mass.,  April  6,  1917. 

Died :  U.  S.  S.  Minhigan,  July  29,  1918. 

Cause:  Hemorrhage. 

Next  of  kin :  Mother,  Mary  Rose  Fratus,  19  Tremont  Street,  Provlncetown, 
Mass. 
Feazes,  Edna  May,  landsman  for  yeoman   (F),  United  States  Naval  Reserve 
Force. 

Enlisted  r  New  York,  N.  Y.,  September  10,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Catherine  Frazes,  446  Ninth  Street,  Brooklyn,  N.  Y. 
F'EAzrEK,  Feanois  LeeRoy,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind,,  July  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Hugh  Frazier,  R.  R.  38,  Union  City,  Ind. 
Frazier,  Hugh  Akthtje,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  May  4,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  15,  1917. 
I    Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  Charles  R.  Frazier,  Bonami,  La. 
Fbeadee,  Geoege  Feancis,  fireman,  third  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  7,  1918. 

Died :  U.  S.  S,  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  ih  action  by  enemy  submarine. 

Next  of  kin :  Anna  Freader,  573  Boulevard,  Bayonne,  N.  J. 
Feeas,  Abthtje  WiLnrAM,'  yeoman,  first  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  11,  1918. 

Died :  Navy  yard,  Philadelphia,  Pa.,  October  10,  1918; 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Sarah  Millner  Freas,  2112  Bast  Haines  Street,  Phila- 
delphia, Pa.  ^  ' 
Frechette,  Alphonse  F.,  painter,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:- Newport,  R.  I.,  May  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin:  Mother,   Qeorglanna   Frechette,  363  Bay   Street,  Taunton, 
Mass. 
Feedenbtjbg,  Benjamin  Fuller,  electrician,  third  class.  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  December  20,  1917. 

Died :  U.  S.  S.  Herman  Prasch,  October  4,  1918. 

Cause:  Lost  life  in  collision. 

Next  of  kin :  Father,  George  Fredenburg,  185  Carpenter  Street,  Providence, 
R.  I. 
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Fbeuerick,  Chakj.ks  Hkzkkiak,  hospital  apprentice,  second  class,  United  States 
Navy. 

Enlisted :  Birniinglinm,  Ala.,  May  9,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  4,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Robert  M.  Frederick,  Hackleburg,  Ala. 
Fbedone,  John  Mobkis,  gunner's  mate,  second  class.  United  States  Navy. 

Enlisted:  Mare  Island,  Calif.,  .Tuiy  11^1914. 

Died :  lUendocino  State  hospital.  Mare  Island,  Calif.,  October  12,  1918. 

Cause:  Dementia  paralytics. 

Next  of  kin  :  Sister,  Jlargie  Bi-unt,  548  Nortli  Wanamaker  Street,  Phila- 
delphia, Pa. 
Fbkdbioksen,  Louis,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  April  16,  1917. 

Died :  U.  S.  S.  Southery,  June  11,  1917. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin  :  Father,  Ralph  Fredricksen,  340  Fifty-seventh  Street,  Brook- 
lyn, N.  Y. 
Feekbubg,  Frank,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  November  4,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  8,  1918. 

Cause:  Myelitis  traverse. 

Next  of  kin :  Mother,  Minnie  Freeburg,  Grand  Forks,  N.  Dak. 
Freeman,  Alfred  Ray,  fireman,  third  class.  United  States  Naval  Reserve  Force . 

Enlisted :  Cincimiati,  Ohio,  August  12,  1918. 

Died:  Naval -hospital,  Hampton  Roads,  Va.,  September  28,  1918. 

Cause:  Broncho-pneumonia.  ' 

Next  of  kin :  Mother,  Eva  Dell  James,  Owens,  Ohio. 
Freeman,  EMinci-r  Arlington,  seaman,  second  class,  United  States  Navy. 

Enlistetl :  Oklahoma  City,  Okla.,  December  5,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  March  11,  1918. 

Cause,  Pneumonia,  lobar. 

Next  of  kiu :  Mother,  Hannah  E.  Freeman,  R.  3,  Norman,  Okla. 
Fbbeman,  Robert  Jennings,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  November  14,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin  :  Brother,  .John  E.  Freeman.  Ikix  162,  West  Brownsville,  Pa. 
French,  Charles,  fireman,  first  class,  Fleet  Reserve. 

Enlisted :  New  YoVk,  N.  Y.,  October  ?6,  1916. 

Died :  U.  S.  S.  J(Kob  Jwies,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Nora  French.  240  East  Fourteenth  Street,  New  York, 
N.  Y. 
Fbench,  Ralph  W-u.imi,  fireman,   second  class.  United   Stntes  Naval   Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  August  1,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Nora  French,  238  East  Fourteenth  Street,  New  York, 
N.  Y. 
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Feench,  Ray  Melcom,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  November  21,  1917. 
Died :  Naval  hospital,  Ne-vvport,  R.  I.,  February  5,  1918. 
Cause :  Broncho-pueumonla. 

Nest  of  kin :  Father,  Elmer  French,  North  Haverhill,  N.  H. 
Fkench,  Ulysses  Gbant,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Poughkeepsie,  N.  Y.,  June  4,  1917. 
Died :  U.  S.  S.  Leviathan,  March  27,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  W.  W.  French,  126  Franklin  Street,  Kingston, 
N.  Y. 
Fketter,  Viegei,  OmrER,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Detroit,  Mich.,  July  1,  1918. 

Died :  St.  Joseph's  Hospital,  Providence,  R.  I.,  September  23,  1918. 
Cause:  Pneumonia. 

Nest  of  kin :  Mother,  Amanda  Rouch  Fretter,  Saginaw,  West  Side,  Mich. 
Feey,  Felix  Festus,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Meridian,  Miss.,  April  30,  1918. 
Died :  Boston,  Mass.,  September  26,  1918. 
Cause:  Influenza  pneumonia. 

Next  of  kin :  Father,  William  Frey,  Mangham,  La. 
E'bidd,  Lee  Franklin,  storekeeper,  third  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Buffalo,  N.  Y.,  May  31,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 
Cause :  Broncho-pneumonia. 

Nest  of  kin :  Wife,  Christine  Wynona  Fridd,  Lavonia,  N.  Y. 
Feied,  Frank  Cakl,  landsman  for  electrician  (R),  United  States  Naval  Reserve 
Force. 
Enlisted :  Kansas  City,  Mo.,  November  15,  1917. 
Died :  Great  Lakes,  111.,  February  5,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Father,  Frank  Fried,  Mena,  Ark. 
Feiedman,  Myeon  Samitel,  machinist's  mate,  second  class,  United  States  Naval 
-  Reserve  Force. 

Enlisted  :  San  Diego,  Calif.,  July  5,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  November  10,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Father,  Samuel  Friedman,  1575  West  Vernon  Avenue,  Los 
Angeles,  Ca\it. 
Feiedrich,  Arthur,  apprentice  seaman.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  April  24,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  May  14,  1917. 
Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Arthur  Friedrich,  202  Grove  Street,  Brooklyn,  N.  Y. 
Fbiend,  Osborne  Proctor,  quartermaster,  second  class.  United  States  Naval 
Reserve  Force. 
Enlisted  :  Newport,  R.  I.,  May  22,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 
Cause:  Influenza. 
Next  of  kin:  Wife,  Florence  B.  Friend,  34  School  Strwt,  Clareniont,  N.  H. 
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Feisbie,  Frank  Ingoldsby,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Louisville,  ICy.,  July  17,  1918. 

Died  :  Cumberland  Street  Hospital,  New  York,  N.  Y.,  September  28,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  Uin :  Father,  Alva  Frisble,  203  East  Thirty-eighth  Street,  Coving- 
ton, Ky. 
Feitts,  William  Talmage,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  December  21,  1915. 
Died :  Navy  yard.  Mare  Island,  Calif.,  October  24,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Lula  Fritts,  Conasauga,  Tenn. 
Fbohnee,  Raymond  Ashton,  electrician,  third  class.  United  States  Naval  Re- 
serve Force. 
Enlisted :  Philadelphia,  Pa.,  June  6,  1918. 
Died :  Naval  hospital,  Pnget  Sound,  Wash.,  October  4,  1918. 
Cause:  Influenza. 

Next  of  kin :  Wife,  Helen  Frohner,  2314  North  Van  Pelt  Street,  Philadel- 
phia, Pa. 
Fbost,  Ebnest  Mahlon,  seaman,  United  States  Navy. 
Enlisted:  Burlington,  Vt.,  April  10,  1917. 
Died:  U.  S.  S.  Missouri,  November  7,  1938. 

Cause :  Died  from  shock  after  being  hit  by  street  car  in  Philadelphia. 
Next  of  kin :  Brother,  George  Edward  Densmore,  Washington,  Vt. 
Fbost,  Leon  Lycubgus,  apprentice  seaman,  United  States  Navy. 
EnUsted:  Portland,  Me.,  April  3,.  1917. 
Died :  Naval  hospital,  Nevs-port,  R.  I.,  April  24,  1917. 
Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Edward  H.  Frost,  R.  F.  D.  2,  Guilford,  Me. 
Fbost,  Maek  W.,  machinist's  mate,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Boston,  Mass.,  June  4,  1917. 
■  Died :  Boston,  Mass.,  October  3,  1917. 
Cause:  Typhoid  fever. 

Next  of  kin :  Wife,  Annie  M.  Frost,  East  Hampstead,  N.  H. 
Feost,  William  Richakd,  seaman,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  April  29,  1915. 
Died :  U.  S.  S.  Omrk,  July  4,  1917. 
Cause :  Acute  peritonitis  and  intestinal  obstruction. 

Next  of  kin :  Father,  George  Francis  Frost,  375  Washington  Avenue,  New- 
ark, N.  J. 
Feost,  Wyatt  Benjamin,  fireman,  second  class.  United  States  Navy. 
Enlisted :  El  Paso,  Tex.,  June  20,  1917. 
Died:  Hospital,  Vladivostok,  March  20,  1918. 
Cause:  Smallpox. 

Next  of  kin  :  Mother,  Mrs.  L.  A.  Frost,  Roscoe,  Tex. 
Fbush,  David  Kenneth,  hospital  apprentice,  second  class.  United  States  Naval 
Reserve  Force. 
Enlisted :  Indianapolis,  Ind.,  May  1,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin:  Father,  Peter  B.  Frush,  713  West  Broadway,  Logansport, 
Ind. 
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Fete,  Dock  Benjamin,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  January  28,  3918. 

Died :  TJ.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  by  enemy  submarine. 

Next  of  kin :  Sister,  Minnie  May  Frye,  Conway,  S.  C. 
FucHs,  Julius  Arnold,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  12,  1917. 

Died :  U.  S.  S.  Neptune,  February  21,  1918. 

Cause:  Struck  by  coal  bucket. 

Next  of  ,kin :  Father,  Arnold  A.  Fuchs,  4549  Wichita  Avenue,  St.  Louis,  AIo. 
FxjEEY,  Leo  Michael,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted:  BufCalo,  N.  Y.,  May  9,  1918. 

Died :  U.  S.  S.  Mercy,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  Fuery,  Middleport,  N.  Y. 
Ftjgita,  Ko,  cabin  stevcard,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  March  31,  1917. 

Died :  Naval  hospital.  League  Island,  Pa.,  May  10,  1918. 

Cause:  Nephritis. 

Next  of  kin:  Wife,  Margaret  Fugita,  2643  South  Watt  Street,  Philadel- 
phia, Pa. 
Fuller,  Donald  Preston,  electrician,  fecond  class   (R.),  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  April  14,  1917. 

Died :  Naval  hospital,  St.  Nazaire,  France,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Mary  Elizabeth  Halcomb,  Ponds  Creek,  Okla. 
Fuller,  Ernest  Davis,  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  June  12,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  Elmore  Fuller,  Springport,  Mich. 
Fuller,  Feed  Hollister,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  May  1,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  June  27,  1917. 

Cause :  Appendicitis,  acute. 

Next  of  kin :  Father,  Frank  Fuller,  R.  R.  8,  South  Bend,  Ind. 
Fulton,  Harold  Campbell,  chief  gunner's  mate.  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  July  24,  1917. 

Died:  Naval  Proving  Grounds,  Indianhead,  Md.,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Dean  Fulton,  174  Vanderveer  Place,  Woodhaven, 
Long  Island. 
Funk,  Harold  Conead,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

EnUsted:  Cleveland,  Ohio,  June  4,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin:.  Father,   George  Funk,  1542  Highland   Avenue,   Lakewood, 

Ohio. 
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Funk,  Jessie  Cleon,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted:  St.  Louis,  Mo.,  June  19,  1918. 

Died :  U.  S.  S.  Solace,  October  4,  1918. 

Cause :  Pneumonia.,  lobar. 

Next  of  lun :  Mother,  AUie  Rose,  Quapaw,  Okla. 
Funk,  Ralph  Hakey,  blacksmith  for  molder,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  May  11,  1917. 

Died:  U.  S.  S.  De  Kalb,  November  30,  1917. 

Cause :  Self-inflicted  wound. 

Next  of  kin:  Mother,  Dore  E.  Funk,  118  North  Church  Street,  Waynes- 
boro, Pa. 
FuBREE,  Jacob  Charles,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  July  30,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Louisa  Furrer,  2526  Seventh  Avenue,  Altoona,  Pa. 
-Gadberey,  William  Dakota,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  18,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  July  8,  1917. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Fatlier,  Andrew  J.  Gadberry,  Wilmington,  111. 
Gaddis,  Heemon  Carlisle,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Orleans,  La.,  May  17,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Augie  B.  Gaddis,  Pleasant  Hill,  La. 
Gadrow,  Alfred  Henry,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Newport,  R.  I.,  June  5,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Louis  Gadrow,  Peacedale,  R.  I. 
Gadeow,  Henry  ArthxjE,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  July  27,  1917. 

Died :  Steamship  Rochester,  September  27,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Alfred  Gadrow,  Manchester  Street,  Crompton,  R.  I. 
Gatnee,  Cheis,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  St.  Louis,  Mo.,  July  24,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  Gafner,  934  Garfield  Street,  Springfield,  Mo. 
•Gage,  Glen  Arbor,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Birmingham,  N.  Y.,  May  14,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Jennie  Vera  Gage,  Jackson  Street,  Greene,  N.  Y. 
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AHDE,  John  Jay,  hospital  apprentice,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  June  24,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 

Caiise:  Pneumonia,  broncho. 

Next  of  kin:  Wife,  Frida  M.  Gahde,  32  West  Sixty-eighth  Street,  New 
York,  N.  Y. 

Gailloux,  Feed  Joskph,  seaman,  second  class,   United   States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  May  4,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Phillip  Gailloux,   1310  First  Street,  Prince  Albert, 
Canada. 
Gain,  Thomas  Edwakd,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  July  11,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Michael  Gain,  234  Fremont  Street,  Peekskill,  N.  Y. 
Gainee,  Austin  Edwaed,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  April  4,  1918. 

Died :  At  home,  October  30,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Anne  Gainer,  1511  Hatch  Avenue,  Ozone  Park,  Long 
Island,  N.  Y. 
Gaines,  Wiujam:  Thomas,  engineman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  September  17,  1915. 

Died :  U.  S.  S.  Mercy,  September  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  S.  Gaines,  R.  R.  1,  Bowling  Green,  Ky. 
Galatz,  Joseph,  seaman.  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  August  3,  1917. 

Died :  Barry  Accident  Hospital,  Cardiff,  October  14,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Father,  Mandal  Galatz,  Marinette,  Wis. 
GAtBEAiTH,  Chaeles  Cleffoed,  hospltal  apprentice,  second  class,  United  States 
Navy. 

Enlisted :  Kansas  City,  Mo.,  May  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Samuel  O.  Galbraith,  Platte  City,  Mo. 
Galentine,  Chester  Feancis,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  May  9,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Annie  Galentine,  Skiatook,  Okla. 
Galindez,  Angei.,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Naval  station,  Olongapo,  P.  I.,  February  11,  1918. 

Died :  U.  S.  S.  S.  R.  Jones,  May  17,  1918. 

Cause:  Pneumonia,  lobar.^ 

Next  of  kin :  Aunt,  Amelia  Filancer,  San  Felipe,  P.  I. 
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Gaixaghee,   Andrew   Jackson   Town,   landsman  for   machinist's   mate    (A), 
United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  31,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  14,  1918. 

Cause :  Intestinal  obstruction. 

Next  of  kin :  Mother,  Elizabeth  T.  Gallagher,  Philadelphia,  Pa. 
•Gallagher,  FRANcrs  Michael,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  27,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  May  10,  1918. 

Cause:  Syphilis. 

Next  of  kin :  Father,  Patrick  Gallagher,  426  East  Fifty-seventh  Street,  New 
York,  N.  Y. 
Gallagher,  James  ALOYsitrs,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  11,  1917. 

Died:  At  home,  October  16,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  J.  Gallagher,  380  Sackett  Street,  Brooklyn,  N.  Y. 
Gallagher,  James  Henry,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  June  26,  1917. 

Died :  U.  S.  S.  Mercy,  October  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  John  J.  Gallagher,  789  Comunipaw  Avenue,  Jersey 
City,  N.  J. 
Gaxlene,  Llewellyn  Madison,  Jr.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  December  3,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  28,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Father,  Llewellyn  M.  Gallent,  sr.,  Ariel,  Miss. 
Gallman,  Richard  Edwood,  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  April  19,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  June  16,  1918. 

Cause :  Gangrene. 

Next  of  kin :  Mother,  Jane  Gallman,  R.  8,  GafEney,  S.  C. 
Gauup,  Raymond  JIancha,   machinist's   mate,   second   class,   United   States 
Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  November  23,  1917. 

Died:  Naval  hospital,  New  London,  Conn.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  L.  Gallup,  Fayetteville,  N.  C. 
Galvez,  Alfredo,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  December  30,  1916. 

Died :  U.  S.  S.  Pittshurgh,  October  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Maxino  Galvez,  239  Marteriz  Street,  Cebu,  P.  I. 
Galvin,  Ella  M.,  yeoman    (F),  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Newport,  R.  I.,  July  23,  1918. 

Died :  Naval  hospital.  New  London,  Conn.,  November  11,  1918. 

Cause :  Multiple  injuries. 

Next  of  kin :  Mother,  Julia  Galvin,  103  Covel  Street,  Fall  River,  Mass. 
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Gambeeix,  John  Lkavell,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  April  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  17,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ola  O.  Gambrell,  Drew,  Miss. 
Games,  Fbank  Lokne,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Peoria,  111.,  November  22,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  January  28,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Father,  Lynch  Games,  Latham,  111. 
Gander,  Harold,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  July  30,  1918. 

Died:  Naval  hospital,  Naval  Base,  Va.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Gander,  E.  F.  D.  7,  Cumberland,  Ohio. 
Ganster,  John,  quartermaster,  second  class.  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  March  27,  1917. 

Died :  Naval  air  station,  Dunkirk,  France,  May  18,  1918. 

Cause :  Result  of  injuries  received  in  aeroplane  accident. 

Next  of  kin :  Father,  Harry  W.  Ganster,  Lenox  Avenue,  Govanstown,  Md. 
Gant,  Allen,  chief  quartermaster.  United  States  Naval  Reserve  Force. 

Enlisted:  New  Orleans,  La.,  January  23,  1918. 

Died :  New  Orleans,  La.,  October  17,  1918. 

Cause :    Influenza. 

Next  of  kin:  Wife,  Mrs.  Sadie  N.  Gant,  2333  Valence  Street,  New  Or- 
leans,  La. 
Gantt,  James  Robert  S.,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  April  7,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  April  29,  1917. 

Cause:    Cerebrospinal  fever. 

Next  of  kin :  Father,  Mart  C.  Gantt,  Princeton,  Tex. 
Gapinski,  Michael,  Jr.,  water  tender.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  November  21,  1914. 

Died :  U.  S.  S.  Fanning,  September  22,  1918. 

Cause:   Shot  by  a  shipmate. 

Next  of  kin:  Father,  Michael  Gapinski,  sr.,  1130  Atlantic  Avenue,  Cam- 
den, N.  J. 
Gaebek,  Albert  Mllton,  seaman,  second  class,  United  States  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  July  8,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Fred  Garber,  737  Church  Street,  Berlin,  Wis. 
Gaebeb,  Ernest  Eugene,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  July  2G,  1918. 

Died :  Naval  ho,spital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Clara  F.  Garber,  R.  R.  2,  North  Manchester,  Ind. 
Gabber,  Michael,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Wilkes-Barre,  Pa.,  May  2,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:    Pneumonia. 

Next  of  kin :  Brother,  Harry  Garber,  Glen-Lyon,  Pa. 
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Garcia,  Leopoldo  Esteban,  coxswain,  United  States  Navy. 

Enlisted:  Galveston,  Tex.,  February  11,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Brother,  Julio  Garcia,  San  Diego,  Tex. 
Gaed,  Aixyn  Jason,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  May  20,  1918. 

Died :  Royal  hospital.  South  Queensferry,  Scotland,  November  6,  1918. 

Cause :   Pneumonia. 

Next  of  kin  :  Mother,  Effie  Gard,  513  East  Miller  Street,  Springfield,  111. 
Gabdnee,  Eaei.  Feedeeick  Rtjdoiph,  seaman,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  June  14,  1918. 

Died :  Navy  yard,  Puget  Sound,  Wash.,  September  26, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Dorthla  Gardner,  210  Garden  Street,  Edwardsville,  IIL 
Gaedneb,  Lionel  Hiles,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Grand  Rapids,  Mich.,  April  12, 1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  1, 1918. 

Cause:  Undetermined. 

Next  of  kin :  Mother,  H.  T.  Baldwin,  1028  Fairmount  Street,  Grand  Rapids, 
Mich. 
Gabdnee,  Raymond  Haeold,  landsman  for  electrician  (R),  United  tSates  Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  May  24,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26, 1918. 

Cause:  Influenza. 

Next  of  kin :     Mother,  Amelia   Gardner,  902  West  Twenty-sixth   Street, 
Minneapolis,  Minn. 
Gabick,  Casus  James,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  June  21, 1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  19, 1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Mary  Garick,  Branchville,  S.  C. 
Gabland,  Edwaed  Bowden,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Parkersburg,  W.  Va.,  June  12, 1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  September  28, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Edward  S.  Bowden,  Santifee,  W.  Va. 
Gaelin,  Helmtjth  Adolph,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  5,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Amanda  Garlin,  Fayetteville,  Tex. 
Garlinghouse,  Feed  Jeert,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  June  29,  1918. 

Died :  U.  S.  S.  Solace,  October  9, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Rhoda  F.  Garlinghouse,  514  North  Twelfth  Street,  Inde- 
pendence, Kans. 
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Gaelock,  Abthue  Herman,  seaman,  second  class,  ITnlted  States  Naval  Reserve 
Force. 
Enlisted :  Chicago,  111.,  May  6,  1918. 
Died :  U.  S.  S.  Chattanooga,  September  28,  1918. 
Cause:  Pneumonia,  broncho. 

Nest  of  kin :  Father,  Charles  H.  Garlock,  720  Fourth  Avenue,  Clinton,  Iowa. 
Gaemes,  John,  engineman,  second  class,  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  February  23,  1910. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  ship. 

Next  of  kin :  Sister,  Christiana  Garmes,  Peteluma,  Calif. 
Gasner,  Ernest  Ovevion,  mess  attendant,  third  class.  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  November  26,  1917. 
Died :  Naval  hospital.  New  York,  N.  Y.,  January  22,  1918. 
Cause :  Broncho-pneumonia. 

Nest  of  kin  :  Father,  James  H.  Garner,  Naylor,  Md. 
Gabnek,  Mack  Elma,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  Little  Rock,  Ark.,  July  27,  1918. 
Died :  Naval  hospital.  New  Orleans,  La.,  October  15,  1918. 
Cause :  Influenza. 

Nest  of  kin :  Father,  B.  B.  Garner,  R.  F.  D.  1,  Beebe,  Ark. 
Gaebigus,  Chabi.es  Byeoed,  commissary  steward.  United  States  Naval  Reserve 
Force. 
Enlisted :  New  Orleans,  La.,  May  28,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  September  30,  1918. 
Cause:  Pneumonia. 

Next  of  kin  :  Wife,  AliLie  F.  Garrigus,  Marion,  III. 
Gabbitt,  James  Obsen,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Detroit,  Mich.,  December  6,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  January  20,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Vernie  Garrity,  Gladwin,  Mich. 
Gaesatt,  Cael  Eiogene,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  Syracuse,  N.  Y.,  August  16,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 
Cause :  Influenza. 

Nest  of  kin  :  Mother,  Mina  Garsau,  Philadelphia,  N.  Y. 
Gaesia,  Jose  Manuel,  mess  attendant,  third  class.  United  States  Navy. 
Enlisted :  San  Juan,  P.  R.,  June  20,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  6,  1918. 
Cause :  Tuberculosis. 

Nest  of  kin :  Half  brother,  Benito  Florez,  Company  P,  Porto  Rico  Regiment 
Gaeside,  Hakbt  Melvin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Newark,  N.  J.,  June  1,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 
Cause :  Broncho-pneumonia. 

Ne.st  of  kin :  Mother,  Ollie  Garside,  398  Washington  Avenue,  Belleville,  N.  J. 
Gaeside.  Ralph  Hill,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Boston,  Mass.,  May  14,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Wife,  Hattie  Garsid^  342  Maine  Street,  Calais,  Me. 
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Gabtland,  Robert  Joseph,  seaman,  second  class.  United  States  Naval  Beserve 
Force. 
Enlisted :  Newport,  R.  I.,  April  8,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Mother,  Mary  Gartland,  12  Cloraine  Street,  Providence,  R.  I. 

Gaevey,  John  Leo,  landsman  for  electrician  (R.),  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  October  23,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Garvey,  Oelwein,  Iowa. 
Gash,  Andkew  Jackson,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Peoria,  111.,  April  16,  1917. 

Died:  Naval  air  station,  Pensacola,  Fla.,  September  22,  1917. 

Cause:  Drowning. 

Next  of  kin :  Father,  Lewis  Gash,  R.  R.  4,  Clinton,  111. 
Gaskul,  David  M.,  commissary  steward.  United  States  Naval  Reserve  Force. 

Enlisted :  Bar  Harbor,  Me.,  April  23,  1917. 

Died :  Navy  base  hospital  No.  5,  Brest,  Prance,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father," D.  W.  Gaskill,  Blackstone,  Mass. 
Gass,  Howard  Levin,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  April  14,  1917. 

Died :  Naval  hospital,  Norfollc,  Va.,  May  27,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  L.  D.  Gass,  119  Pine  Street,  Danville,  111. 
Gates,  Hoeatio  Dwight,  chief  pharmacist's  mate.  Fleet  Naval  Reserve. 

Enlisted:  Milwaukee,  Wis.,  June  18,  1917. 

Died :  Navy  base  hospital  No.  1,  October  27,  1918. 

Cause :  Peritonitis. 

Next  of  kin :  Father,  Horatio  Gates,  355  Oakland  Avenue,  Milwaukee,  Wis. 
Gates,  Ibvin  O'Neal,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  October  29,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  1,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  V.  C.  Gates,  Edgewood,  S.  C. 
Gates,  James  Lewis,  ship  fitter,  second  class.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  4,  1914. 

Died :  Naval  hospital.  New  York,  N.  Y.,  March  31,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Brother,  Clark  Gates,  608  South  Vallejo  Street,  Stockton, 
Calif. 

Gates,  Phineas  Coixiflowee,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Peoria,  111.,  June  4,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Edith  V.  Gates,  908  South  Second  Street,  Springfield, 
111. 
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Gato,  Harold  Fkancis,  quartermaster,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  November  2,  1915. 

Died :  U.  S.  S.  Virginia,  May  21,  1918. 

Cause:  Abscess  of  lung. 

Next  of  kin  :  Father,  William  Gato,  38  Maple  Street,  Portland,  Me. 
Gattoian,  Benjamin  Ferdinand,  vsrardroom  steward,  United  States  Naval  Re- 
serve Force. 

Enlisted :  San  Pedro,  Calif.,  March  15,  1918. 

Died :  Naval  hospital.  League  Island,  Pa.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Dorothy  F.  Gaudian,  105  West  Sixth  Street,  Los  Angeles, 
Calif. 
■Gatjs,  Charles  Frederick,  seaman.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  10,  1917. 

Died:  U.  S.  S.  Alcedo,  November  5,-1917. 

Cause :  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Oscar  F.  Gaus,  65  Longfellow  Avenue,  Jamaica,  Long 
Island,  N.  Y. 
■Gauthieb,  William  Daniel,  ship's  cook,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Newport,  R.  I.,  May  29,  1918. 

Died :  U.  S.  S.  Westgate,  October  7,  1918. 

Cause:  Lost  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Emma  Gauthier,  165  Dexter  Street,  Pawtucket,  R.  I. 
Gavigan,    William    John,    seaman,    United    States   Naval   Reserve    Force. 

Enlisted :  Pelham  Bay  Park,  N.  Y.,  March  19, 1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  30, 1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Gavigan,  519  West  One  hundred  and  flfty-flrst 
Street,  New  York,  N.  Y. 
Gavin,  William  Phillip,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  BufCalo,  N.  Y.,  April  23,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Margaret  Gavin,  15  Washburn  Avenue,  Franklin ville, 
N.  Y. 
Gavitt,  Leslie  Frank,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  New  London,  Conn.,  May  3,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Winnie  Cavitt,  Main  Street,  Ninntic,  Conn. 
Gear,  Thomas  Francis,  printer,  second  class.  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  8,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  15,  1018. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Margaret  Gear,  125  Grand  Street,  Hoboken,  N.  J. 
Geary,  James,  chief  water  tender.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  6,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  9,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Maria  Geary,  17  Clinton  Avenue,  Middletown,  Conn. 
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Gee,  Chaelet  Bukbick,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  May  24,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  31, 1917. 

Cause:  Poison   (salvarsan). 

Next  of  kin :  Father,  W.  J.  Gee,  Canfleld,  Ohio. 
Geebtsen,  Clakence  Eugene,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  November  26,  1917. 

Died :  Naval  hospital.  League  Island,  Pa.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  W.  Geertsen,  Union,  Oreg. 
Gehm,  Habrt  Leonaed,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  21,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  2,  1918. 

Cause:  Cerebrospinal  fever. 

Nest  of  kin:   Father,   Harry  Gehm,  417  West  Thirty-sixth  Street,  New- 
York,  N.  Y. 
Geic.ee,  Cael  Anthony,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  July  9,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Albert  Geiger,  New  Washington,  Ohio. 
Geisen,   Haeky  Jacob,   seaman,   second  class,   United   States  Naval   Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Albert  Geisen,  Minneapolis,  Kans. 
Geislee,  Aenold  Jxitrus,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  July  2,  1918. 

Died :  Naval  Academy,  Annapolis,  Md.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mrs.  Minnie  Geisler,  532  Forest  Avenue,  Wausau, 
Wis. 
Gellee,  Meyek,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  1,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin:  Father,. Isaac  Geller,  607  Church  Street,  Wilmington,  Del. 
Gembeeling,  LaMae  Eveeet,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind.,  August  12,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Elsie  Gemberling,  220  North  Francis  Street,  South 
Bend,  Ind. 
Gendeon,  Hoemidas,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  May  18,  1917. 

Died :  Naval  hospital.  Key  West,  Fla.,  October  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Ozevile  Gendron,  63  Hicks  Street,  New  Bedford 
Mass.  ' 
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<Jentet,  Murdock,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  May  12,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  July  1,  1917. 
Cause:  Pneumonia,  broncho. 
Next  of  Icln :  Mother,  Frances  Gentry,  Buchanan,  Ga. 

<Jentbt,  Dillakd,  landsman  for  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Louisville,  Ky.,  May  26,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  L.  Gentry,  R.  F.  D.  3,  Winchester,  Ky. 
Gentby,  Homee,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Athens,  Ga.,  October  1.  1918. 

Died :  University  of  Georgia,  Athens,  Ga.,  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  C.  A.  Gentry,  R.  F.  D.  7,  Newnan,  Ga. 
Geoghegan,  Daie  Allen,  landsman  for  musician,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  Jifly  10,  1918. 

Died :  Chippewa  Falls,  Wis.,  September  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Bessie  B.  Geoghegan,  1737  Summit  Street,  Kansas 
City,  Mo. 

Geoege,  Albekt  Heney,  ensineman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  25,  1917. 

Died :  Naval  Hospital,  Key  West,  Fla.,  October  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Efiie  M.  George,  R.  F.  D.  1,  Ellensburg,  Wash. 
Geoege.  Charles,  gunner's  mate,  second  class.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  December  4,  1916. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  August  11,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Wife,  Stella  A.  George,  1800  North  Bethel  Street,  Baltimore, 
Md. 

Geoege,  Cost,  chief  boatswain's  mate,  United  States  Naval  Reserve  Force. 

Enlisted :  U.  S.  S.  Cyclops,  May  19,  1917. 

Died :  Navy  collier  Cyclops,  .June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Mitchell  George,  Peretasas,  Turkey. 
George,  Gaknett  Frank,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  June  27,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  14,  1918. 

Cause :  Pneumonia,  lobar. 

Nest  of  kin :  Fatlier,  Ed.  K.  George,  Belton,  Mo. 
Geedon,   Edward  LeRot,   apprentice  seaman,   United   States   Naval   Reserve 
Force. 

Enlisted :  Bellingham,  Wash.,  July  16,  1918. 

Died:  Naval  training  camp,  Seattle,  Wash.,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Juanita  Gerdon,  Sedro-Woolley,  Wash. 
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Gebken,  Clakence  John,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  9,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  March  30,  1918. 

Cause :  Dilatation,  acute  cardiac. 

Next  of  kin :  Father,  John  Gerken,  900  Kings  Highway,  Brooklyn,'  N.  Y. 
Geeeity,  Henet  Edwaed,  chief  printer.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  15,  1916. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Lawrence  Gerrlty,  73  Irving  Street,  South  Framing- 
ham,  Mass. 
Getman,  Clabence  Ashley,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  14,  1917. 

Died :  Paterson,  N.  J.,  September  18,  1918. 

Cause:  Poisoning. 

Next  of  kin:  Wife,  Hazel  M.  Getman,  117  North  Fifth  Street,  Paterson, 
N.  J. 
Gibbons,  Joseph  Kent,  carpenter's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  October  25,  1917. 

Died :  Navy  yard,  Boston,  Mass.,  January  20,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Mother,  Mary  E.  Gibbons,  66  L  Street,  South  Boston,  Mass. 
GiBBS,  Nelson  Amos,  shipfitter,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  6,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  April  28,  1918. 

Cause :  Abscess  of  liver. 

Next  of  kin :  Mother,  Sarah  T.  Gibbs,  Highland  Avenue,  Monticello,  N.  Y. 
GiBBs,  RoBEET,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  11,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Lost  his  life  when  vessel  was  foundered. 

Next  of  kin:  Father,  George  E.  Gibbs,  48  Madison  Avenue,  Greenwood, 
Mass. 
GiBEEsoN,  Chaeles  MiLLAED,  Seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  November  3,  1917. 

Died :  Philadelphia,  Pa.,  November  9,  1918. 

Cause:  Accidental  drowning. 

Next  of  kin :  Mother,  Mary  L.  Giberson,  805  West  Grand  Boulevard,  Detroit, 
Mich. 
GiBLiN,  Thomas  Jeeteeson,  quartermaster,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  August  7,  1917. 

Died :  Royal  naval  hospital,  Plymouth,  England,  October  23, 1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Elizabeth  Giblin,  103  Princeton  Street,  East  Boston, 
Mass. 
GiBNEY,  John  Lewis,  machinist's  mate,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  January  2,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Ida  R.  Gibney,  81  Kenilworth  Place,  Brooklyn,  N.  Y. 
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Gibson,  Barnie  Hague,  seaman,  second  class.  United  States  Navy. 

Knlisted :  Dallas,  Tex.,  April  11,  1017. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Tempa  Gibson,  R.  No.  2,  Box  88,  Texarkana,  Tex. 
Gibson,  Charles  Edward,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  January  18,  1918. 

Died :  U.  S.  S.  St.  Louis,  June  6,  1918. 

Cause :  Abscess  of  brain. 

Next  of  kin  r  Mother,  Elizabeth  Gibson,  220  Ivanhoe  Street,  Emsworth,  Pa. 
Gibson,  George  Dow,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  August  5,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  25,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Christine  G.  Gibson,  523  Fifty-ninth  Street,  Brooklyn, 
N.  Y. 
Gibson,  Jtjrd  Rot,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  19,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Kate  Gibson,  Maryville,  Tenn. 
GiDEL,  Don  Otis,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  June  4,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  June  9,  1918. 

Cause :  Result  of  burns. 

Next  of  kin :  Mother,  Mary  A.  Gidel,  Rockwell,  Iowa. 
GroEON,  Oscar  Wesley,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  8,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  R.  F.  Gideon,  Granbury,  Tex. 
GiESEMAN,  Walter  Loins,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

EnUsted :  Kansas  City,  Mo.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  80,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  W.  Gieseman,  R.  F.  D.  1,  Williamstown,  Kans. 
GiFFiN,  Bernard  Vance,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  December  10,  1917. 

Died :  Naval  hospital  No.  5,  Brest,  France,  September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Giffin,  413  Montrose  Street,  Salina,  Kans. 
GnTiN,  George  Lester,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  June  4,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Elbridge  N.  Glffln,  Monson,  Mass. 
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GnroKD,  JuxiAN  Willis,  storekeeper,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  June  7,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Disease. 

Next  of  kin :  Grandmother,  Emily  GifEord,  137  Chestnut  Street,  New  Bed- 
ford, Mass. 
GiFFOED,  Leonaed  Henet,  electriclan,  third  class.  United  States  Naval  Reserve 
Force  (G). 

Enlisted :  Tuckerton  Radio  Station,  N.  J.,  November  21,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  July  24,  1918. 

Cause:  Fracture,  left  illium. 

Next  of  kin :  Mother,  Esther  GifCord,  Tuckerton,  N.  J. 
GiFFOED,  William  Thomas,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  July  16,  1914. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Nest  of  kin :  Cousin,  Etta  Williamson,  Vicksburg,  Miss. 
Gil,  Antonio,  musician,  first  class.  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  October  14,  1915. 

Died :  Naval  hospital,  Canacao,  P.  I.,  February  23,  1918. 

Cause:  Valvular  disease,  chronic  cardiac. 

Next  of  kin :  Wife,  Dorothea  Gil,  Santa  Cruz,  P.  I. 
Gilbeet,  Alex,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  August  8,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Fannie  Gilbert,  208  East  One  hundred  and  second 
Street,  New  York,  N.  Y. 

Gilbeet,  George  Eenest,  apprentice  seaman,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  August  20,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  January  1,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  E.  Gilbert,  744  McDonough  Street,  Brooklyn 
N.  Y. 

Giles,  Coda  Lon,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Nasliville,  Tenn.,  May  4,  1918. 

Died:  New  Orleans,  La.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Giles,  Route  1,  Edgemoor,  Tenn. 
Giles,  Elige  Moneoe,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  31,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Fannie  Giles,  R.  R.  2,  MalakofC,  Tex. 
Gilfillan,  Haklet  Jeeome,  engineman,  second  class.  United  States  Navy 

Enlisted:  Peoria,  111.,  June  15,  1917. 

Died :  U.  S.  submarine  chaser  No.  ZIO,  October  9,  1918. 

Cause:  Explosion  on  board  ship. 

Next  of  kin :  Mother,  Minnie  B.  Gilfillan,  Wyoming,  111. 
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Grti,  David,  engineman,  second  class,  United  States  Navy. 
Enlisted:  Newark,  N.  J.,  May  31,  1917. 
Died :  U.  S.  S.  Mercy,  October  6,  1918. 
Cause :  Broncho  pneumonia. 

Next  of  kin :  Father,  Robert  Gill,  1059  East  Twenty-second  Street,  Paterson, 
N.  J. 

GiLi.,  GoLDSBY  King,  hospital  apprentice,  first  class.  United  States  Navy. 

Enlisted:  Birmingham,  Al«.,  June  26,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  March  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Uncle,  Robert  D.  Mills,  R.  3,  Birmingham,  Ala. 
Giix,  James,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  March  12,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  15,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin:   Father,  Richard   F.   Gill,   200   Madison   Avenue,   Flushing, 
Long  Island,  N.  Y. 
GriiAN,  Hugh  Michel,  seaman.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  17,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28, 1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Joseph  Gillan,  2550  Ann  Street,  Philadelphia,  Pa. 
GniANE,  HuBEET  JOSEPH,  Seaman,  second  class.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  December  12,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  March  10,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Gillane,  637  South  CarroUton  Avenue,  New 
Orleans,  La. 
GnxESPiE,  Claude  Lobelt,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  June  21,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  24, 1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Sister,  Ellen  Gillespie,  Sinton,  Tex. 
GrLLESPiE,  John  Thomas,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  November  23,  1917. 

Died :  U.  S.  S.  AUbama,  August  8,  1918. 

Cause :  Result  of  injuries. 

Next  of  kin  :  Mother,  Mary  E.  Gillespie,  3231  Perry  Avenue,  Kansas  City,  Mo. 
Gillespie,   Losing,   quartermaster,   first  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  November  9,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Pauline  Gillerpie,  Valparaiso,  Ind. 
Gillespie,  William  James,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  February  7,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  22,  1918. 

Cause:  Pneumonia,  lob'r. 

Next  of  kin :  Mother,  Louise  Gill(!spie  Ott,  2252  Ogden  Avenue,  Chicago,  111. 
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GnxETT,  Btjeton  Chesley,  baker,  second  class,  United  States  Naval  Keserve 
Force. 

Enlistfd :  Peoria,  111.,  May  28, 1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Fred  B.  Gillett,  904i  Rogers  Street,  Danville,  111. 
Gillies,  Russell  Haevakd,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Jlich.,  July  15,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  B.  Gillies,  Cass  City,  Mich. 
GrtiiLAND,  Gordon  Oljvee,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Birmingham,  Ala.,  June  3,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Burnell  V.  Gilliland,  Cleveland,  Ala. 
GrLLFLAN,  William  Vernon,  seaman.  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  October  22,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  GUlllan,  Station  G,  Columbus,  Ohio. 
GiLLispiE,  Alvin  Elmo,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  5,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Cedio  S.  Gillispie,  R.  31,  Middleton,  Ga. 
GiLLiSPiE,  Elcana  Johnston,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Richmond,  Va.,  January  9,  1918. 

Died:  U.  S.  S.  Utah,  March  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  David  Gillispie,  Goodwins  Ferry,  Va. 
GiLLispiE,  Eugene  Francis,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Nevr  York,  N.  Y.,  November  26,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Father,  Frank  Gillispie,  330  East  One  hundred  and  fiftieth 
Street,  New  York,  N.  Y. 
GiLMBE,  Ira  Whitfield,  seaman,  second  class.  United  Stated  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  August  3,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  29,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Sister,  Carrie  Farrar,  Haynesville,  La. 
GiLMOBE,  Robert  Gatchall,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  New  York,  N.  Y.,  February  27,  1918. 

Died:  Naval  training  station,  Pelham  Bay  Park,  N.  Y.,  May  30,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Rev.  F.  A.  Gilmore,  Elizabeth,  N.  J. 


307 

GiLMOEE,  WnxiAM  EixswoRTH,  fireman,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Detroit,  Mich.,  August  9,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Sarah  Gilmore,  R.  F.  D.  2,  Monroe,  Mich. 
GiNTHEE,  Fkedebick  Geobge,  Seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  May  14,  1918. 

Died :  Cherrystone  Naval  Hospital,  Cape  Charles,  Va.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of  kin:  Father,   George   C.   Ginther,   925   Pottsville   Street,   Potts- 
ville.  Pa. 
GiOKNo,  Raiph,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  New  London,  Conn.,  April  26,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  September  23,  1918. 
,  Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Rose  Giomo,  22  Pearl  Street,  Westerly,  R.  I. 
GiBAEDEAu,  Hamlin  Townet,  plumber  and  fitter,  United  States  Navy. 

Enlisted:  Charleston,  S.  C,  July  27,  1917. 

Died :  Receiving  ship  at  New  York,  September  24,  1918. 

Cause:  Appendicitis  and  pneumonia. 

Next  of  kin:  Mother,  Margaret  M.  Walker,  1832  Pearl  Street,  Jackson- 
ville, Fla. 
GiBONDA,  Giovanni,  mess  attendant,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Navy  yard,  Boston,  Mass.,  December  10,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  January  31,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :    Domlnick  Gironda,  Messina,  Italy. 
GiVENS,  Samuel  Fitzmaubice,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Naval  Home,  Philadelphia,  Pa.,  April  2,  1918. 

Died:  Naval  hospital,  Cape  May,  N.  J.,  April  27,  1918. 

Cause:  Consolidation  at  base  of  both  lungs. 

Next  of  kin:  Wife,  Sally  E.  Givens,  2013  North  Broad  Street,  Philadel- 
phia, Pa. 
Gjebtsen,  Benjamin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  III.,  May  11,  1917. 

Died :  U.  S.  S.  Perry,  November  13,  1917. 

Cause:  Fell  overboard  and  drowned. 

Next  of  kin :  Father,  Knudt  Gjertsen,  4310  Drake  Avenue,  Chicago,  111. 
Glandeb,  Loxjis  Abthub  William,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Albany,  N.  Y.,  May  17,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  15,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Anna  C.  Glander,  258  Wahconah  Street,  Pittsfield,  Mass. 
Glascock,  William  Mahone,  carpenter's  mate,  third  class.  United  States  Navy. 

Enlisted :  Washington,  D.  C,  December  11,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October,  24,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Abner  L.  Glascock,  Millwood,  Va. 
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Gulv,  Joseph  Harby,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Los  Angeles,  Calif.,  June  8,  1918. 

Died :  Naval  hospital.  New  London,  Conn.,  September  28,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  llosa  Glau,  .519  East  Yampa  Street,  Colorado  Springs, 
Colo. 
■Glel&son,  Aethue  Henry,  seaman,  United  States  Naval  Beserve  Force. 

Enlisted :  New  York,  N.  Y.,  July  13,  1918. 

Died:  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  19,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Marion  A.  Gleason,  271  Sixth  Avenue,  Brooklyn,  N.  Y. 
Gleich,  Bichaed  Norman,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  April  14,  1917. 

Died :  U.  S.  S.  Cuyama,  December  11,  1917. 

Cause :  Fell  from  foremast. 

Next  of  kin :  Father,  Jacob  Gleich,  558  City  Park  Avenue,  Columbus,  Ohio. 
Glbnnon,  John,  chief  boatswain's  mate.  United  States  Navy. 

Enlisted :  Annapolis,  Md.,  February  6,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26, 1918. 

Cause :  Lost  his  life  when  vessel  was  foundered. 

Next  of  kin :  Sister,  Elizabeth  Cope,  345  Bivington  Street,  New  York,  N.  Y. 
GtENNON,  Percy  Victor,  electrician,  third  class.  United  States  Naval  Beserve 
Force. 

Enlisted :  Benton  Harbor,  Mich.,  February  17,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  4,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Aaron  J.  Glennon,  841  Odgen  Avenue,  Benton  Harbor,  Mich. 
Glover,  George  Ceeecy,  seaman.  United  States  Navy    (general  court-martial 
prisoner). 

Enlisted :  New  York,  N.  Y.,  July  24,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  25, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Cecelia  Glover,  124  One  hundred  and  twenty-seventh 
Street,  New  York,  N.  Y. 
Glowka,  Anthony,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Philadelphia.  Pa.,  April  20, 1917. 

Died :  Navy  collier  Cyclops,  June  14, 1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Father,  Steven  Glowka,  2919  Belfrade  Street,  Philadelphia, 
Pa. 
Glynn,  John  Joseph,  yeoman,  third  class.  United  States  Naval  Beserve  Force. 

Enlisted :  Chicago,  111.,  June  13,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  21, 1918. 

Cause :  Influenza. 

Next  of  kin :  Fathef,  John  P.  Glynn,  210  Eleventh  Street,  Cairo,  111. 
Glynn,  John  Matpfew,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  14,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Sister,  Ellen  Hoeck,  2119  Scott  Street,  Davenport,  Iowa. 
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GoBEiET,  Obed  Dtjeart,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  15,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Golda  G.  Gobelet,  407  Long  Street,  Jackson,  Tenn. 
GoDDUHN,  Abnold  WALTER,  coxsvi^ain,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  18,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  George  A.  Godduhn,  Kaplan  and  DeGraw  Avenues^ 
Jamaica,  N.  Y. 
GoDSHAii,  Feed,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  November  7,  1917. 

Died :  Philadelphia,  Pa.,  April  15,  1918. 

Cause :  Pleurisy. 

Next  of  kin*  Mother,  Adda  Godshall,  4646  Hazel  Avenue,  Philadelphia,  Pa. 
Godwin,  Het*;by  Curtis,  fireiimn,  third  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  April  11,  1917. 

Died :  Naval  hopsital,  Norfolk,  Va.,  February  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  H.  Godwin,  Ozark,  Ala. 
Goehmann,  Ci-akence  a.,  quartermaster,  third  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Cleveland,  Ohio,  December  10,  1917. 

Died :  Limon  Hospital,  Puerto  Limon,  March  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Katherine  Goehmann,  513  East  Sixth  Street,  Erie,  Pa. 
GoEEz,  Frederick  Charles,  fireman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  6,  1917. 

Died :  U.  S.  S.  Casco,  October  20,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Otto  Goerz,  3505  Broadway,  New  York,  N.  Y. 
GoETTiNG,  Robert  Carl,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  August  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lilly  Revell  Goetting,  Buena  Vista,  Ga. 
GoETz,  Carl,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  October  14,  1914. 

Died :  U.  S.  S.  Pentucket,  December  30,  1917. 

Cause :  Fell  overboard  and  was  drowned. 

Next  of  kin :  Father,  Fred  Goetz,  24  Lindhurst  Street,  Rochester,  N.  Y. 
GoETz,  Louis,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  January  19,  1915. 

Died :  Steamship  Florence  H.,  April  17,  1918. 

Cause :  Explosion  on  board  ship. 

Next  of  kin :  Wife,  Emma  T.  Goetz,  9  Beverly  Road,  Buffalo,  N.  Y. 
GoEF,  William  Alexander,  oiler,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  March  18,  1915. 

Died :  U.  S.  S.  Brooklyn,  September  2,  1917. 

Cause:  Drowned. 

Next  of  kin :  Son  and  daughter,  William  M.  Goff  and  Margruett  R.  GofT, 
Nashville,  Tenn. 
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GoGGiNs,  James  Laweence,  landsman  for  quartermaster   (A.),  United  States 
Navy. 

Enlisted:  New  Haven,  Conn.,  April  5,  1917. 

Died :  Naval  air  station,  Porto  Corsino,  Italy,  August  11,  1918. 

Cause:  Killed  in  seaplane  accident. 

Next  of  kin :  Father,  John  Joseph  Goggins,  9  Cottage  Street,  New  Haven, 
Conn. 
Going,  Feed  Mallot,  seaman,  second  class,  United  States  Naval  Reserve  Forca 

Enlisted :  St.  Louis,  Mo.,  July  23,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  28, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  L.  Going,  Dennis,  Okla. 
GoiNs,  Milton,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  December  31,  3917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  May  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Eugenia  Goins,  Lawrenceburg,  Tenn. 
GoiJ)EN,  Patbick  Beenaed,  chief  master  at  arms,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  28,  1913. 

Died :  Naval  training  station.  Great  Lakes,  lU.,  November  10,  1917. 

Cause:  Suicide. 

Next  of  kin :  Brother,  Mitchell  J.  Golden,  43  West  Street,  Fitchburg,  Mass. 
GoLDiNG,  Feedeeick  BtTEKNEE,  Storekeeper,  third  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  February  23,  1915. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  boarding  missing  ship. 

Next  of  kin :  Father,  Robert  Golding,  Silver  City,  N.  Mex. 
GoLDKLANG,  JACK  DANIEL,  landsman  for  electrician  (G.),  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  24,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Maurice  Goldklang,  264  Vernon  Avenue,  Brooklyn, 
N.  Y. 
Goldman,  Philip,  quartermaster,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  4,  1917. 

Died :  OfE  coast  of  Belgium,  July  7,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Julius  Goldman,  234  East  One  hundred  and  sixteenth 
Street,  New  York,  N.  Y. 
Goldstein,  Abthub,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Portland,  Me.,  April  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  24, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Goldie  L.  Goldstein,  183  Thurber  Aveilue,  Providence 
R.  I. 
Goldstein,  Nathan,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Mayer  Goldstein,  42  Washington  Avenue,  Pleasantville, 
N.  Y. 
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Goldstein,  Samuel,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  23,  1917. 

Died :  Navy  collier  Cyclops,  .Tune  14,  1918. 

Cause:  On  board  missing  ship. 

Nest  of  kin :  Mother,  Tetta  Goldstein,  641  Jackson  Street,  Philadelphia,  Pa, 
GoLDSTiNE,  Morris  Louis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  July  10,  1918. 

Died :  Naval  hospital.  New  York,  N.  Y.,  November  7,  1918. 

Cause:  Fractured  skull. 

Nest  of  kin :  Father,  Abe  Goldstlne,  1338  South  Springfield  Avenue,  Chicago, 
111. 
GoLDSTOFF,  Jacob,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  4,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause :  Influenza. 

Nest  of  kin:  Mother,  Sarah  GoldstofE,  187  Manhattan  Avenue,  Brooklyn, 
N.  Y. 
GoLDTHWAiTE,  Edwaed,  Seaman,  signalman.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  April  19,  1917. 

Died :  Steamship  Dwinslc,  June  18,  1918. 

Cause :  Lost  when  boat  was  torpedoed  and  sunk. 

Nest  of  kin :  Mother,  Margaret  Golthwaite,  JefErys  Court,  Manchester,  Mass. 
GoLDWATER,  Samuel  BARCLAY,  Chief  electrician  (R.),  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  18,  1915. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  13,  1918. 

Cause:  Influenza. 

Nest  of  kin:  Sister,  Hulda  G.  Black,  2260  Eighty-third  Street,  Brooklyn, 
N.  Y. 
GoLLE,  WrLLiAM  JoHN,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  October  18,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30, 1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Nest  of  kin :  Father,  Julius  Golle,  118  South  Twenty-fourth  Street,  Camden, 
N.  J. 
GoLPHiN,  Eugene  Prince,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  19,  1917. 

Died :  U.  S.  S.  Manchuria,  May  17,  1918. 

Cause :  Pneumonia. 

Nest  of  kin :  Sister,  Ellen  Golphin,  1539  South  Nineteenth  Street,  Philadel- 
phia, Pa. 
Gonzales,  Quintin  Z.,  musician,  first  class.  United  States  Navy. 

Enlisted :  Santo  Domingo  City,  Dominican  Republic,  August  11,  1916. 

Died :  U.  S.  S.  Texas,  November  23,  1917. 

Cause:  Myocarditis,  acute. 

Nest  of  kin :  Wife,  Dicenta  de  Lara,  143  L  Jaena  Street,  Carridaa,  Philip- 
pine Islands. 
Good,  John  Stewart,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Nashville,  Tenn.,  June  18,  1918. 

Died :  New  Orleans,  La.,  November  4,  1918. 

Cause:  Accidentally  drowned  In  Mississippi  River. 

Next  of  kin :  Mother,  Annie  L.  Good,  Hotel  Good,  Morrlstown,  Tenn. 
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GooDB,  LoBNE  Alexander,  seaman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  August  6,  1915. 

Died :  U.  S.  S.  Tjisenbang,  September  21, 1918. 

Cause:  Pneumonia,  lobar. 

Nest  of  kin :  Mother,  Bertha  Eldredge,  San  Antonio,  Tex. 
Gooding,  James  Wolcott,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  June  6,  1918. 

Died :  Naval  hospital.  Cape  May,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Grace  K.  Gooding,  Millersburg,  Pa. 
Goodman,  Clayton  Maeselle,  seaman.  United  States  Navy. 

Enlisted :  Chicago,  111.,  March  7,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Jessie  Wright,  Hancock  Street,  Rockford,  111. 
Goodman,  Victor  Sheeman,  gunner's  mate,  third  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Newport,  R.  I.,  December  10,  1917. 

Died :  At  home,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  J.  Goodman,  18  Spring  Garden  Street,  Paw- 
tucket,  R.  I. 
Goodrich,  Charles  A.,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  November  24,  1913. 

Died :  U.  S.  S.  Clmuncey,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  J.  M.  Goodrich,  Ottawa,  Kans. 
GooDKOw,  Willis  Martin,  chief  machinist's  mate.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  22,  1915. 

Died :  U.  S.  S.  Rowan,  January  13,  1918. 

Cause:  Killed  in  explosion  on  board  ship. 

Next  of  kin:  Father,  Joseph  Goodrow,  287  Ellsworth  Street,  Bridgeport, 
Conn. 
GooDSON,  John  Latham,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Diego,  Calif.,  June  12,  1918. 

Died :  Naval  training  camp,  San  Pedro,  Calif.,  August  10,  1918. 

Cause :  Result  of  gunshot  wound. 

Next  of  kin :  Mother,  1111  West  Adams  Street,  Phoenix,  Ariz. 
Goodspeed,  James  Pearson,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  June  12,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  7,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Mother,  Jane  P.  Goodspeed,  344  West  Seventy-second  Street, 
New  York,  N.  Y. 
Goodwin,  Kenneth  Maddocks,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Johnstown,  Pa.,  July  4,  1918. 

Died :  Cambria  Hosjiltal,  Johnstown,  Pa.,  September  2,  1918. 

Cause:  Killed  In  railroad  accident. 

Next  of  kin :  Father,  Edward  P.  Goodwin,  115  South  Walnut  Street,  Blairs- 
ville.  Pa. 
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GooNAN,  James,  chief  gunners'  mate,  United  States  Navy. 
Enlisted :  Mare  Island,  Calif.,  July  25,  1916. 
Died :  U.  S.  S.  F-1,  December  17, 1917. 
Cause:  Drowned  at  sea. 

Next  of  kin:  Mother,  Mrs.  Minnie  McClain,  735  Atlantic  Avenue,  Lima, 
Ohio. 

GosDHAMEE,  Fkancis  Maeian,  Seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Minneapolis,  Alinn.,  July  10,  191S. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  6,  1918. 
Cause :  Influenza. 
Next  of  kin:' Mother,  Sigrig  Gordhamer,  Kerkhoven,  Minn. 

Gordon,  Edwakd  Cakl,   seaman,   second  class.  United  States  Naval  Eeserve 
Force. 

Enlisted :  Los  Angeles,  Calif.,  June  21,  1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  October  13,  1918. 

Cause :  Syphilis. 

Next  of  kin :  Mother,  Anna  Gordon,  3948  Clay  Street,  San  H'rancisco,  Calif. 
GoEDON,  Edward  Lekoy,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

EnUsted:  Bellingham,  Wash.,  July  16,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  .Tuanita  Gordon,  Sedro-Wooley,  Wash. 
GoEDON,  George  Aixen,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

EnUsted :  Peoria,  111.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  W.  Gordon,  Cross  Plains,  Ind. 
GoEDON,  Grant  Wilson,  landsman  for  machinist's  mate   (A),  United  States 
Navy. 

Enlisted:  Detroit,  Mich.,  December  10,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  13,  1918. 

Cause :  Scarlet  fever. 

Next  of  kin :  Mother,  Mary  E.  Gordon,  Courtisville,  Mich. 
GoKDON,  James  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Williamsport,  Pa.,  May  27,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  O'Hara  Gordon,  Locust  Gap,  Pa. 
Gordon,  Raymond  Ltdane,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  December  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  20,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Elmer  E.  Gordon,  115  E  Street  SE.,  Washington,  D.  C. 
Gordon,  Wiiiiam  Reif,  mess  attendant,  first  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa.,  November  22,  1917. 

Died :  Naval  hospital.  Cape  May,  N.  J.,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Amelia  Gordon,  2835  Pratt  Street,  Philadelphia,  Pa. 
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GoBMAN,  John  Fkancis,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  June  5,  1917. 

Died :  U.  S.  S.  South  Carolina,  February  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Peter  J.  Gorman,  59  Grand  Street,  Jersey  City,  N.  J. 
GoEMAN,  LoTD   jEFFEBsoN,   Seaman,   second   class,  United   States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  March  22,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  23,  1918. 

Cause:  Endocarditis,  chronic. 

Next  of  kin :  Father,  Thomas  J.  Gorman,  39  West  One  hundred  and  twenty- 
ninth  Street,  New  York,  N.  Y. 
GoBNY,  John  Edwaed,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Buffalo,  N.  Y.,  April  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Stanlslowa  Gorny,  354  Lovejoy  Street,  Buf- 
falo, N.  Y. 
GoKTON,  HOBABT,  Carpenter's  mate,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  May  11,  1918. 

Died :  Naval  hospital.  Great  Lakes,  lU.,  September  26, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Laurantine  Gorton,  box  56,  Jim  Falls,  Wis. 
Goss,  Joseph  Otto,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  Goss,  1184  Mulberry  Street,  Louisville,  Ky. 
Gottlieb,  Ike  Hahn,  chief  machinist's  mate.  United  States  Naval  Reserve  Force. 
Force. 

Enlisted :  New  Orleans,  La.,  June  3,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Rebecca  H.  Gottlieb,  Baton  Rouge,  La. 
GouGH,  Eaenest  Makvin,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Richmond,  Va.,  November  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  9,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Elsie  J.  Gough,  Gladys,  Va. 
GotTLD,  Eixis  Elliace,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  July  20,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  T.  Gould,  Park  Lane,  Mich. 
Gould,  Ray  Emet,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  August  8,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Gould,  609  First  Street,  Merrill,  Wis. 


315 

■Gould,  Waiter  Jay,  water  tender,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  24,  1917. 

Died:  Naval  base  hospital,  Brest,  France,  March  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  James  Gould,  Boulder,  Colo. 
GoTJVEiA,  Manuel,  Jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Pearl  Harbor,  Hawaii,  April  28,  1917. 

Died:  U.  S.  S.  Schiirz,  June  12,  1918. 

Cause:  Killed  in  collision. 

Next  of  kin:  Father,  Manuel  Gouveia,  Honolulu,  Hawaii. 
Gove,  Harold  Fkedehick,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  18,  1918. 

Died :  U.  S.  S.  Pensacola,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Archie  O.  Gove,  Mount  Sunapee,  N.  H. 
Gove,  William  Fbanklin,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  August  5,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  30,  1018. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  A.  Gove,  4440  Genesee  Street,  Kansas  City,  Mo. 
GozzETT,  Edward  Rat,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
\    Enlisted :  New  York,  N.  Y.,  April  12,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Edward  J.  Gozzett,  100  Van  Deventer  Avenue,  Astoria, 
Long  Island,  N.  Y. 
Gbace,  John  Michael,  fireman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  T.,  July  16,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Canse:  Pneumonia! 

Next  of  kin :  Father,  Michael  J.  Grace,  150  Smith  Street,  Brooklyn,  N.  Y. 
Gbace,  Theodore  Nicholis,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Thomas  R.  Grace,  85  West  Fifth  Street,  Dunkirk, 
N.  Y. 
Gbace,  William  Richard,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  13,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Thomas  Grace,  217  Fulton  Street,  Union  Hill,  N.  J. 
Gbaddy,  Clive  Dewy,  seaman.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  18,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Lillie  Graddy,  Bartow,  Fla. 
Gbaden,  James  Wallace,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Des  MoineS,  Iowa,  July  30,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lillie  Graden,  route  2,  Bridgewater,  Iowa. 
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Gbadnitzee,  Rudolph  E.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  July  30,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Gradnitzer,  9  Elliott  Street,  Easthampton,  Mass. 
Geadt,  Joseph  Axoysius,  hospital  apprentice,  second  class,  United  States  Navat 
Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  June  4,  1918. 

Died :  Naval  air  station,  Pauillac,  France,  October  7, 1918. 

Cause :  Dilation,  acute  cardiac. 

Next  of  kin :  Father,  Michael  J.  Grady,  1053  Oehler  Street,  Cincinnati,  Ohio. 
Geadt,  Joseph  Francis,  fireman,  third  class.  United  States  Navy. 

Enlisted  :  Syracuse,  N.  Y.,  April  15,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Grady,  R.  F.  D.  33,  Union  Springs,  N.  Y. 
Geaef,  Cael  Rudolph,  gunner's  mate,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Erie,  Pa.,  May  29,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  29,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Margaret  Graef,  2906  Myrtle  Street,  Erie,  Pa. 
Geaff,  Cael  Feed,  seaman.  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  14,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Elizabeth  GrafC,  5342  South  Aberdeen  Street,  Chi- 
cago, 111. 
Geaff,  Edwin  Waltee,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  July  30,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  L.  Graff,  239  Lancaster  Avenue,  Lancaster,  Pa. 
Geaff,  Petee,  chief  water  tender.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  November  8,  1916. 

Died :  Receiving  ship  at  New  York,  N.  Y.,  July  22,  1918. 

Cause:  Hemorrhage. 

Next  of  kin:  Mother,  Carolina  Graff,  114  Kingsland  Avenue,  Brooklyn, 
N.  Y. 
Geafius,  Eugene,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  William=port,  Pa.,  May  15,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Van  Grafius,  Montoursville,  Pa. 
Geagg,  Ebnest  H.,  seaman.  United  States  Navy. 

Enlisted:  Houston,  Tex.,  February  20,  1917. 

Died:  S.  S.  Rochester,  November  3,  1917. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  U  boat. 

Next  of  kin:  Mother,  Geng  Gragg,  515  Gragg  Street,  Corpus  ChristI,  Tex. 
Geaham,  Earl  Ransom,  apprentice  seaman.  United  S*ates  Navy. 

Enlisted:  Milwaukee,  Wis.,  May  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Hattie  Milner,  Baraboo,  Wis. 
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■Graham,  Elliott  Esmond,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  July  18,  1918. 

Died :  New  York,  N.  Y.,  September  20,  1918. 

Cause :  Pneumonia,  lobar. 

Nest  of  kin :  Mother,  Carrie  E.  Graham,  R.  1,  Manchester,  Iowa. 
•Gbaham,  Gekald  George,  yeoman,  first  class.  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  May  3,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  George  F.  Graham,  376  LaFayette  Place,  Milwaukee, 
Wis. 
<3eaham,  Gxjy  Wakren,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Detroit,  Mich.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Anna  May  Graham,  Millington,  Mich. 
•Gkaham,  Haeby,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  January  26,  1916. 

Died :  U.  S.  S.  George  Washington,  January  3,  1918. 

Cause:  Drowned. 

Next  of  kin:  Father,  Edward  Graham,  Cincinnati,  Ohio. 
■Gkaham,  Jack  Davis,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Meridian,  Miss.,  June  12,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  M.  Graham,  R.  F.  D.  2,  box  38,  Chunky,  Miss. 
-Graham,    Joseph   Benson,    quartermaster,   first   class,    United    States   Naval 
Reserve  Force. 

Enlisted:  Newport,  R.  I.,  April  28,  1917. 

Died :  U.  S.  S.  Muscatine,  August  20,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Father,  William  T.  Graham,  30  Bast  Forty-second  Street,  New 
York,  N.  Y. 
■Graham,  Joseph  Wilson,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  22,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Catherine  L.  Graham,  2928  Petty  Street,  Philadel- 
phia, Pa. 
Graham,  Roscoe  Woodebd,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Denver,  Colo.,  May  17,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  October  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Fay  M.  Graham,  2715  California  Street,  Denver,  Colo. 
Graham,  Walter  Riley,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Roanoke,  Va.,  June  18,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  J.  Graham,  Lucasville,  Ohio. 
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Gbaham,  WnxiAM  Curtis,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  May  15,  1917. 

Died :  In  France,  October  4,  1918. 

Cause:  Killed  in  action. 

Next  of  Ivin :  Fatlier,  Jolin  C.  Graham,  K.  F.  D.  7,  Quitman,  Miss. 
Gbahs,  Haebt  Adams,  water  tender.  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  November  4,  1916. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  2,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Matilda  H.  Grabs,  1728  North  Street,  Logansport,  In* 
Geaingeb,  Walter,  seaman,  second  class.  United  States  Navy. 

Enli^ed:  Montgomery,  Ala.,  April  9,  1917. 

Died :  U.  S.  S.  Prometheus,  July  18,  1917. 

Cause:  Drowned. 

Nest  of  kin :  Father,  W.  F.  Grainger,  box  89,  R.  6,  Birmingham,  Ala. 
Grander,  Frederick  Russeix,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  June  10,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ella  Grander,  455  Church  Street,  Royersford;  Pa. 
Geandkowski,  Ale  Dan,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  June  25,  1918. 

Died :  Great  Lakes,  111.,  October  8,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Anton  Grandkowski,  Grand  Rapids,  Wis. 
Granger,  Edwin  Stewart,  yeoman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Richmond,  Va.,  April  8,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Emily  Granger,  309  North  Meadow  Street,  Rich- 
mond, Va. 

Grannis,  James  Kidwell,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  July  20,  1918. 

Died :  Naval  hospital.  Naval  Base,  Va.,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Kate  Grannis,  R.  F.  D.  5,  Fayetteville,  N.  C. 
Grantham,  James  Howell,  hospital  apprentice,  first  class.  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  May  15,  1917. 

Died :  In  France,  November  1,  1918. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  John  F.  Grantham,  Lucedale,  Miss. 
Grantham,  John  Likens,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  Jlay  7,  1918. 

Died :  U.  S.  S.  Comfort,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Garry  L.  Grantham,  Indiahoma,  Okla. 
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Grantz,  Emu  Carl,  apprentice  seaman,  United  States  Navy. 

EnUsted :  Milwaul<ee,  Wis.,  July  20,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Nest  of  kin :  Father,  Frank  Grantz,  Daggett,  Mich. 
Geauman,  JUT.IUS  Ernest,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  28,  1914. 

Died:  Naval  hospital,  Portsmouth,  N.  H.,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Grauman,  Asbury,  N.  J. 
Graves,  Chaki.es  Gaenett,  water  tender.  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  July  16,  1B15. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Samuel  Graves,  CarroUton,  111. 
Graves,  Charles  Joseph,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  December  13,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Mother,  Mary  Graves,  53  Clay  Street,  Worcester,  Mass. 
Graves,  Clarence  BIaktin,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  July  30,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Harriet  Graves,  route  2,  Bay  Port,  Mich. 
Graves,  Edgar  Earl,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  February  26,  1916. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Robert  E.  Graves,  box  13,  Abbott,  Ark. 
Graves,  Henry  Hugh,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  January  12,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  James  K.  Graves,  222  Minerva  Street,  Jackson,  Misa 
Graves,  Michael  Charles,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  June  26,  1918. 

Died :  U.  S.  S.  Solace,  October  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,   Orlando  C.   Graves,  526   South  Vine  Street,   Sey- 
mour, Ind. 
Graves,  Russell  Chester,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  May  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Irene  K.  Graves,  Bay  Port,  Mich. 
Gray,  Archibald,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  13,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Archibald  Gray,  645  West  One  hundred  seventy-first 
Street,  New  York,  N.  Y. 
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Geat,  Lawrence,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  July  20,  1917. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  A.  Gray,  818  D  Street,  Marysville,  Calif. 
Gray,  Otto  Benton,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  May  26,  1917. 

Died :  Naval  training  station.  Great  Lakes,  111.,  March  10  1918. 

Cause:  Pneumonia,  lobar. 

Nest  of  kin :  Mother,  Dora  Gray,  Marva,  111. 
Gbat,  Petek  Joseph,  seaman,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  January  7,  1916. 

Died :  U.  S.  S.  Mercy,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mrs.  Mary  W.  Bowers,  85  Whlttenton  Street,  Taunton, 
Mass. 
Gray,  Richaed  James,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  29,  1916. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Frances  Gray,  1324  North  Crawford  Avenue,  Chi- 
cago, 111. 
Gray,  Walter  S.,  engineman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  May  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Nest  of  kin :  Mother,  Mrs.  Walter  Gray,  418  Thirty-first  Street,  Norfolk,  Va. 
Geeasley,  Mark  Winfield,  boatswain's  mate,  first  class.  United  States  Navy. 

Enlisted  :  New  Tork,  N.  Y.,  October  5,  1914. 

Died :  U.  S.  S.  Baltimore,  May  22,  1917. 

Cause :  Drowned. 

Next  of  kin:  Father,  Edmond  Greasley,  1518  Page  Street,  Philadelphia, 
Pa. 
Geeathouse,  LtoYD,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  April  2,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  21,  1917. 

Cause:  Pneumonia. 

Nest  of  kin :  Mother,  Nettle  Greathouse,  R.  F.  D.  1,  Oakland,  Ky. 
Green,  Ben,iamin,  ship's  cook,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Tork,  N.  Y.,  December  13,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Lost  when  vessel  was  foundered. 

Nest  of  kin :  Brother,  Charles  Green,  219  Sands  Street,  Brooklyn,  N.  Y. 
Geeen,  Carl  E.,  blacksmith,  second  class.  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  July  12,  1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  October  19,  1918. 

Cause,  Influenza. 

Next  of  kin :  Mother,  Clarica  G.  Brunson,  Woodcross,  Utah. 
Geeen,  Clifton  Paesons,  landsman  for  quartermaster.  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  July  3,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Frances  P.  Green,  16  Auburn  Street,  Waltham,  Mass. 
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Geeen,  E^lem,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Washington,  D.  C,  April  13,  1918. 

Died:  Naval  hospital,  A^'ashlngton,  D.  O.,  October  22,  1918. 

Cause :  Influenza  and  pneumonia. 

Next  of  ]jin :  Father,  Clem  Green,  Hurt,  Va. 
Gkeen,  Gustaf  Oscae,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  May  21,  1917. 

Died :  U.  S.  S.  Mount  Venion,  September  5,  1918. 

Cause:  Killed  in  battle  with  enemy  submarine. 

Next  of  kin:  Motlier,   Amanda   Green,   254   Girard   Avenue,   Minneapolis, 
Minn. 

Green,   Heket   Eugene,  seaman,   second  class.   United   States  Naval   Reserve 
Force. 

Enlisted :  Peoria,  111.,  .Tune  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Lassie  G.  Deweese,  Emberton,  Ky. 
Geeen,  Lawrence  Asa,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Salt  Lake  City,  Utah,  June  3,  1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  October  19,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Ethel  M.  Green,  2100  South  First  West,  Salt  Lake 
City,  Utah. 
Geeenberg,  Simon,  electrician,  first  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  19,  1915. 

Died :  U.  S.  S.  F-1,  December  17,  1917. 

Cause:  Drowned  at  sea. 

Next  of  kin:  Mother,  Sophia  Greenberg,  358  Cypress  Avenue,  Bronx,  N.  Y. 
Geeene,  CLrFTON  Eugene,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Dalles,  Tex.,  July  10,  1917. 

Died :  U.  S.  S.  Brooklyn,  March  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  Charles  Greene,  Mount  Calm,  Tex. 
Geeene,  David  Harris,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Atlanta,  Ga.,  August  13,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Lyda  J.  Greene,  822  Eleventh  Street,  Augusta,  Ga. 
Geeene,  Geoege  Leonard,  quartermaster,  third  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Portland,  Me.,  April  23,  1917. 

Died :  Kingston  Hospital,  Brooklyn,  N.  Y.,  October  10, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Bertha  W.  Greene,  South  Brewer,  Me. 
Geeene,  Waltee  Maueice,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  January  7,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lillie  H.  Greene,  Ratcllff,  Tex. 

174483—20 21 
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Gbeengeass,  Raymond,  seaman,  second  class,  United   States  Naval  Reserve 

Force. 
Enlisted :  Buffalo,  N.  Y.,  May  1,  1918. 

Died :  Naval  hospital,  Portsmouth,  Va.,  September  13,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  liin  :  Father,  Earl  Greengrass,  Addison,  Ky. 
Geeenwell,  George  Hobej  painter,  third  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  Louisville,  Ky.,  July  9,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 
Next  of  kin:  Sister,  Josephine  Burnett,  1316  Preston  Street,  Louisville, 

Ky. 
Gkeee,  Austin  Charles,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Brooklyn,  N.  Y.,  April  9,  1917. 
Died :  U.  S.  S.  Worden,  January  14,  1918. 
Cause :  Nephritis,  acute. 
Next  of  kin:  Father,  Austin  Greer,  Woodside  Avenue,  Elmhnrst,  Long 

Island,  N.  Y. 
Geegoey,  Edwakd  Heney,  seaman,  second  class,  United  States  Naval  Beserre 

Force. 
Enlisted :  Kansas  City,  Mo.,  July  17, 1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22, 1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Mabel  S.  Gregory,  Alton,  Kans. 
Geegory,  James  Richard,  baker,  second  class.  United  States  Naval  Reserve 

Force. 
Enlisted :  Boston,  Mass.,  June  15,  1918. 
Died:  Machias,  Me.,  September  28,  1918. 
Cause:  Pneumonia. 
Next  of  kin:  Wife,  Annie  E.  Gregory,  1761  Washington  Street,  Boston, 

Mass. 
Gregory,  Schuyler,  coppersmith.  United  States  Navy. 
Enlisted:  Indianapolis,  Ind.,  March  30,  1917. 
Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause:  Killed  in  action  with  enemy  submarine. 
Next  of  kin:  Wife,  Alma  Gregory,  185i  Eighth  Avenue  North,  Nashville, 

Tenn. 

Greig,  William  Brien,  landsman  for  electrician,  United  States  Navy. 
Enlisted:  Newark,  N.  J.,  May  15,  1917. 
Died :  Naval  hospital.  New  York,  N.  Y.,  June  9,  1917. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sarah  T.  Greig,  641  Cookman  Avenue,  Asbury  Park, 
N.  J. 

Gresham,  Paul  Edwin,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  St.  Louis,  Mo.,  July  10,  1918. 
Died :  Great  Lakes,  111.,  October  5,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin :  Mother,  Louise  B.  Gresham,  R.  F.  D.  4,  Hartville,  Mo. 
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Gkidek,  Rot  Ulrick,  seaman,  second  class,  United  States  Kavy. 

Enlisted:  Nashville,  Tenn.,  December  9,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  U-boat. 

Next  of  kin :  Father,  Charles  B.  Grider,  Bridgeport,  Ala. 
Geiep,  Beetbns  August,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted:  Great  Lakes,  111.,  February  7,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mathilda  Griep,  2348  Eoscoe  Street,  Chicago,  111. 
Geipfin,  Edwabd  Lenwood,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  14,  1917. 

Died:  U.  S.  S.  Westover,  July  11,  1918. 

Cause:  Lost  when  ship  was  torpedoed  and  sunk. 

Next  of  kin :  Mother,  Rosa  GrifBn,  Fowler,  Calif. 
Gecffin,  George  Alex,  gunner's  mate,  third  class.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  January  4,  1915. 

Died:  Naval  hospital,  Norfolk,  Va.,  February  17,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  W.  A.  Griffin,  Marietta,  Tex. 
GEtFFiN,  Howard  James,  yeoman,  second  class.  United  States  Navy. 

Enlisted:  Staten  Island,  N.  Y.,  March  28,  1918. 

Died :  U.  S.  S.  Comfort,  October  2,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Ellen  C.  Griffin,  701  McMillan  Street,  Cincinnati, 
Ohio. 
Gehtin,  James  Lawrence,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Cleveland,  Ohio,  July  11,  1918. 

Died :  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Anna  Griffin,  113  Washington  Avenue,  Niles,  Ohio. 
Griffin,  Jeremiah,  ship's  cook,  first  class.  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  October  28,  1917. 

Died:  Naval  hospital  Hampton  Roads,  Va.,  August  16,  1918. 

Cause:  Nephritis. 

Next  of  kin :  Wife,  Marie  Griffin,  355  East  Bute  Street,  Norfolk,  Va. 
Griffin,  Leander  Clifton,  fireman,  second  class.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  May  20,  1918. 

Died :  U.  S.  S.  Mercy,  October  18,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  Daniel  Griffin,  Lafourche,  La. 
Griffin,  Oscae  Lee,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Houston,  Tex.,  December  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Brother,  G.  E.  Griffin,  Montalba,  Tex. 
Griffith,  David  Beuce,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Diego,  Calif.,  July  26,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  November  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Ernestine  R.  Griffith,  R.  D.  2,  Tucson,  Ariz. 
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Geipfith,  Mark  Amos,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  2,  1917. 

Died :  V.  S.  S.  Utah,  October  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Martha  Burlison,  Route  1,  Olustee,  Okla. 
Geifith,  Robert  Ridglet,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Washington,  D.  0.,  February  27,  1917. 

Died :  U.  S.  S.  Kansas,  February  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  Mn :  Mother,  Elizabeth  A.  Griflth,  916  Fifth  Street  SB.,  Washing- 
ton, D.  C. 
Geisgby,  Eari,,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  May  7,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Amanda  Grigsby,  New  Palestine,  Ind. 
Geigsbt,  Mebane,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Nashville,  Tenn.,  July  30,  1918. 

Died :  Los  Angeles,  CaUf.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Jim  O.  Grigsby,  R.  2,  Thompson  Station,  Tenn. 
Geillo,  Jimmy  Mike,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  April  27,  1917. 

Died:  Naval  training  station,  San  Francisco,  Calif.,  October  4,  1918. 

Cause:  Atrophy  of  liver,  acute,  yellovr. 

Next  of  kin:  Mother,  Grace  Grille,  P.  O.  Box  284,  Pittsburg,  Calif. 
Geimes,  Feancis,  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  12,  1916. 

Died :  Steamship  Pawnee,  April  7,  1918. 

Cause:  Accidental  shooting. 

Next  of  kin :  Father,  William  Grimes,  Rood  House,  lU. 
Geimm,  Herman  Charles,  electrician  third  class    (G),  United  States  Naval 
Reserve  Force. 

Enlisted:  Newark,  N.  J.,  June  1,  1918. 

Died:  Naval  Hospital,  Pelham  Bay  Park,  N.  Y.,  October  12,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  Herman   Grimm,  123  Nineteenth  Avenue,   Irving- 
ton,  N.  J. 
Geinnell,  Clifton  Stephens,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  July  20,  1915. 

Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next   of   kin:    Father,   George   B.    Grinnell,   192   Fountain    Street,    Paw- 
tucket,  R.  I. 
Geisak,  Martin  John,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  May  5,  1917. 

Died :  U.  S.  S.  Von  Steuben,  April  17,  1918. 

Cause:  Blood  poisoning. 

Next  of  kin:  Anna  Mary  Grisak,  Dubois,  Pa. 
Geiswold,  William  Heney,  apprentice  seaman.  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  May  11,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  10,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  William  Griswold,  SouthoW,  Long  Island,  N.  Y. 
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Gbizzell,  Wade  Cleava,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  15,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  February  6,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Mother,  Victoria  Grizzell,  Vickery,  Tex. 
Gkoat,   John   Ellebt,   seaman,   second   class.   United    States   Naval    Reserve 
Force. 

EnUsted :  Syracuse,  N.  Y.,  March  15,  1918. 

Died:  Naval  hospital.  New  York,  N.  Y.,  September  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Cora  Groat,  37  Guy  Park  Avenue,  Amsterdam,  N.  Y. 
Gbobengiesee,  Fkank  John,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted:  St.  Louis,  Mo.,  May  13,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  August  Val  Grobengieser,  Altamont,  111. 
Gkoit,  Ikvin  Walter,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:   Philadelphia,  Pa.,   July  30,  1918. 

Died:  Puget  Sound,  Wash.,  October  7,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Anna  L.  Groff,  239  Lancaster  Avenue,  Lancaster,  Pa. 
Gboh,  Heebeet  Elmeb,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Baltimore,  Md.,  May  9,  1917. 

Died :  Naval  air  station.  Cape  May,  N.  J.,  October  8,  1918. 

Cause:  Lost  at  sea  in  a  seaplane. 

Next  of  kin :  Mother,  Margaret  A.  Groh,  Pasadena,  Md. 
Geombachee,  Edward  Asheb,  seaman,  second  class,  United  States  Naval  Re- 
serve  Force. 

Enlisted:  New  York,  N.  Y.,  May  12,  1917. 

Died :  U.  S.  submarine  chaser  No.  2J5,  October  21,  1918.        ^ 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Caroline  M.  Grombacher,  28  Bloomfield  Avenue,  Pas- 
saic,   N.    J. 
Geooms,  Gobdon  Pebct,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Charleston,  S.  C,  April  19,  1917. 

Died :  Naval  hospital.  League  Island,  Pa.,  February  9,  1918. 

Cause :  Infarct  of  lung. 

Next  of  kin :  Uncle,  Robert  Grooms,  167  Cummings  Street,  Charleston,  S.  C. 
Gbosboil,  Haeey  Paul,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Peoria,  111.,  May  27,  1918. 

Died:  U.  S.  S.  Comfort,  October  14,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Peter  P.  Grosboll,  Petersburg,  111. 
Geoss,  Alfeed  Henet,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  11,  1917. 

Died :  U.  S.  S.  Mercy,  October  3,  1918. 
Caused   Pneumonia,   broncho. 

Next  of  kin:  Father,  William  O.  Gross,  1181  Cleveland  Street,  Baltimore, 
Md. 
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Gkoss.  Frank  Anthony,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Buffalo,  N.  Y.,  June  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  Anthony  F.  Gross,  114  Dodge  Street,  Buffalo,  N.  Y. 
Gbote,  Edwaed  August,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted:  Peoria,  111.,  June  14,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  Fred  H.  W.  Grote,  1400  West  Fourth  Street,  Sedalla, 
Mo. 
Geounds,  Geoege  Lestee,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  April  29,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  30,  1918. 

Cause :    Influenza. 

Next  of  kin :  Aunt,  Mrs.  Martha  E.  Carr,  Pimento,  Ind. 
Geovee,  Feank  Bell,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  19,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  March  27,  1918. 

Cause:  Endocarditis,  acute. 

Next  of  kin:  Mother,  Sadie  Grover,  Spokane,  Wash. 
Geovee,  Leo  William,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  November  6,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Peter  Grover,  32  Watts  Street,  Maiden,  Mass. 
Geoves,  Benjamin  H.,  chief  gunner's  mate.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  3,  1915. 

Died :  Steamship  Nyanza,  April  16,  1918. 

Cause :  Result  of  explosion  of  shell. 

Next  to  kin:  Father,  David  Groves,  199  Dean  Street,  New  Bedford,  Mass. 
Gboves,  Goedon  James,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  May  17,  1917. 

Died :  U.  S.  submarine  chaser  No.  209,  August  27,  1918. 

Cause :  Died  when  submarine  chaser  No.  209  was  fired  upon  by  mistake. 

Next  of  kin:  Mother,  Joanna  Hynson,  421  Queen  Street,  Alexandria,  Va. 
Geoves,  Robeet  Pettus,  yeoman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Charleston,  S.  C,  April  17,  1917. 

Died:  Naval  hospital,  Philadalphia,  Pa.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  Ijin :  Cousin,  Watkins  M.  Vaughn,  190  Queens  "Street,  Charleston, 
S.  C. 
Geow,  Gerald  Beanch,  landsman  for  yeoman.  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  April  17,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  May  27,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lou  Grow,  Colquitt,  Ga. 
Geoziee,  Edgar  Snow,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  12,  1917. 
^Died:  U.  S.  S.  Georgia,  December  9,  ]917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  F.  Grozier,  North  Truso,  Mass. 
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GBirBB,  RicHABD  Ueiah,  pharmacist's  mate,  third  class,  United  States  Navy. 
Enlisted:  Mare  Island,  Calif.,  May  4,  1917. 
Died:  In  France,  July  20,  1918. 
Cause:  Killed  in  action. 

Next  of  kin:  Mother,  Elizabeth  Grubb,  2309  San  Jose  Avenue,  Alameda, 
Calif.  , 

Gbubowski,  STANI.EY  Anton,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  July  24,  1918. 

Died:  U.  S.  S.  Mercy,  September  28,  1918. 

Cause:  Pneumonia. 

Next   of   kin:   Mother,    Josephine   Grudowski,   2227   North   Robey   Street, 
Chicago,  111. 
Gbuman,  Whxiam,  fireman,  first  class  United  States^Navy. 

Enlisted :  Marinette,  Wis.,  May  6,  1916. 

Died  :,Base  No.  20  Military  Hospital,  Bayonne,  September  24,  1M.8. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Adolph  Gruman,  1817  Tenth  Street,  Marinette,  Wis. 
GxTANGA,  Emilio,  pharmacist's  mate,  first  class.  United  States  Navy. 

Enlisted :  Olongapo,  P.  I.,  December  14,  1914. 

Died :  Olongapo,  P.  I.,  October  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Gelestlna  K.  Guanga,  202  Harris  Street,  Olongapo,  P.  I. 
GuAEiN,  Joseph  Abthub,  landsman  for  electrician,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  9, 1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  Guarin,  Cascade,  N.  H. 
GuAENiEBi,  John  Salvador,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  August  1,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24, 1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Natalina  Guarnieri,  120  Harmon   Street,  Warren, 
Ohio. 
Gtjblee,  Henet,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  New  Haven,  Conn.,  July  19, 1918. 

Died :  New  York,  N.  T.,  October  16, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Minnie  Gubler,  R.  R.  3,  Bethany,  Conn. 
Gtjekin,  Ivan  Hugh,  fireman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Los  Angeles,  Calif.,  June  4,  1918. 

Died :  Naval  training  camp,  San  Pedro,  Calif.,  November  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Ella  M.  Guerin,  2216  East  Second  Street,  Los  Angeles, 
CaUf. 
GuEBNSET,  Floyd  Hawes,  landsman  for  yeoman.  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  July  22,  1918. 

Died :  Naval  hospital.  Great  Lakes,  HI.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lallia  Guernsey,  general  delivery,  Madison,  Ind. 
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Guest,  Frank  Joseph,   seaman,   second  class,   United   States  Naval   Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23, 1918. 

Cause:  Influenza. 
Next  of  kin :  Father,  Joseph  Guest,  144  Vincennes  Street,  Buffalo,  N.  Y. 
Gtjisingee,  Austin  P.,  engineman,  second  class.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  June  4,  1918. 

Died :  U.  S.  S.  Kroonland,  September  11, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Sister,   Frances  M.    Guisinger,  104  West  Columbia   Street, 
Springfield,  Ohio. 
GuiTEBMAN,  Hbnet  Rosenwald,  apprentice  seaman.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Pelham  Bay  Park,  N.  Y.,  August  8,  1918. 

Died :  Naval  training  station^  Great  Lakes,  III.,  October  4, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Milton  G.  Gulterman,  58  Central  Park  vrest,  New 
York,  N.  Y. 
GujiL,  QuiEico  GoEDONCn-LO,  cabin  cook.  United  States  Navy. 

Enlisted :  Staten  Island,  N.  Y.,  December  21,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  March  18,  1918. 

Cause :  Valvular  disease,  chronic  cardiac. 

Next  of  kin :  Brother,  Sopronio  Gujil,  Jaro  Hollo,  Panay,  P.  I. 
GuLTiANo,  EusTAQUio,  mcss  attendant,  first  class.  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  February  14, 1916. 

Died :  U.  S.  S.  Solace,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Reymoundo  Gultlano,  Anda  Bohol,  P.  I. 
GuNDEEsoN,  Chables  Geoege,  Seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  15,  1917. 

Died :  Steamship  Florence  H.,  April  17,  1918. 

Cause :  Killed  in  an  explosion  on  board  ship. 

Next  of  kin:  Mother,  Susan  Merrllus,  77  West  One  hundred  and  second 
Street,  New  York,  N.  Y. 
Gundebman,  Geoege  Charles,  Jr.,  machinist's  mate,  second  class.  United  States 
Naval^Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  22,  1917. 

Died :  U.  S.  submarine  chaser  No.  209,  August  27,  1918. 

Cause :  Killed  when  submarine  chaser  No.  209  was  fired  upon  by  mistake. 

Next  of  kin :  Father,  George  Gunderman,  2246  Eighty-second  Street,  Brook- 
lyn, N.  Y. 

GuNN,  Benjamin  Harvey,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 
Enlisted :  Kansas  City,  Mo.,  July  24,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 
Cause:  Influenza. 
Next  of  kin :  Wife,  Ethel  W.  Gunn,  624  Cleveland  Avenue,  Wichita  Kans. 
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GuNN,  Genevieve  Aiice,  landsman  for  yeoman  (F),  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  London,  Conn.,  September  16,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  October  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Catherine  Gunn,  99  Connecticut  Boulevard,  East  Hart- 
ford, Conn. 
Gtjnnison,  Hakey  F.,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Portland,  Oreg.,  July  2,  1917. 

Died :  Receiving  ship  at  New  York,  March  16,  1918. 

Cause:  Diphtheria. 

Next  of  kin  :  Mother,  Sophia  Gunnison,  Aurora,  Nebr. 
GuNTEK,  Hugh  Wiley,  chief  water  tender.  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  September  7,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  17,  1918. 

Cause :  Multiple  injuries. 

Next  of  kin :  Father,  Samuel  Gunter,  Gassaway,  Tenn. 
GuNTSCH,  Caesab  OSWALD,  Seaman,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  July  16,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  1,  1918. 

Cause:  Fracture  of  left  tebia. 

Next  of  kin :  Mother,  Anna  Pomeranka,  Oak  Harbor,  Ohio. 
Gtteney,  Kenneth  Bruce,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  December  14,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  11,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  William  Gurney,  South  Street,  Marion,  Mass. 
GusTAFSON,  Eknest  Waldamee,  gunner's  mate,  third  class.  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  December  3,  1917. 

Died:  U.  S.  S.  Solace,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Carolina  Gustafson,  230  South  Quaker  Lane,  West 
Hartford,  Conn. 
GusTATsoN,  Melsoe  Eugene,  hospital  apprentice,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  10,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Gustafson,  231  West  One  hundred  and  ninth 
Place.  Chicago,  111. 
GuTSKA,  John,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  6,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  12,  1918. 

Cause.:  Appendicitis,  acute. 

Next  of  kin :  Wife,  Mrs.  Ida  Gutska,  99  Valley  Street,  Bristol,  Conn. 
GuTTBiDGE,  Algen  Hysle,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted:  Puget  Sound,  Wash.,  November  30,  1914. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Lost  his  life  when  vessel  was  sunk. 

Next  of  kin:  Father,  William  H.  Guttridge,  CuUison,  Kans. 
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GwiN,  Raiph  Collins,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  May  31,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Iniluenza. 

Next  of  kin :  Father,  William  Henry  Gwin,  Bdgerton,  Mo. 
Haaehaus,  Edwin  Fred,  landsman  for  quartermaster  (A) ,  United  States  Naval 
Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  May  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Nest  of  kin :  Mother,  Lena  Haarhaus,  2119  Chippewa  Street,  St.  Louis,  Mo. 
Habab,  Henky  Francis,  engineman,  second  class.  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  31,  1918. 

Died :  Naval  hospital  No.  5,  October  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Fr;ink  Habar,  453  Forty-eighth  street,  Brooklyn,  N.  T. 
Habeelein,  Harry  Loins,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  April  30,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  John  Haberlein,  Allison  Park,  Allegheny  County,  Pa. 
Hackenbueg,  Albert  Ray,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  February  15,  1918. 

Died :  At  home,  March  9,  1918. 

Cause:  Acute  alcoholism. 

Next  of  kin :  Mother,  Jessie  Hackenburg,  Millmont,  Pa. 
Hackett,  Roger,  fireman,  third  class.  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  6,  1917. 

Died :  U.  S.  S.  Nopatm,  August  7,  1918. 

Cause :  Burns. 

Next  of  kin :  Mother,  Mrs.   Barbara   Hackett,   28  Academy   Street,   New 
Haven,  Conn. 
Hackney,  Joe,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  May  8,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  February  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Ella  Hackney,  BlufC  City,  Ark. 
Haddad,  Michael  Said,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  December  7,  1917. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  February  17,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Friend,  Mary  McLaughlin,  34  West  Walnut  Park,  Roxbury, 
Mass. 
Hadley,  Hae\'ey  Lockards,  landsman  for  machinist's  mate  (A),  United  States 
Navy. 

Enlisted :  Portland,  Oreg.,  December  7,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  April  8,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Lizzie  Hadley,  Sheridan,  Oreg. 
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Hadlock,  Oscab  Chaplin,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted:  Boston,  Mass.,  February  16,  1914. 

Died :  U.  S.  S.  Allen,  May  9,  1917. 

Cause:  Fractured  skull. 

Next  of  kin :  Father,  William  Hadlock,  Yarmouthville,  Me. 
Hapfet,  James  Hiram,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  18,  1917. 

Died :  V.  S.  S.  Mercy,  March  23,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Lula  Haffey,  Cape  Horn,  Wash. 
Hagen,  Geokge  Washington,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  May  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lena  Laura  Hagen,  route  1,  Glencoe,  Minn. 
Hagen,  John  Wilijam:,  chief  yeoman.  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  December  13,  1917. 

Died :  Home,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  A.  Hagen,  26  Savin  Hill  Avenue,  Dorchester, 
Mass. 
Haoeb,  Edwabd  Cornelius,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Duluth,  Minn.,  August  20,  1917. 

Died :  Base  Hospital  No.  5,  Brest,  France,  September  29,  1918. 

Cause:  Died  from  shock. 

Next  of  kin :  Father,  Andrew  Hager,  814  Third  Avenue  East,  Duluth,  Minn. 
Hagee,  George  Branscomb,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  27,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Brother,  Ernest  Lamar  Hager,  44  North  Dunlap  Street,  Mem- 
phis, Tenn. 
Hagins,  John  Dalphahd,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  July  23,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Millie  Hulton  Hagins,  Lamar,  Mo. 
Hahn,  Arthur  Anthony,  seaman,  second  class.  United  States  Navy. 

Enlisted :  La  Crosse,  Wis.,  JIuly  2,  1917. 

Died :  U.  S.  S.  Prairie,  April  29,  1918. 

Cause :  Result  of  accident. 

Next  of  kin :  Father,  Joseph  Hahn,  600  Mill  Street,  La  Crosse,  Wis. 
Haight,  Gael  Jasper,  seaman,  second  class.  United  States  Naval  Reserve  Force'. 

Enlisted :  Detroit,  Mich.,  May  25,  1918. 

Died :  U.  S.  S.  Hisko,  October  17,  1918. 

Cause :  Pneuiponia. 

Next  of  kin :  Mother,  Libbie  Almira  Haight,  Barryton,  Mich. 
Haight,  Lloyd  Burt,  baker,  second  class.  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  25,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31, 1918. 

Cause :  Result  of  destruction  of  vessel. 

Next  of  kin :  Wife,  Margaret  Haight,  Trenton,  Utah. 
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Hain,.  Stanley  Ellwood,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Charles  B.  Hain,  Blair,  Nebr. 
Haines,  Alexandee,  baker,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  December  12,  1917. 

Died :  U.  S.  A.  C.  T.  Ticanderoga,  September  30,  1918. 

Cause :  Lost  life  In  sinking  of  vessel. 

Next  of  kin :  Wife,  Ina  J.  Haines,  121  Plymouth  Road,  Maiden,  Mass. 
Haines,  Chaeles  Waixace,  hospital  apprentice,  second  class,  United  States 
Navy. 

Enlisted :  Peoria,  111.,  May  3,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  June  6,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  H.  W.  Haines,  Rockport,  lU. 
Haistes,  Howaed  William,  apprentice  seaman,  Unitd  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  June  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Donnell  C.  Haines,  Laurel  Springs,  Camden,  N.  J. 
Hainlet,  Wilbue  Raymond,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Indianapolis,  Ind.,  June  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  Hainley,  Martinsville,  111. 

Haike,  Eabl  S.,   machinist's  mate,   first  class.  United   States   Naval   Reserve 
Force. 

Enlisted :  Duluth,  Minn.,  June  2,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  December  24,  1917. 

Cause:  Poison. 

Next  of  kin :  R.  H.  Haire,  718  East  First  Street,  Duluth,  Minn. 
Haisten,  William  Claud,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  25,  1917. 

Died :  Naval  hospital.  Mare  Island,  Calif.,  May  21,  1917. 

Cause:  Meningitis. 

Next  of  kin :  Mother,  AUine  Haisten,  La  Grande,  Oreg. 
Hake,  James  Beknabd,  seaman,  second  class.  United  States  Navy. 

Enlisted  :  Richmond,  Va.,  June  9,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 
•      Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Benjamin  B.  Hake,  532  Nicholson  Street,  Richmond, 
Va. 
Hale,  Albert,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Peoria,  111.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Missoura  Frances  Hale,  R.  R.  No.  2,  Cisne,  111. 
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HAUi,  Everett  C,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  May  21,  1917. 

Died:  Naval  hospital,  New  London,  Conn.,  September  21,  1918. 

Cause:  Pneumonia,  broncho. 

Nest  of  kin :  Father,  Ernest  Hale,  14  Burton  Street,  New  Haven,  Conn. 
Haxe,  Lonnie  Dean,  seaman,  second  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  July  30,  1917. 

Died :  U.  S.  S.  Cheyenne,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Ella  Harwood,  Carterville,  Mo. 
Haue,  Lonnie  Hable,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  December  13,  1917. 

Died  :  Naval  hospital,  Norfolk,  Va.,  January  19,  1918. 

Cause :  Bronchial  pneumonia. 

Nest  of  kin  :  Mother,  Nettle  Hall,  Vinemont,  Ala. 
Ham,  WrcBEKN  Rilet,  shipwright,  United  States  Navy. 

Enlisted :  El  Paso,  Tes.,  July  3,  1917. 

Died :  Curtiss  Aeroplane  &  Motor  Corporation,  BufCalo,  N.  T.,  January  6, 
1918. 

Cause :  Result  of  accident. 

Nest  of  kin  :  Mother,  Cora  Hale,  Temple,  Ariz. 
Haleacee,  Sherman,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  May  31,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Hally  Petty  Halfacre,  Route  2,  Bloomington  Springs, 
Tenn. 
Halfoed,  James  Thompson,  fireman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  April  23,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Lost  life  when  ship  was  sunk  by  enemy  submarine. 

Next  of  kin :  Mother,  Mary  I.  Halford,  194  Maple  Avenue,  Hartford,  Conn. 
Hall,  Cecil,  seaman.  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  July  3,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Died  from  injuries  received  in  explosion. 

Next  of  kin :  Father,  Henry  Hall,  840  Rigley  Avenue,  Charleston,  W.  Va. 
Hall,  Edwasd  Emerson,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  September  6,  1913. 

Died :  U.  S.  S.  P-1,  December  17,  1917. 

Cause :  Lost  when  U.  S.  S.  F-1  was  sunk. 

Next  of  kin :  Wife,  Mabel  Marie  Hall,  330  Forty-first  Street,  West  Seattle, 
Wash. 
Hall,  James  Oebin,  fireman,  second  class,  United  States  Navy. 

Enlisted  :  Cincinnati,  Ohio,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14, 1918. 

Cause :  Member  of  crew  on  missing  vessel. 

Next  of  kin  :  Father,  James  T.  Hall,  Pardee,  Va. 
Hall,  John,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  November  27,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  29,  1917. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Wife,  Carrie  Hall,  121  Park  Avenue,  Jacksonville,  Fla. 
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Hat.t,  John  Hansfobd,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  June  6,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lola  Martin  Hall,  Ordinary,  Va. 
Hah,  John  Mabshat.t,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Houston,  Tex.,  August  10,  1917. 

Died :  Naval  training  station.  Great  Lakes,  111.,  December  6,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Jphn  M.  Hall,  Leona,  Tex. 
Hall,  Joseph  Edwaed,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  November  26,  1917. 

Died :  Receiving  ship,  Boston,  Mass.,  December  31, 1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Henry  Edward  Hall,  192  Sherman  Avenue,  Merideo, 
Conn. 
Hall,  Lester  Minor,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  April  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  16,  1917. 

Cause :  Spinal  fever. 

Next  of  kin :  Mother,  Nettie  M.  Hall,  Chelsea;  Mich. 
Hali,  Lindset  D.,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  29,  1916. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  21,  1918. 

Cause :  Pneumonia,  labor. 

Next  of  kin :  Father,  Joe  B.  Hall,  Garfield,  Ga. 
Hall,  Raymond,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  June  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  1, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Gertrude  Hall,  Maple  Plain,  Minn. 
Hallack,  Frank  Thomas,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  July  5,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  21, 1918. 

Cause :  Influenza. 

Next  of  kin:  Adelaide  Frances  Hallack,  3503  Wabash" Street,  Los  Angeles, 
Calif. 
Halleean,  Noeman  Aubrey,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  December  11,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28, 1918. 

Cause:  Influenza. 

Next  of  Kin :  Father,  Daniel  C.  Halleran,  315  Main  Street,  Independence, 
Mo. 

Hallett,  Elbbet,  Jr.,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 
Enlisted :  New  York,  N.  T.,  April  3,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Father,  Elbert  Hallett,  163  Amity  Street,  Flushing,  N.  Y. 
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HALtETT,  Vernon  D.,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  December  13,  1917. 

Died:  Naval  Hospital,  NorfoUc,  Va.,  January  29,  1918.  , 

Cause:  Pleurisy. 

Next  of  kin :  Mother,  Nina  B.  Hallett,  Waterloo,  Ind. 
Halliday,  Newton  Schukz,  seaman,  second  class,  N.  N.  V. 

Enlisted:  Chicago,  111.,  September  1,  1917. 

Died :  Naval  Station,  Great  Lakes,  111.,  April  6,  1918. 

Cause :  Tuberculosis ;  pneumonia,  acute. 

Next  of  kin :  Father,  Newton  R.  Halliday,  4401  Keokuk  Avenue,  Chicago, 
111. 
Hat.t.tgan,    John   Edward,   landsman   for   quartermaster    (A),   United    States 

Naval  Reserve  Force. 

Enlisted:  Boston,  Mas?.,  January  12,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  September  28,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Cousin,  Agnes  Ask,  10  Heinrich  Street,  Waverly,  Mass. 
Haxseth,  Andrew  Martin,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  April  25,  1917. 

Died :  Base  hospital,  Brest,  Prance,  November  5,  1917. 

Cause :  Concussion  of  brain. 

Next  of  kin :  Mother,  Melina  Halseth,  Bemidji,  Minn. 
Haxset,  Robert  Anderson,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  July  23,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next   of   kin:  Wife,    Marjorie   Helen   Halsey,   2679    Woodward   Avenue, 
Highland  Park,  Mich. 
Halstead,  Cliff  Frank,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Eureka,  Calif.,  May  14,  1918. 

Died:  Base  dispensary,  San  Francisco,  Calif.,  October  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lottie  Keniiey,  Rolph,  Calif. 
Halstead,  Harold  Norman,  landsman  for  quartermaster    (A),  United  States 
Navy. 

Enlisted:  Montgomery,  Ala.,  March  31,  1917. 

Died :  United  States  Aeronautical  Attachment  No.  1,  Toulon,  Prance,  July 
31,  1917. 

Cause:  Inranity. 

Next  of  kin :  Father,  Francis  A.  Halstead,  118  Bortime  Street,  Somerville, 
N.  J. 
Halverson,  John,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  December  28,  1911. 

Died:  U.  S.  S.  Maryland,  September  28,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Carrie  Halverson,  Forest  City,  Iowa. 
Halveeson,  Reynold  Joseph,  coxswain.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  27,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Carrie  Halverson,  1723  Lowry  Avenue  NE.,  Minne- 
apolis, Minn. 
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Halverstadt,  Isaac  Fkawklin,  seaman,  second  class,  United  States  Naval  Ke- 
serve  Force. 

Enlisted :  Omaha,  Nebr.,  June  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:   Father,  Frank  V.  Halverstadt,  947   South  Street,  Lincoln, 
Nebr. 
Haman,  Henbt  Geobge,  seaman.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  November  21,  1914. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause :  Lost  life  when  ship  sank. 

Next  of  kin :  Father,  Burt  W.  Haman,  18  Knoerl  Avenue,  Buffalo,  N.  Y. 
Hambeick;,  Feank  Henet,  shipfitter,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  28,  1917. 

Died :  Naval  headquarters,  Paris,  France,  April  18,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Joseph  Early  Hambrick,  Dallas,  Tex. 

Hamee,  Edwaed  Rilet,  oiler.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  March  2,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  25,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Susan  A.  Hamer,  Ridley,  Pa. 
Hamee,  Paul  Milvin,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  March  12,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  April  26,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Carrie  G.  Hamer,  Downey,  Calif. 
Hamilton,   Andeew   Clifeoed,   landsman   for   electrician    (G),   United   States 
Navy. 

Enlisted :  Boston,  Mass.,  June  14,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Hugh  Hamilton,  9  Sheldon  Street,  East  Milton,  Mass. 
Hamilton,  Edqae  William,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  February  23,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Hamilton,  R.  F.  D.,  box  103,  Yakima,  Wash. 
Hamilton,  Emmett  Wayne,  fireman,  third  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  15,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Wright  Hamilton,  route  1,  Blackwater,  Mo. 
Hamilton,  James  Heney,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Fernandina,  Fla.,  June  1,  1918. 

Died :  U.  S.  S.  Solace,  October  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Pearl  Hamilton,  288  Division  Street,  Fernandina,  Fla, 
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Hamilton,  Louis  Fbancis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Portland,  Me.,  May  29,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  Edna  Hamilton,  Chebeaque  Island,  Me. 
Hamilton,  Pateick  Leo,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Louisville,  Ky.,  June  6,  1918. 
Died:  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 

Nest  of  kin :  Mother,  Ellen  Hamilton,  Whitesvi,lle,  Ky. 
HAMII.TON,  WiiiiAM  Hall,  water  tender.  United  States  Navy. 
Enlisted:  Dallas,  Tex.,  January  17,  1914. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 
Next  of  kin :  Father,  John  E.  Hamilton,  Dombey,  Okla. 
Hamlett,  Francis  Aloysitjs,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Brooklyn,  N.  Y.,  February  4,  1916. 
Died :  Navy  yard.  Mare  Island,  Calif.,  October  17,  1918. 
Cause:  Influenza. 

Next  of  kin:   Father,  Frederick  Hamlett,   614   Sixty-first   Street,   Brook- 
lyn, N.  Y. 
Hammel,  William  Nichols,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  January  4,  1916. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  June  5,  1917. 
Cause:  Arthritis,  acute. 

Next  of  kin:  Brother,  Henry  Hainuiel,  Preston,  III. 
Hammee,  Jas.  Mabtin,  seaman.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  April  16,  1917. 
Died :  Lincoln  Hospital,  New  York,  N.  Y.,  December  15,  1917. 
Cause :  Poisoned  by  illuminating  gas. 

Next  of  kin:  Father,  Thos.  Hammer,  388  East  One  Hundred  and  Thirty- 
sixth  Street,  New  York,  N.  Y. 
Hammon,  William  Adolph,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 
Enlisted:  Philadelphia,  Pa.,  July. 3,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :   Father,   William   Walker   Hammon,   4921  North   Warnock 
Street,  Philadelphia,  Pa. 
Hammond,  Harey  Vincent,  hospital  apprentice,  first  class.  United  States  Navy, 
Enlisted :  Cincinnati,  Ohio,  June  4,  1917. 
Died :  Naval  hospital.  New  York,  N.  Y.,  March  10,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :   Sister,  Mary  Wisenberger,   19  Greenlaw  Avenue,  Colorado, 
Ohio. 
Hammond,  James  Tyler,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 
EnUsted :  Washington,  D.  C,  July  17,  1918. 
Died :  Naval  hospital,  naval  base,  Norfolk,  Va.,  October  8,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,  Beatrix  Hammond,  Frankfort,  Mich. 
174483—20 22 
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Hammond,  Johnston  Lee,  landsman  for  yeoman.  United  States  Naval  Keserve 
Force. 

Enlisted :  Louisville,  Ky.,  July  16,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25, 1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Elizabeth  Hammond,  Pleasureville,  Ky. 
Hammons,  Willie  Thomas,  Jr.,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Louisville,  Ky.,  May  20,  1918. 

Died :  Royal  hospital,  Queensferry,  Scotland,  October  31,  1918. 

Cause;  Pneumonia. 

Next  of  kin :  Mother,  Cora  Elmore  Mansfield,  133  Estill  Avenue,  Richmond, 
Ky. 
HamNee,  Rtwus  Chester,  engineman,  second  class.  United  States  Navy. 

Enlisted :  DaUas,  Tex.,  January  2,  1918. 

Died :  U.  S.  S.  Middlesex,  September  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Martelia  Hamner,  Knox  City,  Tex. 
Hampei,,  William  Herman,  oiler,  United  States  Navy. 

Enlisted :  Milvsraukee,  Wis.,  April  15,  1910. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Lost  vs^hen  vessel  was  sunk. 

Next  of  kin :  Father,  Charles  Hampei,  RandvlUe,  Mich. 
Hampton,  Loyd  John,  water  tender.  United  States  Navy. 

Enlisted :    Richmond,  Va.,  December  23,  1916. 

Died :  U.  S.  S.  Chemung,  December  12,  1917. 

Cause :  Result  of  fire  on  board  vessel. 

Next  of  kin :  Mother,  Mary  J.  Gilley,  Bamboo,  N.  C. 
Hanbt,  Joseph  Chandler,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  July  19,  1918. 

Died :  Naval  hospital,'  Puget  Sound,  Wash.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Uncle,  Joseph  Ignatius,  1621  Union  Street,  Wilmington,  Del. 
Hanokel,  Richardson  Miles,  quartermaster,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Charleston,  S.  C,  April  17,  1917. 

Died :  Naval  hospital,  naval  base,  Gibraltar,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Francis  Stewart  Hanckel,  6  Thomas  Street,  Charles- 
ton, S.  C. 
Hancock,  Fred,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  December  12,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Jane  Mary  Hancock,  Renton,  Wash. 
Handley,  Herbert  Lee,   seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Raleigh,  N.  C,  July  6,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  March  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  James  M.  Handley,  R.  F.  D.  3,  Goldsboro,  N.  C. 
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Hanet,  Golden  Heebert,  seamaii,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  8, 1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Wilson  Marion  Haney,  route  6,  Topeka,  Kans. 
Hanft,  Ben,  machinist's  mate,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  16,  1917. 

Died :  Pelham  Bay  Park,  N.  Y.,  March  15,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Morris  Hanft,  188  Clymar  Street,  Brooklyn,  N.  Y. 
Hanigan,  Chester  Garfield  M.,  chief  pharmacist's  mate.  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  August  25,  1915. 

Died  :  Naval  headquarters,  Paris,  March  31,  1918. 

Cause :  Dilation  of  stomach. 

Next  of  kin  :  Sister,  Mrs.  Harry  Wagner,  Sixth  and  Hellam  Streets,  Wrights- 
ville.  Pa. 
Hanish,  Edward  Carl,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Frank  Hanish,  Phillips,  Wis. 
Hankins,   Cecil  Lotd,  landsman  for   machinist's  mate    (A),  United   States 
Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  July  22,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  1,  1917. 

Cause :  Influenza. 

Next  of  ]dn :  Wife,  Elizabeth  Mary  Hankins,  Wentworth,  S.  Dak. 
Hanlbt,  Daniel  Sylvester,  bugler.  United  States  Naval  Reserve  Force. 

EnUsted :  Pelham  Bay  Park,  N.  Y.,  Juie  11,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  Hanley,  400  West  Twenty-ninth  Street,  New 
York,  N.  Y. 
Hanley,  Edward  Joseph,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  5,  1917. 

Died :  U.  S.  S.  Charleston,  March  12,  1918. 

Cause:  Drowned. 

Next  of  kin:  Mother,  Susan  Hanley,  Lewis  and  Ashland  Streets,  Phila- 
delphia, Pa. 
Hanlin,  Jesse  Samuel,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Alice  Hanlin,  212  Holderness  Street,  Atlanta,  Ga. 
Hann,  Alvin  Fairbank,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Baltimore,  Md.,  May  22,  1917. 

Died :  U.  S.  S.  LaJcemoor,  April  11,  1918. 

Cause:  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Jacob  Hann,  jr.,  Catonsville,  Md. 
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HANNrBAi,  Albert  Heeman,  apprentice  seaman,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  July  29,  1918. 
Died :  Navy  yard,  Mare  Island,  Calif.,  October  18,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Augusta  A.  Hannibal,  2043  East  Fair  Avenue,   St. 
Louis,  Mo. 

Hansen,  Gael  Joegan,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  January  29,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  May  6,  1917. 

Cause:  Suppurative  pleurisy. 

Next  of  kin :  Mother,  Mrs.  Kanna  Lund,  box  207,  Snyder,  Nebr. 
Hansen,  Feedeeick  H.,  boatswain's  mate,  second  class,  United  States  Naval 
Eeserve  Force. 

Enlisted :  New  Tork,  N.  Y.,  January  29,  1918. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Julia  Hansen,  16  Fifth  Street,  Weehawken,  N.  J. 
Hansen,  Hans,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  August  31,  1915. 

Died :  U.  S.  S.  Pensacola,  April  7,  1918. 

Cause :  Heart  failure. 

Next  of  kin :  Brother,  Arck  Hansen,  Stavanger,  Norway. 
Hansen,  Haekt  Moeeis,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  28,  1917. 

Died :  St.  Catherine's  Hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Abel  Hansen,  Metuchen,  N.  J. 
Hansen,  Heebeet  Constantious,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  August  10,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Atlanta  Hansen,  2415  West  Sixth  Street,  Duluth,  Minn. 
Hansen,  Victoe  Delbeet,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  April  30,  1918. 

Died :  Naval  hospital.  League  Island,  Philadelphia,  Pa.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sophia  C.  Hansen,  R.  F.  D.  No.  2,  Greenville,  Mich. 
Hansett,  Stanley  Axexandee,  seaman.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  January  11,  1917. 

Died :  U.  S.  S.  Solace,  February  4,  1918. 

Cause :  Hemorrhage.  • 

Next  of  kin :  Mother,  Elberta  Hansett,  R.  F.  D.  6,  Schenectady,  N.  Y. 
Hanshaw,  'WnLL^.M  Oscar,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  May  22,  1918. 

Died :  Naval  air  station,  Miami,  E'la.,  October  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Ellen  Hanshaw,  Urbana,  Mo. 
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Hanson,  Aufred  Herman,  musician,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  21,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  April  1,  1918. 

Cause :  Cerebrospinal  fever. ' 

Next  of  kin:   Mother,  Hannah  Hanson,  121  Hesper   Street,  East  Sangua, 
Mass. 
Hanson,  Chakles  Rosseltj,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Minneapolis,  Minn.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Hanson,  Wabash,  Minn. 
Hanson,  Hakold  Anton  Johan,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Chicago,  111.,  June  10,  1918. 

Died :  Mountain  Side  Hospital,  Montclair,  N.  J.,  October  1, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Amanda  Anderson  Hanson,  402  Eleventh  Street,  Rock- 
ford,  111. 
Hanson,  Helmer,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  20,  1917. 

Died :  Naval  hospital.  League  Island,  March  10,  1918. 

Cause:  Result  of  abscess. 

Next  of  kin :  Mother,  Lena  Hanson,  Kingsville,  Tex. 
Hanson,  Henry  Peter,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Seattle,  Wash.,  September  1,  1917. 

Died :  Naval  training  station,  San  Diego,  Calif.,  May  5,  1918. 

Cause:  Drowning. 

Next  of  kin :  Hans  Peter  Hanson,  544  North  Seventy-seventh  Street,  Seattle, 
Wash. 
Hanson,  Lloyd  Christopher,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  January  23,  1917. 

Died :  U.  S.  S.  Shaw,  October  9,  1918. 

Cause :  Lost  life  in  collision. 

Next  of  kin :  Mother,  Cora  May  Hanson,  Oregon  City,  Oreg. 
Hanson,  William  McKinley,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  June  28,  1918. 

Died  :  Naval  hospital.  Naval  base,  Virginia,  October  10, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Anna  Hanson,  Mindore,  Wis. 
Haran,  Thomas  Terrance,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  June  11,  1917. 

Died :  U.  S.  S.  South  Carolina,  July  27,  1918. 

Cause :  Drowning. 

Next  of  kin:  Brother,  Patrick  J.  Hanson,  2709  Tilden  Avenue,  Brooklyn, 
N.  T. 
Harbatjm,  Wesley  William,  machinist's  mate,  first  class  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  June  25,  1918. 

Died :  U.  S.  S.  Pocahontas,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lizzie  Harbaum,  Warrenton,  Mo. 
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Habbebt,  Caul  Einee,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Great  Lakes,  111.,  December  7,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  March  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  Mn:  Mother,  Mrs.  Frederick  Herbert,  Kenosha,  Wis. 
Hakdawat,  Oaeey  Joseph,  landsman  for  yeoman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  June  4,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause:  Missing  from   motor  boat  which  was  returning  to  vessel  with 
liberty  party. 

Next  of  kin :  Mother,  Anna  H.  Hardaway,  40  Salbide  Avenue,  Newman,  Ga. 
Hardee,  Wiixie  Foster,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  June  6,  1917. 

Died:  Naval  hospital,  Gibraltar,  October  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  George  Hardee,  Hammond,  S.  0. 
Haedestt,  Pekct  Raymond,  electrician,  third  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Norfolk,  Va.,  August  21,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Addie  Hardesty,  Newport,  N.  C. 
ELabdin,  Chablie  Elbert,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  June  5,  1917. 

Died :  Naval  hospital.  Fort  Lyons,  Colo.,  March  15,  1918. 

Cause:  Tuberculosis, 

Next  of  kin :  Father,  Joseph  A.  Harris,  Dunnville,  Ky. 
Harding,  Charles  Wesi^y,  water  tender,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  November  4,  1914. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lucy  J.  Harding,  McLouth,  Kans. 
Harding,  John  Wesley,  yeoman,  second  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  July  5,  1916. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowning. 

Next  of  kin:  Mother,  Laura  Worrel  Johnson,  509  Prince  Street,  Borden- 
town,  N.  J. 
Haedman,  John  Stanley,  hospital  apprentice,  first  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Newport,  R.  I.,  May  9,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Ida  M.  Hardman,  309  Pine  Street,  Trinidad,  Colo. 
Hardman,  Milton  Reid,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Des  Moines,  Iowa,  July  24,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Scarlet  fever. 

Next  of  kin :  Mother,  Mollie  Hardman,  Route  1,  Wapello,  Iowa. 
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Habdwick,  Lewis  Herbukt,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  August  11,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Wife,  Myrtice  Stacy  Hardwick,  82  Browns  Avenue,  Atlanta, 
Ga. 
BLiKDT,  Edward  Obee,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  November  27,  1916. 

Died :  Naval  training  station.  Great  Lakes,  111.,  June  4,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Motlier,  Nellie  Ober  Bren,  616  Johnstown  Avenue,  Saline, 
Kans. 
Hakdt,  Lambketh,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  7,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  James  P.  Hardy,  Sarepta,  Miss. 
Habdtman,  Willis  Chakles,  fireman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  August  14,  lois. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Charles  R.  Hardyman,  624  Spruce  Street,  Quincy,  111. 
Hake,  Hakold  Nelson,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  June  25,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Walter  Hare,  Falrbury,  Nebr. 
Haegis,  Ben  Eakl,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  May  5,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  28,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Emma  Lue  Hargis,  Achille,  Okla. 
BLaegbove,  Frank  Elmer,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  May  23,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  July  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Hiram  H.  Hargrove,  Waterloo,  Iowa. 
Hargrove,  Wapley,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  William  Hargrove,  Farmington,  Ky. 
Harlan,  George  Clark,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  George  William  Harlan,  Ottersville,  Mo. 
Haeless,  Rot  Clarence,  landsman  for  yeoman.  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  July  17,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Rhoda  Harless,  1019  Eleventh  Street,  Huntington,  W.  Va. 
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Haeley,  Joseph  Eael,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Charleston,  S.  C,  April  7,  1917. 

Died :  U.  S.  S.  Winslow,  January  11,  1918. 

Cause :  Lost  overboard. 

Next  of  kin :  Mother,  Mary  Alice  Harley,  Allendale,  S.  C. 
Habman,  Albert  Tuknee,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  December  8,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  3,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Edna  May  Harman,  Paoll,  Okla. 
Haeman,  John  Randolph,  yeoman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  August  6,  1918. 

Died :  Washington,  D.  C,  October  23,  1918. 

Cause :  Influenza  and  pneumonia. 

Next  of  kin:  Mother,  Bugina  Edwards  Harman,  1900  Florida  Avenue  NW., 
Washington,  D.  G. 
Haemon,  William  Geedes,  electrician,  second  class  (R),  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  June  2,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin :  Father,  William  Claiborne  Harmon,  1756  Lee  Avenue  West, 
East  Birmingham,  Ala. 
Harold,  David  Abe,  mess  attendant,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Meridian,  Miss.,  May  7,  1918. 

Died :  Navy  Base  Hospital  No.  5,  November  1,  1918. 

Cause:  Pleurisy. 

Next  of  kin:  Wife,  Edith  Harold,  3  Long  Place,  Vicksburg,  Miss. 
Haeoth,  Frank,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  May  23,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  5,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Adelaide  Haroth,  62  Boyd  Avenue,  Jersey  City,  N.  J. 
Haep,  George  Myeon,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  June  17,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Carrie  Harp,  R.  F.  D.  4,  Roadhouse,  111. 
Haepee,  Howaed  Webster,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Houston,  Tex.,  June  6,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  March  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Cordelia  Yoke,  Normangee,  Tex. 
Haepee,  Ulric  Samuel,  seaman.  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  April  18,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin  :  Mother,  Millie  Harper,  Toddville,  S.  G. 
Harper,  Wiltjam  Fred,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  5,  1917. 

Died :  New  York,  N.  Y.,  October  17,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Robert  L.  Harper,  Sendrift,  Tex. 
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Hakkelson,  John,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  July  12,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Hazel  Sullivan,  Randolph,  111. 
Haemman,  Hovtaed  Joseph,  musician,  second  class.  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  November  8,  1917. 

Died:  Naval  operating  base,  Hampton  Roads,  Va.,  January  12,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Jacob  Harriman,  434  East  Randolph  Street,  Balti- 
more, Md. 
Habkington,   Edd  Leon,  fireman,   third  class.   United   States  Naval  Reserve 
Force. 

Enlisted:  Meridian,  Miss.,  July  19,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  24,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Edd  Harrington,  Woodland,  Miss. 
Harrington,  Vhsgil  Edgar,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  March  29,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Died  when  vessel  sunk. 

Next  of  kin :  Mother,  Belle  Harrington,  Ashland,  Okla. 
Harrington,  Whiiam  Eugene,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Raleigh,  N.  C,  July  2,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mrs.  R.  L:  Isball,  Lenoir,  N.  C. 
Harris,  Ausert  Russel,  fireman,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  May  20,  1918. 

Died:  U.  S.  S.  Mercy,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Harris,  B.  R.  1,  Santa  Claus,  Ind. 
Harris,  John  Daniel,  machinist's  mate,  first  class  (A),  United  States  Navy. 

Enlisted:  Raleigh,  N.  C,  July  28,  1917. 

Died :  Naval  aeronautic  station,  Pensacola,  Fla.,  October  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Anthony  D.  Harris,  Warrenton,  N.  C. 
Harris,  John  Henry,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Little  Bock,  Ark.,  June  4,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  J.  E.  Harris,  Gillham,  Ark. 
Harris,  John  Marshall,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Fresno,  Calif.,  August  28,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mattie  Harris,  Nipinnawasee,  Calif. 
Harris,  Kirk  Muneoe,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  January  22,  1913. 

Died :  Naval  hospital,  Canacao,  P.  I.,  July  2,  1917. 

Cause :  Fracture  of  temporal  bone. 

Next  of  kin :  Father,  John  B.  Harris,  Denton,  Nebr. 
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Habeis,  Paui,  John,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati.  Ohio,  December  10,  1917. 

Died :  TJ.  S.  S.  San  Diego,  July  19,  1918. 

Cause:  Drowned. 

Next  of  kin:  Father,  John  W.  Harris,  2522  Hackherry  Street,  Cincinnati, 
Ohio. 
Habbis,  Thomas  Baldwin,  musician,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  April  25,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  December  22,  1917. 

Cause:  Diabetes. 

Next  of  kin :  Mother,  Mary  Alice  Harris,  Oran,  Mo. 
Habbis,  Samuel  Elmo,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  19,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  5,  1918. 

Cause:  Pemphigus. 

Next  of  kin :  Mother,  Eugene  Harris,  Ashland  City,  Tenn. 
Haeeison,  Claude  Russel,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  July  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ida  M.  Harrison,  175  Gary  Street,  Spartanburg,  S.  C. 
Haeeison,  Cliffoed  Mteos,  machinst's  mate,  first  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  February  23,  1918. 

Died :  Naval  hospital,  Pfelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Irvin  Harrison,  R.  2,  Reedsburg,  Wis. 
Haeeison,  Eabnest,  mess  attendant,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  June  11,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Uncle,  Henry  Pool,  Tyler,  Ala. 

Haeeison,  Haevet,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  7,  1918. 

Died:  U.  S.  S.  Westover,  July  11,  1918. 

Cause:  Drowned. 

Next  of  kin :  Dora  Harrison,  mother,  NoblesviUe,  Ind. 
Haeeison,  Maek  Jenings,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  1,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  20, 1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Henry  Harrison,  574  Third  Street,  San  Francisco, 
Calif. 
Haeeison,  Rilet  Byeon,  landsman  for  machinist's  mate.  United  States  Naval 
Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  July  22,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Leathe  J.  Harrison,  Savannah,  Tenn. 
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Haerison,  Rupeet  Asa,  yeoman,  second  class.  United  States  Navy. 
Enlisted :  Oklahoma  City,  Okla.,  April  13,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Lulu  Harrison,  308  West  Adams  Street,  McAlester, 
Okla. 

Hakeison,  William  James,  landsman  for  electrician  (R.),  United  States  Naval 
Reserve  Force. 

Enlisted:  Cincinnati,  Ohio,  April  29,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Anna  Harrison,  2637  Melrose  Avenue,  Cincinnati,  Ohio. 
Habkt,  Viegil  Hughes,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Pittsburgh,  Pa.,  May  15,  1918. 

Died :  U.  S.  S.  Alabama,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  W.  Harry,  Mercer,  Pa. 
Haet,  Bket,  apprentice  seaman,  United  States  Navy. 

EnUsted :  AUanta,  Ga.,  April  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  15,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Henrietta  Raulerson  Hart,  Mascotta,  Fla. 
Haet,  Cableton  Rae,  electrician,  first  class  (G.),  United  States  Navy. 

Enlisted:  Philadelphia,' Pa.,  October  5,  1914. 

Died :  Naval  hospital.  League  Island,  Pa.,  March  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin:   Father,   Barnet  Hart,  231  North  Hobart   Street,   Philadel- 
phia, Pa. 
Haet,  Iva  Thompson,  gunner's  mate,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Houston,  Tex.,  June  11,  1917. 

Died :  Naval  hospital.  League  Island,  Pa.,  October  18,  1918. 

Cause :  Influenza.  ^ 

Next  of  kin :  Father,  Eli  S.  Hart,  Kountze,  Tex. 
Haet,  John  Joseph,  seaman,  second  class.  United  States  Navy. 

'Enlisted :  Buffalo,  N.  Y.,.  April  14,  1916. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  5,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Lillian  Root,  4824  Hawley  Street,  Rochester,  N.  Y. 

Haet,   Joseph  Edwaed,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  December  5,  1917. 

Died:  Boston,  Mass.,   September  21,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Mary  C.  Hart,  22  Victoria  Street,  Dorchester,  Mass. 
Haet,  Leonabd  Andebw,  ship  fltter,  second  class.  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  June  2,  1917. 

Died:  U.  S.  S.  Pittsburgh,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Grace  L.  Hart,  2125  Shirley  Avenue,  Revere,  Mass. 
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Habt,  Lyman  Lee,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Grand  Rapids,  Mich.,  July  30,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  January  28,  1918. 
Cause:  Pleurisy,  suppurative. 
Next  of  kin :  Mother,  Una  Hart,  Hart,  Mich. 
Habt,  Ralph  Eugene,   landsman   for  yeoman.   United   States  Naval  Reserve 

Force. 
Enlisted :  Detroit,  Mich.,  July  3,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Charlotte  Emily  Hart,  1415  Carleton  St.,  Port  Huron, 

Mich. 
Haet,  William  Frank,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Nevi'ark,  N.  Y.,  May  7,  1917. 
Died :  Naval  hospital.  New  York,  N.  Y.,  February  11,  1918. 
Cause :  Valvular  disease. 

Next  of  kin :  Sister,  Catherine  Walsh,  4  Mill  Road,  Jersey  City,  N.  J. 
Haet,  William  James,  fireman,  third  class.  United  States  Naval  Reserve  Force. 
Enlisted :  New  Haven,  Conn.,  May  14,  1918. 

Died:  Marine  hospital,  Stapleton,  Staten  Island,  N.  Y.,  October  12,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Jennie  Janet  Hart,  115  Smalley  Street,  New  Britain, 

Conn. 
Haktle,  Obein  Feancis,  machinist's  mate,  second  class.  United  States  Naval 

Reserve  Force. 
Enlisted :  Naval  Home,  Philadelphia,  Pa.,  December  13,  1917. 
Died :  Naval  aviation  forces,  foreign  service,  August  17,  1918. 
Cause:  Killed  in  aeroplane  accident. 

Next  of  kin :  Father,  Michael  Hartle,  4045  Cabinet  Street,  Pittsburgh,  Pa. 
Haetlet,  Thomas  Bowman,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Seattle,  Wash.,  November  19,  1917. 
Died:  U.  S.  S.  Pittsburgh,  October  18,  1918. 
Cause :   Broncho-pneumonia. 
Next  of  kin :  Wife,  Lillian  Alice  Hartley,  J21  Sixth  Avenue  SW.,  Puyallup, 

Wash. 
Haetlet,  William  Heney,  fireman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted:  Boston,  Mass.,  November  21,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  8,  1918. 
Cause :    Influenza. 

Next  of  kin :  Wife,  Catherine  Hartley,  202  Fresno  Street,  Revere,  Mass. 
Haetman,  Geoege  Cltde,  electrician,  first  class.  United  States  Navy. 
Enlisted:  Des  Moines,  Iowa,  June  9,  1916. 
Died:  U.  S.  S.  Manley,  March  19,  1918. 
Cause :  Result  of  injuries  received  in  explosion  on  vessel. 
Next   of  kin:   Mother,   Laura   Hartman,   1514   West  Thirteenth    Street, 

Columbus,  Nebr. 
Haktman,  Lestee  Oein,  fireman,  first  class,  United  States  Navy. 
Enlisted:  Omaha,  Nebr.,  July  5,  1916. 
Died:  U.  S.  S.  Manley,  March  19,  1918. 
Cause:  Killed  in  explosion  on  board  ship. 
Next  of  kin:  Father,  Oliver  W.  Hartman,  1514  West  Thirteenth  Street, 

Columbus,  Nebr. 
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Habtman,  Rxttus  Polk,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enlisted:  Scranton,  Pa.,  March  26,  1918. 
Died:  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 
Cause :    Pneumonia. 

Next  of  kin :  Mother,  Alimina  Hartman,  Benton,  Pa. 
Haetnett,  Arthub  Atjgijstine,  seaman,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  December  15,  1916. 
Died :  U.  S.  S.  Oeark,  November  3,  1918. 
Cause :   Pneumonia. 
Next  of  kin :  Mother,  Lillian  M.  Hartnett,  109  Warren  Street,  Oharlestown, 

Mass. 
Haetnett,  John,  Jr.,  chief  boatswain's  mate.  United  States  Naval  Reserve 

Force. 
Enlisted:  New  York,  N.  Y.,  April  21,  1917. 
Died:  Naval  Hospital  No.  5,  September  17,  1918. 
Cause:   Pneumonia,  lobar. 
Next  of  kin:  Father,  John  Hartnett,  sr.,  80  St.  James  Place,  Brooklyn, 

N.T. 
Habtshoen,  t.t.f.wct.t.vn  p.,  hospital  apprentice,  first  class.  United  States  Naval 

Reserve   Force. 
EnUsted:  Hoquaim,  Wash.,  July  12,  1917. 
Died :  Dunwoody  Institute,  Minneapolis,  Minn.,  April  1,  1918. 
Cause :    Libar   pneumonia. 

Next  of  kin :  Father,  John  L.  Hartshorn,  709  BlufE  Avenue,  Hoquaim,  Wash. 
Habtt,  Haeold  Joseph,  carpenter's  mate,  third  class.  United  States  Naval  Re- 
serve Force. 
EnUsted:  Detroit,  Mich.,  May  20,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Rebecca  A.  Harty,  112  Grand  Avenue,  Allegan,  Mich. 
Haevet,  Aubkey  EtTLON,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  August  20,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  November  15,  1917. 
Cause :   Acute   appendicitis. 
Next  of  kin :  Father,  Abner  Browr  Harvey,  Cumberland  Furnace,  R.  F.  D. 

2,  Tenn. 
Haevey,  Geoege  Goodsell,  hospital  apprentice,  first  class.  United  States  Naval 

Reserve  Force. 
Enlisted:  San  Francisco,  Calif.,  November  22,  1917. 
Died:  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 
Cause :  Influenza. 
Next  of  kin :  Mother,  Tilly  A.  Barton,  1525  First  Street,  Sacramento,  Calif. 

Haevey,  Le  Roy  Peaece,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enlisted:  Philadelphia,  Pa.,  May  13,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Mother,  Minnie  Pearce  Harvey,  503  McCabe  Avenue,  Bradley 

Beach,  N.  J. 
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Haevie,  Leo  Shott,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  5,  1915. 

Died :  Naval  aviation  forces  in  Prance,  March  2,  1918. 

Cause :  Killed  in  seaplane  accident. 

Next  of  kin :  Mother,  Belle  Harvie,  Erlinger,  Ind. 
Habwood,  John  Edgae,  seaman,  second!  class.  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  March  26,  1918. 

Died :  U.  S.  S.  Brant,  October  22,  1918. 

Cause:  Drowned. 

Next  of  kin:  Mother,  Lucy  Effie  Harwood,  Berea,  Ky. 
Hasenaueb,  Gael  Claeence,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Buffalo,  N.  Y.,  April  18,  1918. 

Died :  Naval  hospital.  Great  Lakes,  lU.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Rochus  Hasenauer,  321  Emerson  Street,  Rochester, 
N.  Y. 
Hasingee,  Richaed  Coyle,  quartermaster,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  April  22,  1917. 

Died :  U.  S.  submarine  chaser  No.  209,  August  27,  1918. 

Cause :  Lost  life  when  submarine  chaser  was  sunk. 

Next  of  kin:  Mother,  Emma  Esther  Haslnger  McGorley,  810  Pine  Street, 
Wilmington,  Del. 
Haskell,  Phillips,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  December  7,  1917. 

Died :  Quarantine  station,  Gallops  Island,  September  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Wife,  Ruth  B.  Haskell,  163  Washington  Street,  Gloucester, 
Mass. 
Haskett,  Leonaed  Alonzo,  Jr.,  boatswain's  mate,  second  class.  United  States 
Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  April  7,  1917. 

Died:  Submarine  chaser  No.  209,  August  27,  1918. 

Cause:  Lost  life  when  submarine  chaser  No.  209  was  sunk. 

Next  of  kin :  Mother,  Agnes  M.  Haskett,  801  South  Allison  Street,  Philadel- 
phia, Pa. 
Hasleb,  Feed  Beenaed,  machinist's  mate,  second!  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  New  London,  Conn.,  April  3,  1918. 

Died:  Naval  hospital,  New  London,  October  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Bernard  Hasler,  TaftviUe,  Conn. 
Hatch,  Chaeles  Sidney,  chief  yeoman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  February  24,  1916. 

Died :  Naval  hospital.  Fort  Lyons,  Colo.,  August  21,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  Calvin  A.  Hatch,  Berwick,  Me. 
Hatch,  Hyatt  Claie,  Jr.,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  May  20,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  30, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Edith  Armstrong  Hatch,  Atlanta,  N.  Y. 
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Hatchee,  Joseph  Mebeian,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Richmond,  Va.,  June  4,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Dillie  Hatcher,  405  Clay  Street,  Richmond,  Va. 
Hatcher,  Waeeen  Johnson,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  March  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  24, 1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Austin  Hatcher,  R.  No.  3,  Berkley,  Va. 
Hathaway,  Herbert  Edward,  seaman,  second  class,  United  States  Navy. 

BnUsted :  Cincinnati,  Ohio,  June  ?0,  1917. 

Died :  Naval  hospital.  New  York,  March  5,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Father,  William  Hathaway,  854  Lockbourne  Avenue,  Columbus, 
Ohio. 
Hatton,  Isaac  Franklin,  gunner's  mate,  third  class.  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  January  25,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Isaac  T.  Hatton,  Elmer,  Okla. 
Hauck,  Dewey  Hopson,  machinist's  mate,  second  class.  United  States  Navy. 

EnUsted :  Cincinnati,  Ohio,  December  11,  1916. 

Died :  U.  S.  S.  Charleston,  October  3, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Stepmother,  Elizabeth  F.  Hauck,  92  Main  Street,  Aurora,  111. 
Havel,  Edward,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  VS'^is.,  June  6,  1918. 

Died :  Navy  rifle  range,  Peekskill,  N.  Y.,  October  25,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Barbara  Havel,  box  92,  Algoma,  Wis. 
Havens,  Henry  Boaedman,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  June  30,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  15, 1918. 

Cause :  Suppurative  pleurisy. 

Next  of  kin :  Father,  Charles  Havens,  25  Murray  Street,  Newark,  N.  J. 
Hawkins,  Edward,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  November  26,  1917. 

Died :  U.  S.  S.  Minneapolis,  March  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Agnes  Hawkins,  229  East  Third  Street,  Frankfort,  Ky. 
Hawkins,  Frank  Augusta,  ship's  cook,  third  class.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  11,  1917. 

Died :  Naval  training  station.  Great  Lakes,  111.,  July  21,  1918. 

Cause:  Fracture  of  skull. 

Next  of  kin :  Father,  Nathan  Hawkins,  Roane,  Tex. 
Hawkins,  Gordon  Ernest,  seaman.  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  June  10,  1917. 

Died :  Submarine  chaser  No.  271,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Nannie  Hawkins,  R.  F.  D.  1,  Woodlawn,  Tenn. 
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Hawkins,  Leonaed  Hhison,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  22,  1917. 

Died :  U.  S.  S.  Delaware,  July  26,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Jolin  Hawkins,  277  Minniford  Avenue,  City  Island, 
N.  Y. 
Hawkins,  Oevillb  Peebt,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  June  30,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  April  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  John  C.  Hawkins,  1005  Woodlavm  Avenue,  Middle- 
town,  Ohio. 
Hawlet,  Haeold,  fireman,  third  class,  Urfited  States  Naval  Keserve  Force. 

Enlisted :  Chicago,  111.,  May  1,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  17,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Minnie  Smith  Anderson,  1260  Victor  Avenue,  Chi- 
cago, 111. 
Hawlet,  John  Caeolan,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  IlL,  July  20,  1918. 

Died:  Hinton,  W.  Va.,  September  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Katherine  Helen  Hawley,  box  74,  Gilberts,  111. 
Hawlet,   John  Maueioe,  fireman,   third  class.  United   States  Naval  Reserve 
Force. 

Enlisted:    Detroit,  Mich.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mattie  Bender  Hawley,  Hart,  Mich. 

Hawthobne,  John  Paekee,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
EnUsted :  New  York,  N.  Y.,  April  10,  1917. 
Died :  U.  S.  S.  Rutoma,  S.  P.  No.  78,  March  26,  1918. 
Cause:  Lost  overboard. 
Next  of  kin:  Father,  Abram  Hawthorne,  122  Hague  Street,  Jersey  City, 

N.  J. 

Hates,  Beetha  Rtan,  yeoman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  April  29,  1918. 

Died :  Georgetown  University  Hospital,  Washington,  D.  C,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lillie  Webb  Hayes,  717  Tenth  Street  SE.,  Washing- 
ton, D.  C. 

Hayes,  James  Edwaed,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  Chicago,  111.,  August  6,  1918.    . 
Died :  Naval  hospital.  Great  Lakes,  lU.,  September  25,  1918. 
Cause:  Influenza. 

Next  of  kin:  Father,  Laurence  Joseph  Hayes,  869  Linden  Avenue,  Wln- 
netka,  111. 
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Hi.YES,  Jesse  James,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  May  9,  191S. 

Died :  Naval  hospital,  Great  Lakes,  III.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Green  Berry  Hayes,  Pleasant  Hill,  Mo. 
Hayes,  Raymond  Theodore,  fireman,  third  class,  United  States  Naval  Reserve 
Forca 

Enlisted:  Cincinnati,  Ohio,  July  15,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Hattie  GUdow  Williams,  Utica,  Ohio. 
Haynes,  Eveket  Wann,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Little  Rock,  Ark.,  August  3,  1918. 

Died  :  Naval  hospital.  New  Orleans,  La.,  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  J.  T.  Haynes,  Williford,  Ark. 
Haynes,  Taylor  Nuni^ty,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Birmingham,  Ala.,  June  4,  1918. 

Died :  U.  S.  S.  Nevada,  October  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Green  Cory  Haynes,  Ashland,  Ala. 
Hays,  James  A.  Gabfield,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Parkersburg,  W.  Va.,  June  25,  1918. 

Died :  Naval  hospital.  Naval  Base,  Va.,  September  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Christopher  C.  Hays,  Salem,  W.  Va. 
Hays,  Waxteb  Joseph,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918.  , 

Cause :  Influenza. 

Next  of  kin :  Father,  John  William  Hays,  8  South  Jefferson  Avenue,  St. 
Louis,  Mo. 
Haytas,  John  Michael,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Cleveland,  Ohio,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  Hi.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Andrevy  Haytas,  1042  East  Seventy -first  Street,  Cleve- 
land, Ohio. 
Haywabd,  Eenest  Eugene,  engineman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  April  29,  1918. 

Died :  Norfolk,  Va.,  June  20,  1918. 

Cause :  Suicide,  poison  by  carbon  monoxide. 

Next  of  kin :  Mrs.  Elnore  Hayvs^ard,  Kalkasks,  Mich. 
BLatwobth,  Lestee  Kenneth,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  April  17,  1917. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  May  7,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Uncle,  Guy  Hayworth,  Mathews,  Ind. 

17448a— 20 2S 
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Hazlett,  Clabence  Aveet,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  August  7,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Allen  Hazlett,  Rush,  Ky. 
Head,  Newton  Roy,  seaman.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  January  29,  1915. 

Died :  Armed  guard,  steamship  Finland,  October  28, 1917. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Virginia  B.  Head,  Cleveland,  Ga. 
HEADI.ET,  Leonakd  Edwin,  Seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Baltimore,  Md.,  June  4, 1917. 

Died :  Norfolk,  Va.,  February  28,.  1918. 

Cause :  Acute  indigestion. 

Next  of  kin :  Father,  Louis  E.  Headley,  Cowart,  Va. 
Healy,  Patbick  Joseph,  storekeeper,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  March  7, 1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  26, 1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Andrew  F.  Healy,  10  Beacon  Avenue,  Holyoke,  Mass. 
Heaney,  Fbancis  Joseph,  machinist's  mate,  second  class  (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  San  Francisco,  Calif.,  June  5,  ]918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  8,  1918. 

Cause:  Influenza  and  broncho-pneumonia. 

Next  of  kin:  Father,  Francis  J.  Heaney,  374  Twenty-second  Avenue,  San 
Francisco,  Calif. 
Heap,  Beet,  flreman,  third  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  December  7,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5, 1918. 

Cause :  Lost  life  in  battle  with  enemy  submarine. 

Next  of  kin :  Mother,  Abby  Heap,  East  Ninth  Street,  San  Bernardino,  Calif. 
Heard,  Clatjde  Haewood,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  December  22, 1916. 

Died :  U.  S.  S.  Shaw,  October  9,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Brother,  Perry  Heard,  Marshall,  Tex. 
Heabn,  Thomas,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Great  Lakes,  111.,  April  18, 1917. 

Died :  U.  S.  S.  Marietta,  October  17,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  M.  A.  Hearn,  6422  Wayne  Avenue,  Chicago,  111. 
Heateb,  John  Wiiiiam,  flreman,  third  class.  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  November  27, 1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30, 1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  James  F.  Heater,  Dawson,  Nebr. 
Heath,  Leon,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  November  19,  1917. 

Died :  U.  S.  S.  Mount  Vemon,  September  5, 1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Clara  Heath,  R.  F.  D.  2,  Hinckley.  Minn. 
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Hkath,  Samuel,  chief  water  tender,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  January  5,  1917. 

Died :  Navy  recruiting  station,  Greenville,  S.  0.,  November  26,  1917. 

Cause:  ICilled  in  auto  accident. 

Next  of  kin  :  Aunt,  Margaret  McAllister,  4738  Bishop  Street,  Chicago,  111. 
HKdKEc.,  WiLBUK  Stanley,  painter,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  May  1,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin:  Laura  Heckel,  2828  Erie  Avenue,  Cincinnati,  Ohio. 
HECKBatT,  William  Paul,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  June  17,  1918. 

Died :  Quarantine  station,  Gallops  Island,  September  23, 1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Father,  William  H.  Heckert,  Bakerston,  Pa. 
EteDGES,  William  Heney,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Philadelphia,  Pa.,  April  25,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  August  27,  1917. 

Cause:  Meningitis,  cerebro. 

Next  of  kin :  Mother,  Elizabeth  Hedges,  5549  Pulaski  Avenue,  Philadelphia, 
Pa. 
Hedglin,  Floyd  Herbert,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  27,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31, 1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  Bert  R.  Hedglin,  Eddyville,  Nebr. 
Hedlund,  Leonard,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  July  11,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Harry  D.  Hedlund,  2458  Blaine  Place,  Chicago,  111. 
Heend,  Benjamin,  landsman  for  electrician  (R.),  United  States  Naval  Reserve 
Force. 

EnUsted :  Chicago,  111.,  May  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Abel  Heend,  816  Sixty-flrst  Street,  Chicago,  111. 
Heebman,  Arthur  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  5,  1917. 

Died :  U.  S.  S.  Montauk,  February  12,  1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Mother,  Anless  Elizabeth  Heerman  Brown,  67  Eleventh  Street, 
Whitestone,  Long  Island,  N.  Y. 
Heese,  Henry  Erwin,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  June  24,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Olga  Heese,  207  Perry  Street,  Fort  Atkinson,  Wis. 
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Heffban,  Ross  Raymond,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  Marcli  22,  1918. 

Cause:  Broncho-pneumonia. 

Died :  Naval  hospital.  Great  Lakes,  111.,  April  23,  1918. 

Next  of  kin :  Mother,  Sarah  Heffran,  602  North  First  Street,  Rockford,  111. 
Hetfeeman,  John  Fbancis,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  T.,  March  8,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  30,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Katherine  Hefferman,  44  Jackson  Avenue,  Rutherford, 
N.  J. 
Hegna,  Clifford  Oliver,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  4,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  November  20,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Hegna,  Hayfield,  Minn. 
Heid,  William  Henry,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Nevr  Haven,  Conn.,  June  25,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Hacob  Heid,  527  Carroll  Avenue,  Bridgeport, 
Conn. 
Heidenreich,  Walter  Edgar,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Puget  Sound,  Wash.,  July  25,  1918. 

Died :  Seattle,  Wash.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Marguarlte  Heidenreich,  Friday  Harbor,  Wash. 
Heidenreich,  William  Frederick,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  February  23,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  26,  1918. 

Cause:  Endocarditis,  acute. 

Next  of  kin :  Father,  John  Heidenrich,  Jefferson  Street,  Follansbee,  W.  Va. 
Hell,  Robert  Emmett,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  August  10,  1917. 

Died :  Receiving  ship  at  Philadelphia,  Pa.,  August  26,  1917. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Mary  Heil,  G3  Maple  Avenue,  Rosebank,  Staten  Island, 
N.  Y. 

Heimkreiter,  George  Frederick,  seaman,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  July  26,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Mary  Heimkreiter,  23G3  Ohio  Avenue,  Cincinnati,  Ohio. 
Heinen,  Leo  Alfred,  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  April  25,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Heinen,  620  Ottawa  Avenue,  St.  Paul,  Minn. 
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Hexssenbtjttel,  Mabtin  Philip,  machinist's  mate,  first  class,  United  States 
Naval  Reserve  Force. 
Enlisted :  Charleston,  S.  C,  April  16, 1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  E.  Heissenbuttel,  135  Queen  Street,  Charleston^ 
S.  C. 

Heitman,  Gleason  Henby,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Peoria,  111.,  February  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Olive  Martha  Heitman,  R.  R.  No.  2,  Nauvoo,  111. 
Helber,  Gottlieb,  baker,  first  class.  United  States  Navy. 

Enlisted :  New^port,  R.  I.,  May  28,  1915. 

Died :  Naval  hospital,  Las  Animas,  Colo.,  June  9,  1917. 

Cause:  Tuberculosis. 

Next  of  kin :  Sister,  Rosa  Helber,  1929  Piesen  Street,  Baltimore,  Md. 
Het.t.tjms,  Jacob  Leslie,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  12,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  February  12,  1918. 

Cause :  Pneumonia,  lobar. 

Nest  of  kin :  Father,  Joe  P.  Heliums,  Belton,  Tex. 
HkLTON,  Gabeett  Monrow,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  December  11,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Clemens  W.  Helton,  Zybach,  Tex. 
Hempel,  Hebman  John,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  13,  1917. 

Died  :  South  Charity  Infirmary  and  County  Hospital,  Cort  Bristol,  England, 
October  10,  1918. 

Cause:  Pneumouia,  lobar. 

Next  of  kin :  Father,  George  J.  Hempel,  Bartlett,  Tex. 
Hempel,  Noeman  a..  Coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  May  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Rose  Hempel,  41  B  Street,  South  Norfolk,  Va. 
Hendeeshott,  Eenest  Cecil,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  December  7,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Lowell  Hendershott,  453  South  Eleventh  Street,  Sallna, 
Kans. 
Hendeeson,  Edwin  Leon,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  August  2,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  March  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  H.  B.  Henderson,  Clarendon  Hills,  III. 
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Henderson,  Jack,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  4,  1917. 

Died :  Receiving  ship,  Puget  Sound,  August  28,  1917. 

Cause:  Choleceptitis,  acute. 

Next  of  kin :  Mother,  Mrs.  James  Henderson,  Spring  Creek,  Mont. 
Henderson,  Jefferson  Laughlin,  landsman  for  electrician  (R),  United  States 
Navy. 

Enlisted:  Nashville,  Tenn.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  16,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Uncle,  Frank  Hubbard,  Dundee,  Miss. 
Henderson,  John  Franklin,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Richmond,  Va.,  June  3,  1918. 

Died :  Receiving  ship,  Norfolk,  Va.,  July  24,  1918. 

Caus3:  Drowned. 

Next  of  kin :  Father,  David  B.  Henderson,  Rugby,  Va. 
Henderson,   Nels   Edward,  machinist's   mate,   first  class    (A),   United   States 
Navy. 

Enlisted:  Minneapolis,  Minn.,  December  14,  1917. 

Died:  Naval  air  station,  Rockavpay  Beach,  Long  Island, -October  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Jennie  Henderson,  Duhamel,  Alberta,  Canada. 
Hendricks,  Linvfood  Vann,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  April  24,  1917. 

Died :  Manila,  P.  I.,  November  2,  1918. 

Cause :  Stab  wound  by  native  while  ashore. 

Next  of  kin :  Father,  John  B.  Henderson,  436  Ovelly  Street,  Danville,  Va, 
Hendrickson,  Arthur  R.,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Flushing,  N.  Y.,  June  18,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  May  16,  1918. 

Cause:  Empyema. 

Next  of  kin :  Mother,  Ella  Hendrickson,  Great  Neck,  Long  Island,  N.  Y. 
Hendrickson,  Carl  Herbert,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Portland,  Greg.,  June  7,  1918. 

Died:  Naval  training  camp,  Seattle,  Washington,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Emma  Hanson,  Orion,  Alberta,  Canada. 
Hendrickson,  John  Henry,  pharmacist's  mate,  first  class.  United  States  Navy. 

Enlisted :  Charleston,  S.  C,  April  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Margaret  Hendrickson,  208  King  Street,  Charleston, 
S.  C. 
Hendrickson,  Joseph  Henry,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  July  27, 1915. 

Died :  U.  S.  S.  Michigan,  October  30, 1917. 

Cause :  Due  to  exhaustion  from  overexposure. 

Next  of  kin :  Father,  Albert  C.  Hendrickson,  611  Jessop  Place,  York,  Pa, 
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Hendsix,  Aech,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  October  30,  1916. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Elizabeth  Hendrix,  R.  P.  D.  1,  Colbert.  Ga. 
Hendetx,  Hobatio  Hebbekt,  seaman,  second  class,  United  States  Xaval  Reserve 
Force. 
Enlisted :  Omaha,  Nebr.,  June  5,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  October  1, 1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Louis  J.  Hendryx,  Kearney,  Nebr. 
Henitjs,  Ctbil,  machinist's  mate,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Newport,  R.  I.,  July  17,  1917. 
Died :  Base  Hospital  No.  4,  September  22,  1918. 
Cause :  Result  of  multiple  injuries. 

Next  of  kin :  Father,  Arthur  Henius,  3  Reservoir  Avenue,  Providence,  R.  I. 
BteNtEY,  John,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  November  27,  1914. 
Died :  No.  3  Hospital,  Leith,  Scotland,  November  2, 1918. 
Cause:  Pneumonia. 

Next  of  kin :  Wife,  Etta  Henley,  Rossville,  Ga. 
Hennesey,  Jeremiah  Stephen,  coxswain.  United  States  Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  May  25,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  13,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Hennesey,  1209  Woodycrest  Avenue,  New  York. 
Hennesst,  Thomas  Anthony,  yeoman,  second  class,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  May  7,  1917. 
Died :  U.  S.  S.  Mercy,  October  19, 1918. 
Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  Thomas  Hennessy,  Haverford,  Pa. 
Heneich,  Waiter  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  New  York,  N.  Y.,  April  29,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Lucy  Henrich,  781  Dawson  Street,  New  York,  N.  Y. 
Henby,  Ben  Jackson,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Little  Rock,  Ark.,  June  5,  1917. 
Died :  Naval  hospital,  Portsmouth,  Va.,  May  7,  1918. 
Cause :  Mastoiditis,  acute. 

Next  of  kin  :  Brother,  J.  A.  Henry,  Hermitage,  Ark. 
Heney,  James  Wh-liam,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Newark,  N.  J.,  April  28,  1917. 
Died :  Armed  guard  S.  S.  Finland,  October  28,  1917. 
Cause:  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Rose  Henry,  43  Reynolds  Avenue,  Harrison,  N.  J. 
Henry,  John  FLOtrBNOY,  Jr.,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Little  Rock,  Ark.,  March  17,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  April  24,  1917. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  John  F.  Henry,  510  South  Twentieth  Street,  Fort 
Smith.  Ark. 
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Henkt,  Thomas  J.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  April  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  lU..,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Adelaide  M.  Henry,  Munda,  N.  Y.  , 

Henry,  William  Thomas,  apprentice  seaman.  United  States  Naval  Beserve 
Force. 

Enlisted,  Philadelphia,  Pa.,  April  19,  1918. 

Died :  Naval  hospital  Cape  May,  N.  J.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  Hanna  Henry,  804  Taney  Street,  Philadel- 
phia, Pa. 
Henrye,  Emile  Jacob,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  6,  1917. 

Died :  U.  S.  S.  Nopatin,  July  8,  1918. 

Cause:  Anthrax. 

Next  of  kin :  Father,  Joseph  Henrye,  51  Bowers  Street,  Holyoke,  Mass. 
Henschel,  Arthur  Joel,  carpenter's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  June  1,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Eva  Henschel,  55  Center  Place,  Dubuque,  Iowa. 
Hensleigh,  William  Edgar,  apprentice  seaman.  United  States  Naval  Beserve 
Force. 

Enlisted:  Chicago,  111.,  July  25,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  November  3,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Edgar  Hensleigh,  B.  R.  2,  Page  County,  Iowa. 
Henst.ey,  Rex,  boatswain's  mate,  first  class.  United  States  Navy. 

Enlisted:  Yorktown,  Va.,  February  24,  1918. 

Died :  U.  S.  S.  Solace,  October  20,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Mark  S.  Hensley,  Marshall,  N.  C. 
Hensley,  Walter  Beattt,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind.,  August  3,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Wendell  Hensley,  3908  Byron  Avenue,  In- 
dianapolis, Ind. 
Heppner.  Louis  Charles,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  June  17,  1918. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  12,  1918. 

Cause:  Pneumonia  following  influenza. 

Next  of  kin :  Mother,  Minnie  Heppner,  2140  Ewlng  Avenue,  Evanston,  lU. 
Herbert,  Bichard  John,  seaman,  second  class,  United  States  Naval  Beserve 
Force. 

Enlisted :  Syracuse,  N.  Y.,  May  31,  1918. 

Died :  55  Standart  Avenue,  Auburn,  N.  Y.,  October  10, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ellen  Herbert,  65  Standart  Avenue,  Aubum,  N.  T. 
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Hekbert,  Thomas  James,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  January  13,  1915. 

Died :  U.  S.  A.  G.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  James  Herbert,  1216  Hull  Street,  Baltimore,  Md. 
Heebert,  W.  Rot,  oiler.  United  States  Naval  Reserve  Force. 

Enlisted :  U.  S.  S.  Cyclops,  May  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  George  M.  Herbert,  88  Poplar  Avenue,  Berkeley,  Va. 
Hebdman,  Albert  Van  Hulton,  coxswain.  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  January  7,  1915. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Result  of  explosion  on  board. 

Next  of  kin :  Sister,  Ruth  Herdman,  4052  Broadway,  New  York,  N.  T. 
Hekij:hy,  John  James,  master-at-arms,  first  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  26,  1915. 

Died :  U.  S.  S.  Connecticut,  August  22,  1917. 

Cause:  Drowned. 

Next  of  kin :  Wife,  Madeline  Herlehy,  Brookville,  Pa. 
Heklevich,  Ferdinand  Joseph,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Detroit,  Mich.,  .July  13,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Marie  Burich  Herlevich,  Dodgeville,  Mich. 
Hernandez,  Enrique,  steerage  cook.  United  States  Navy. 

Enlisted :  Washington,  D.  C,  August  11,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Son,  Patricio  Hernandez,  Bantay,  Ilocos  Sur,  P.  I. 
Heboux,  Joseph  Adolphe,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  January  31,  1917. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Emma  J.  Bachellerie,  230  East  Soto  Street,  Los  An- 
geles, Calif. 
Hekb.  Hugo  Jxtltus,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  15,  1917. 

Died :  No.  30  General  Hospital,  Calais,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Adolph  L.  Herr,  206  Magnolia  Avenue,  Aldan,  Pa. 
Hebbas,  Stamatios,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  January  4,  1918. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  bin :  Mother,  Mrs.  Herras,  Chios,  Greece. 
Heeeiman,  Henbt  Robeet,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  July  6, 1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  Herrlman,  327  Bay  Street,  Petoskey,  Mich. 
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Hebbing,  Clyde  Luther,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  3,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  April  24,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  R.  Herring,  2406  Center  Street,  Houston,  Tex. 
Hebbing,  Dewey  Hobson,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  .July  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,  James  E.  Herring,  411  North  Seventh  Street,  Rich- 
mond, Va. 

Hebbing,  James   IjIgon,   landsman   for   machinist's   mate   (A),   United   States 
Naval  Reserve  Force. 
Enlisted :  Louisville,  Ky.,  July  10,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  SalUe  Herring,  Fayville,  111. 
Heebington,  Clinton  Elmobe,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 
Enlisted :  Louisville,  Ky.,  July  1,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 
.  Next  of  kin :  Mother,  Mrs.  Jimmie  Morris  Herrington,  Woodbum,  B^, 
R.  R.  2,  box  34. 

Heeemann,  John  H.,  machinist's  mate,  first  class  (G),  United  States  Naval 

Reserve  Force. 
Enlisted :  Brooklyn,  N.  T.,  June  20,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  12,  1918. 
Cause :  Bronchopneumonia. 
Next  of  kin :  Mother,  Katherlne  Herrmann,  241  Sixteenth  Street,  Brooklyn, 

N.Y. 

Heeeon,  Feancis  WnxiAM  Melven,  machinist's  mate,  second  class  (A),  United 
States  Naval  Reserve  Force. 

Enlisted :  Los  Angeles,  Calif.,  July  7,  1918. 

Died:  Naval  training  camp,  Gulfport,  Miss.,  October  17,  1918. 

Cause:  Influenza,  broncho-pneumonia. 

Next  of  kin :  Wife,  Edna  Herron,  post-office  box  326,  Winslow,  Ariz. 
Heeskowitz,    Julius,   yeoman,   second   class,   United    States   Naval   Reserve 
Force. 

Enlisted:  New  York,  N.  Y.,  May  6,  1918. 

Died:  At  home,  October  18,  1918. 

Cause :   Pneumonia. 

Next  of  kin :  Father,  Adolf  Herskowitz,  772  Park  Avenue,  Brooklyn,  N.  Y. 
Heskett,  Eabl  Cldton,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Caulden  Heskett,  Malta  Bend,  Mo. 
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Heslep,  Walter  James,  oiler,  United  States  Navy. 

Enlisted :  San  Pedro,  Calif.,  October  30,  1915. 

Died :  Uoyal  Italian  Naval  Hospital,  Naples,  December  15,  1917. 

Cause:  Fractured  skull  and  organic  heart  disease. 

Next  of  kin :  Brother,  Carl  Heslep,  1105  Laguna  Street,  San  Francisco, 
Calif. 
Hespe,  Chaki.es  Christian,  storekeeper,  third  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  July  2,  1918. 

Died:  Home,  October  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Frieda  Anna  Hespe,  Fulton  Street  and  Maxweber  Ave- 
nue, Hollis,  Long  Island,  N.  Y. 
Hess,  Alonzo  Lee,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Peoria,  111.,  June  4,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :   Influenza. 

Next  of  kin :  Wife,  Dollie  Eileen  Hess,  Oakley,  111. 
Hester,  Harvey,  seaman,  second  class.  United  States  Naval  Reserve  Forca 

Enlisted:  Atlanta,  Ga.,  .Tune  3,  1918. 

Died:  Naval  hospital,  Charleston,  S.  C,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Addie  Belle  Moore  Hester,  Route  B,  Cairo,  Ga. 
Hester,  Robert  Lacy,  landsman  for  machinist's  mate  (A),  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  December  13,  1917. 

Died :  Naval  training  station,  naval  operating  base,  Norfolk,  Va.,  May  25, 
1918. 

Cause:   Multiple  injur'°s. 

Next  of  kin :  Father,  Newton  E.  Hester,  Jones,  N.  C. 
Hethebtttgton,  David  James,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  July  11,  1918. 

Died :  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  David  Hetherington,  2840  Fulton  Street,  Chicago,  111. 
Hettung,  Freeeeick  Charles,  landsman  for  electrician   (R),  United  States 
Naval  Reserve  Force. 

Enlisted :  Newark,  N.  J.,  June  4,  1918. 

Died  :  Naval  hospital,  Pelhara  Bay  Park,  N.  Y.,  October  13,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Mother,  Marie  Hettling,  202  West  Seventy-fourth,  New  York, 

N.  Y. 
Hevener,   William   Ray,   apprentice   seamen,   United    States  Naval   Reserve 

Force. 
Enlisted :  Richmond,  Va.,  July  19,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  14,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Harry  H.  Hevener  R.  F.  D.  3,  Staunton,  Va. 
Hewitt,  Philip  George,  seaman,  second  class.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  Alay  15,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  28,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Ida  Hewitt,  3361  East  Tremont  Avenue,  Westchester, 

N.  Y. 
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Heyseb,  Chables  Francis,  seaman,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  December  17,  1917. 

Died  :  Naval  hospital.  Great  Lalies,  111.,  September  24, 1918. 

Oause:  Influenza. 

Next  of  kin :  Mother,  Sallie  D.  Heyser,  428  Chestnut  Street,  Louisville,  Ky, 
Heywood,  Carroll,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14, 1918. 

Cause :  On  board  missing  Cyclops. 

Next  of  kin :  Father,  Dorsle  Heywood,  113  North  Potomac  Street,  Balti- 
more, Md. 
HiBBS,  Lou  Pearl,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  June  3,  1918. 

Died :  Naval  hospital,  London,  England,  November  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin:   Mother,  Mollie   Hlbbs,  643   South   Preston   Street,  Louis- 
ville, Ky. 
HiCKET,  Arthur  Joseph,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  January  12,  1915. 

Died :  Naval  station.  New  Orleans,  La.,  July  12,  1917. 

Cause:  Malaria. 

Next  of  kin :  Father,  Michael  Hickey,  429  Dudley  Street,  Roxbury,  Mass. 
HiCKET,  Earl  David,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  May  8,  1917. 

Died :  U.  S.  S.  Allen,  July  29, 1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Grace  Hickey,  2459  Washington  Street,   Stockton, 
Calif. 
EttcKET,  Jason,  seaman.  United  States  Navy. 

Enlisted :  San  DIego,  Calif.,  June  5,  1916. 

Died:  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Ida  Estep,  Manitou,  Okla. 
Hickman,  Cecil  Earl,  flreman,  third  class.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  27,  1918. 

Died :  Naval  hospital.  League  Island,  Pa.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Clara  Amelia  Hickman,  1203  North  East  Street, 
Indianola,  Iowa. 
Hickman,  Orlando  Perry,  fireman,  third  class.  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  November  21,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  Oliver  P.  Hickman,  Washburn,  Mo. 
Hickman,  William  Grady,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  June  30,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  In  kin :  Mother,  Margarette  Hickman,  Warren,  Ark. 
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Hicks,  Akthtje  Robert,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  June  6,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  S.  Hicks,  De  Queen,  Ark. 
Hicks,  Chaklie,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  27,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Tom  Hicks,  R.  F.  D.  6,  Camden,  Tenn. 
Hicks,  Jesse,  Water  tender,  United  States  Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lydia  A.  Hicks,  Anna,  111. 
Hicks,  Lestek  Haellow,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  April  10,  1917. 

Died :  Naval  hospital,  New  York,  N.  T.,  June  23,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  liin :  Father,  Joseph  W.  Hicks,  Hillsboro,  N.  H. 
Hicks,  Vivin  Edwabd,  mess  attendant,  second  class,.  United  States  Naval  Re- 
serve Force. 

Enlisted:  Minneapolis,  Minn.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Patsy  Hicks,  2127  Chestnut  Street,  St.  Louis,  Mo. 
HiCKSON,  WnxiE  James,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  15,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  November  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Carrie  Lawson  Hickson,  1207  McKinie  Street,  Au- 
gusta, Ga. 

HiEBEE,  Rot  Eixswobth,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Baltimore,  Md.,  July  13,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin:  Mother,  Kate  Hieber,  3100  East  Baltimore  Street,  Balti- 
more, Md. 
HiEBMAN,  Owen  Feanklin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Peoria,  III.,  May  29,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Harry  Oscar  Hierman,  Browning,  111. 

HiODON,  Gordon,  seaman.  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  12,  1917. 
Died:  U.  S.  S.  Chew,  January  10,  1918. 
Cause:  Drowned. 
Next  of  kin :  Father,  Sam  Higdon,  Cisaco,  Ga. 
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HiGGiNs,  Fbank  W.,  yeoman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  24,  1917. 

Died:  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Bertha  B.  Higgins,  Saint  George,  Staten  Island,  N.  Y, 
HiGGiNS,  Hakold  Lekoy,  hospital  apprentice,  first  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  June  27,  1918. 

Died :  Naval  hospital.  New  York,  N.  Y.,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next   of   kin:    Mother,   Minnie   Myrtle   Higgins,    1641    Falrview    Street, 
Berkeley,  Calif. 
Higgins,  John  Austin,  shipfitter,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Newport,  R.  I.,  June  10,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Maurice  Higgins,  17  State  Street,  Warren,  R.  I. 
Higgins,  John  Joseph,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  10,  1917. 

Died :  U.  S.  S.  Mercy,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Martin  Higgins,  119  Third  Street,  Brooklyn,  N.  Y. 
Higgins,  Joseph  Feancis,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  June  3,  1918. 

Died:  Receiving  ship,  Puget  Sound,  Wash.,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  T.  Higgins,  Wheaton,  Kans. 
Higgins,  Lestee  C,  machinist's  mate,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted:  Newport,  R.  I.,  July  12,  1918. 

Died :  Naval  hospital,  Newport  R.  I.,  October  2,  1918. 

Cause:  Lobar  pneumonia. 

Next   of   kin :  Mother,   Esther   Higgins,    1263    Smithfield   Avenue,   Sayles- 
ville,  R.  I. 
Higgins,  Robeet  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  9,  1917. 

Died :  Fort  Monroe,  Va.,  March  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Brother,  James  Higgins,  227  East  Ninety-fifth  Street,  New 

York,  N.  Y. 
HiGGiNsoN,  Le  Roy  Chbstbb,  carpenter's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  December  12,  1917. 

Died :  Naval  air  station,  Queenstown,  Ireland,  June  17,  1918. 

Cause:  Paralysis,  acute. 

Next  of  kin :  Mother,  Eliza  Higginson,  Meriden,  Conn. 
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HiGBiE  EvKBBTT  CHESTER,  Seaman,  i-ecoud  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  III.,  May  10,  1918. 

Died:  Navy    auxiliary    school,    Municipal    Pier,    Chicago,    111.,    October   1, 
1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Wife,  Mary  Elizabeth  Higbie,  Grand"  Meadovr,  Minn. 
HiGHET,  Leland  McKeand,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  May  9,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action. 

Next  of  kin :  Mother,  Catherine  HIghet,  Spencer,  Ind. 
HiGHSMiTH,  DwiGHT,  scamau,  second  class.  United  States  Navy. 

Enlisted :  Richmond,  Va.,  July  22,  1915. 

Died :  U.  S.  S.  Pennsylvania,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Mrs.  Kenneth  H.  Highsraith,  313  West  Jones  Street, 
Raleigh,  N.  C. 
HiLBBBT,  William  Gustave,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  July  23,  1918. 

Died:  Naval  hospital.  League  Island,  Pa.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edward  Hilbert,  69  Goethe  Street,  Buffalo,  N.  T. 

HiLDEBRAND,  ADAM  JOHN,  engineman,  second  class.  United  States  Navy. 

Enlisted :  K6y  West,  Fla.,  April  13,  1918. 

Died :  U.  S.  S.  Cheyenne,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Hildebrand,  13  Madison  Avenue,  Clifton,  N.  J. 
HrLDEBBAND,  JOSEPH  WILLIAM,  Seaman,  United  States  Navy. 

Enlisted :  DaUas,  Tex.,  September  10,  1917. 

Died:  U.  S.  S.  Cheyenne,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Frederick  W.  Hildebrand,  Valley  Mills,  Tex. 
Hu.DEETH,  Roy  Edgae,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Buffalo,  N.  T.,  May  5,  1917. 

Died :  Naval  Hospital,  Nevsfport,  B.  I.,  July  5,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Cora  Bell  Hildreth,  Exposition  Park,  Pa. 
HiLCEMAN,  William  Rudolph,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  December  12,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Liseta  Hilgeman,  2707  Broadway,  Fort  Wayne,  Iml. 

Hiix,  Aethue  William,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Omaha,  Nebr.,  December  14,  1917. 
Died :  Naval  station.  Great  Lakes,  111.,  January  23,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Mother,  Tama  Hill,  Coin,  Iowa. 
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Hnx,  Benjamin  Francis,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Nasliville,  Tenn.,  July  8,  1918. 

Died :  Naval  hospital,  Nev^  Orleans,  La.,  October  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Frankie  Landsie  Hill,  1116  South  College  Street, 
Stuttgart,  Ark. 
Hrci,  Bbant  Horace,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  February  23,  1918. 

Died :  Naval  station,  Great  Lakes,  111.,  May  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Florence  Hill,  Nora  Springs,  Iowa. 
Hill,  Olakk  Richard,  seaman,  second  class,  United  States  Navy. 

Enlisted :   Indianapolis,  Ind.,  April  2,   1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  7,  1917. 

Cause :   Cerebrospinal   fever. 

Next  of  kin :  Mother,  Fannie  Hill,  Charlottesville,  Ind. 
Hill,  Earl  La  Vebne,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Ethel  Fern  Hill,  Three  Rivers,  Mich. 
Hill,  George  Arlington,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Minneapolis,  Minn.,   June  3,   1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  12,  1918. 

Cause :   Pneumonia. 

Next  of  kin:  Father,  George  Hill,  Ardock,  N.  Dak. 
Hill,  John  Page,  seaman,  second  class.  United  States  Navy, 

Enlisted:   Houston,   Tex.,   March   8,   1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  28,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Frank  Hill,  R.  F.  D.  No.  1,  Box  101,  Alto,  Tex. 
Hill,  Luther,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  4,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Mother,  Neatia  Hill,  R.  F.  D.  2,  Walstonburg,  N.  C. 
Hnx,  Ltman  L.,  fireman,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  April  24,  1918. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918, 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  Lyman  Hill,  Sutherland,  Iowa. 
Hill,  Martin  .Jeremiah,  chief  machinist's  mate.  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  September  22,  1915. 

Died :  Naval  hospital,  San  Pedro,  Calif.,  December  15,  1917. 

Cause:  Cholecystitis. 

Next  of  kin :  Wife,  Rachel  A.  Hill,  Port  Orchard,  Oreg. 
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HrLL,  Ratnoe  Muton,  hospital  arorentiee,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Jacksonville,  Fla.,  February  19,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  May  14,  1918. 

Cause:  Fever. 

Next  of  bin :  Mother,  Hattie  A.  Hill,  Sunbury,  N.  C. 
TTtt.t,,  Robert  Gray,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  March  8,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Kathryn  D.  Hill,  1402  Marlborough  Street,  Philadelphia, 
Pa. 

Htt.t.,  Wrr.T.TAM  Palmer,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  May  23,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  WiUiam  L.  Hill,  Helena,  Mont. 
HTT.T.Tnt,  Charles  Bernard,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  8,  1917. 

Died :  U.  S.  S.  Lakemoore,  April  11,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin:  Father,  Harry  J.  Hiller,  180  Diamond  Street,  Philadelphia, 
Pa. 
HnxERY,   Feed   Backenstoe,    landsman   for   electrician    (R),   United    States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  8,  1918. 

Died :  Naval  hospital.  Great  Lakes,  lU.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Tom  Hlllery,  223  North  Fayette  Street,  Washing- 
ton Courthouse,  Ohio. 
Hillman,  Herbert  William,  hospital  apprentice,  second  class.  United  States 
Navy. 

EnUsted :  Dallas,  Tex.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  W.  Hillman,  Mart,  Tex. 
Hiltenbband,  Aenold  Paul,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

EnUsted :  Chicago,  111.,  August  7,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  John  Hiltenbrand,  124  Spring  Avenue,  Napervllle, 
lU. 
HiLTOW,  Porter,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  February  6,  1917. 

Died :  Member  of  armed  guard,  steamship  Finland,  October  28,  1917. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Lizzie  Hilton,  Tocooa,  Ga. 
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HiLziNGEB,  Joseph  Thomas,  Jr.,  coppersmith,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  July  22,  1918. 
~  Died :  Receiving  ship.  Mare  Island,  Calif.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Anna  Estelle  Hilzinger,  7527  Geary  Street,  San  Fran- 
cisco, Calif. 
HiMMEi-wKiGHT,  HowAKD  Abnold,  yeomau,  third  class,  United  States  Navy. 

Enlisted:  Allentown,  Pa.,  April  27,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  William  K.  Himmelwright,  R.  F.  D.  1,  Niantlc,  Pa. 
HiNDMAN,  Samuel  Litton,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  May  21,  1918. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  9,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  James  William  Hindman,  92  Rose  Street,  Gait,  On- 
tario, Canada. 
HiNDMAESH,  Geosge,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Nevpport,  R.  I.,  April  4,  1917. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause:  Lost  when  vessel  sunk. 

Next  of  kin:  Mother,  Mrs.  George  Hindmarsh,  24  Corinth  Street,  Provi- 
dence, R.  I. 
HiNEEDEEB,  Wai-tek  Wiluam,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  August  7,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Dora  Walton,  241  East  Ross  Street,  Lancaster,  Pa. 
HiNES,  Encell  McKinley,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  January  25,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Brother,  Harold  Hines,  Blackfoot,  Idaho. 
Hingeety,  Robert  Heckle,  blacksmith.  United  States  Naval  Reserve  Force. 

Enlisted :  Elizabeth  City,  N.  C,  February  27,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  November  25, 1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Minnie  Hingerty,  107  Pearl  Street,  Elizabeth  City,  N.  O. 
Hinshelwood,  James  Edwaed,   landsman   for  electrician    (G),  United  States 
Navy. 

Enlisted:  New  York,  N.  Y.,  June  7,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of  kin:  Mother,   Ellen  Hinshelwood,   145   Broadway,   Haverstraw, 
N.  Y. 
HiNTON,  Shebwood,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  July  7,  1918. 

Died:  U.  S.  S.  Susquehanna,  March  6,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Helen  Hinton,  Jarvisburg,  N.  C. 
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HiESHLER,  JEKOME  JACOB,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  December  11,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  January  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Louis  Hirsliler,  500  West  Eleventh  Street,  New  York, 
N.  Y. 
HisEKODT,  John-,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  June  20,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  June  2,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Mother,  Ella  Williams,  119  Lewis  Street,  Auburn,  N.  Y. 
Hitchcock,  Neison,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  March  7,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Lost  life  on  missing  Cyclops. 

Next  of  kin:  Father,  Silas  Lewis  Hitchcock,  54  Horton  Avenue,  Meriden, 
Conn. 
HiTCHiNS,  Lawkence  GLADSTONE  RussBLL,  apprentice  seaman.  United  States 
Naval  Reserve  Force. 

Enlisted:  Baltimore,  Md.,  July  20,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  12,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin:  Wife,  Gertrude  K.  Hitchins,  Mount  Pleasant  Terrace,  Frost- 
burg,  Md. 
HiTTLB,  Mason  Booknek,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Indianapolis,  Ind.,  July  30,  1918. 

Died:  Naval  training  station.  Great  Lakes,  111.,  September  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  A.  Hittle,  Zionville,  Ind. 
HixoN,  Iba  Deli.,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  October  2,  1912. 

Died :  Naval  hospital,  Canacao,  P.  I.,  July  25,  1917. 

Cause :  Died  from  burns. 

Next  of  kin :  Father,  George  L.  Hixon,  R.  F.  D.  6,  North  Yakima,  Wash. 
HoADLET,  Mekvtn  J.,  electriciau,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted:  San  Francisco,  Calif.,  September  27,  1917. 

Died:  Philadelphia,  Pa.,  April  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Thersia  V.   Hoadley,   204  West   Santa   Clara,   San 

Jose,  Calif. 
HoAG,  Chester  Tukneb,  Jb.,  fireman,  third  class.  United  States  Navy. 

Enlisted :  San  Pedro,  Calif.,  May  13,  1918. 

Died :  United  States  submarine  base,  San  Pedro,  Calif.,  October  12,  1918. 

Cause:  Influenzza  and  pneumonia. 

Next  of  kin:  Father,  Chester  T.  Hoag,  sr.,  7225  Hollywood  Boulevard, 
Hollywood,  Calif. 
HoBBS,  Henhy  Stewabt,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  May  21,  1918. 

Died :  Naval  Training  Camp,  Hingham,  Mass.,  September  30,  1918. 

Cause:  Influenza  followed  by  broncho-pneumonia. 

Next  of  kin :  Mother,  Maud  Field,  20  Mondamin  Court,  Somervllle,  Mass. 
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£[OBBs,  Joe  L.,  seaman,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  7,  1917. 

Died :  U.  S.  S.  Orisiaba,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Lee  Hobbs,  Waynesvllle,  Mo. 
HoBBs,  Milton  Elswokth,  seaman.  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  April  17,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin :  Father,  Calvin  Hobbs,  Alva,  Okla. 
EOBBS,  NoKMAN  SAMUEL,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  December  12,  1917. 

Died :  U.  S.  S.  Shatomut,  February  24,  1918. 

Cause:  Acute  laryngitis. 

Next  of  kin :  Father,  Matthew  Hobbs,  1230  Warren  Avenue,  Camp  Campelo, 
Mass. 
HoBEBG,  Karl,  landsman  for  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enlisted :  San  Francisco,  Calif.,  June  25,  1918. 

Died :  Lane  Hospital,  San  Francisco,  Calif.,  October  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Matilda  S.  Hoberg,  Hoberg's  Resort,  Calif. 
HoBsoN,  FoBBEST  KENNETH,  Seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Parkersburg,  W.  Va.,  July  1,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Ira  E.  Hobson,  Tangier,  Ind. 
HocK,  Peank  Albert,  engineman,  second  class.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  January  19,  1916. 

Died :  U.  S.  S.  Leonidas,  March  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Cousin,  Anna  Hock,  277  Sycamore  Street,  Buffalo,  N.  Y. 
HocKETT,  Alexandeh  Evans,  mcss  attendant,  third  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  May  6,  1918. 

Died :  U.  S.  S.  Solace,  September  29,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Mother,  Lydia  Hockett,  Houston,  Va. 
HocKMAN,  Lyman  Robert,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.,  June  3,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  September  30, 1918. 

Cause:  Influenza,  streptococci  septicemia. 

Next  of  kin :  Father,  John  W.  Hockman,  R.  F.  D.  1,  Gait  Fork,  Okla. 
Hodge,  Charles  Peeston,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  July  18,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  WilUam  A.  Hodge,  Stuarts  Draft,  Augusta,  Pa. 
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Hodge,  Eakl  Waitee,  seaman,  second  class,  United  States  Naval  Reserve  Forcfc 

Enrolled :  Omaha,  Nebr.,  June  8,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause:  Pneumonia. 

Nest  of  kin :  Brother,  Alonzo  Hodge,  Akron,  lovs^a. 
Hodge,  John  Stabeett,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  December  18,  1917. 

Died :  S.  S.  West  Grove,  July  21,  1918. 

Cause :  Suicide. 

Next  of  kin :  Brother,  Henry  Hodge,  431  Laclede,  Wichita,  Kans. 
Hodge,  John  Waltee,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Newport,  R.  I.,  July  31,  1918. 

Died :  Naval  hospital,  Newport,  R.  It,  September  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Thomas  H.  Hodge,  234  South  First  Avenue,  Mount 
Vernon,  N.  Y. 

Hodges,  John  Richabd,  chief  pharmacist's  mate,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  May  17,  1917. 

Died :  Santiago  de  Cuba,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Maud  Hamilton  Hodges,  Greenwood,  Miss. 
HODGDON,  Edwin  Flavtus,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Los  Angeles,  Calif.,  April  16, 1918. 

Died :  Submarine  chaser  No.  209,  August  27,  1918. 

Cause:  Lost  life  when  vessel  was  fired  upon. 

Next  of  kin :  Father,  William  Hodgdon,  Brazoria,  Tex. 
Hodgson,  Maeon  Lester,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C,  July  2,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  5,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Annie  Hodgson,  1208  H  Street  NE.,  Washington,  D.  O, 
Hoefle,  Hubert  Fred,  electrician,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  III.,  November  28,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  15, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Wllliaam  Otto  Hoefle,  Highland,  111. 
Hofee,  Waxtee  Chables,  flrenian,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  July  26,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Hattie  Hofer,  R.  F.  D.  1,  Taylor  Ridge,  111.  I 
HoFF,  George  Washington,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  February  20,  1917. 

Died:  Navy  collier  Oyclryps,  .Tune  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Hattie  Olson,  430  North  Drake  Avenue,  Chicago,  IlL 
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Hott,  Otto,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  January  12,  1918. 

Died :  Naval  hospital,  Beaucaillou,  France,  July  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Frank  Hoff,  603  North  Woodridge  Street,  Saginaw, 
Mich. 
Hoffman,  Ellie  Jeffeeson,  seaman,  second  class,  United  States  Naval  Keservo 
Force. 

Enlisted:  Des  Moines,  Iowa,  May  29,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 

Cause:  Influenza. 

Next   of   kin:  Mother,  Addle  May  HofEman,   1534  West   Second   Street, 
Waterloo,  Iowa. 
Hoffman,  Geobge  Benjamin,  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  IS,  1017. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Result  of  sinking  of  ship. 

Nest  of  kin :  Father,  Michael  B.  Hoffman,  Ridley  Park,  Pa. 
Hoffman,  George  Edwaed,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  December  20,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  William  Hoffman,  295  Lembeek  Avenue,  Jersey  City, 
N.  J. 
Hoffman,  Wai.tee  Henet,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza.* 

Next  of  kin :  Wife,  Manda  Plorine  Hoffman,  424  North  Second  Street,  Vin- 
cennes,  Ind. 
Hofeeitee,   Maeion   Jefferson,   seaman,   second   class,   United   States  Naval 
Reserve  Force. 

Enlisted:  Peoria,  111.,  July  6,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  10,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Frank  Andrew  Hofreiter,  R.  F.  D.  1,  Green  Valley,  lU. 
HoFSoos,  Lewis  Adolph,  seaman.  United  States  Navy. 

Enlisted :  Salt  Lake  City,  0tah,  December  15,  191T. 

Died :  U.  S.  S.  Powhatan,  October  3,  1918. 
I    Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  Severston  Hofsoos,  Rimini,  Mont. 
Hogan,  John  Chapman,  hospital  apprentice,  second  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  6,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  June  8,  1917. 

Cause:  Pleurisy  suppurative. 

JVext  of  kin :  Cousin,  Carl  Hogan,  43  East  Willis  Street,  Atlanta,  Ga. 
Hogan,  Joseph  Leo,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  15,  1917. 

Died:  U.  S.  S.  Leinstcr,  October  10,  1918. 

Cause:  Lost  life  in  sinking  of  ship. 

Next  of  kin :  Father,  Thomas  Hogan,  128  South  Main  Street,  Mechanlos- 
TiUe,  N.  Y. 


'375 

HoGAN,  Lawrence  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  20,  1917. 

Died :  New  York,  N.  Y.,  October  9,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Hogan,  658  Fifth  Avenue,  Brooklyn,  N.  Y. 
HoGAN,  William  Arthuk,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  July  25,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  D.  Hogan,  Dalton  City,  111. 
Hogan,  William  C,  carpenter's  mate,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Syracuse,  N.  Y.,  May  15,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Emma  J.  Hogan,  17  Church  Street,  Waterloo,  N.  Y. 
HoBER,  Eknest,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  August  31,  1917. 

Died:  U.  S.  S.  Rochester,  October  1,  1918.      ~ 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Belle  Holer,  R.  R.  2,  Blaine,  Wash. 
HoLBEooK,  CvKiL  LoTJis,  hospItal  apprentice,  first  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  March  31,  1917. 

Died :  U.  S.  S.  Navajo,  August  7,  1917. 

Cause:  Septicemia. 

Next  of  kin :  Mother,  Johanna  Holbrook,  1914  South  Thirty-sixth  Street, 
Omaha,  Nebr. 
HoLcoMB,  Roy  Edwakd,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  January  11,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  14,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Brother,  James  G.  Holcomb,  201  Webster  Aevnue,  Rochester, 
N.  Y. 
HoLDEB,  Feed  Lee,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  May  28,  1917. 
.  Died :  Disappeared  at  sea  on  U.  S.  S.  Von  Steuben,  July  16, 1918. 

Cause:  Disappeared. 

Next  of  kin :  Father,  Jessie  Holder,  Switz  City,  Ind. 
HoLDKiDGE,  Ross  Beebe,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  July  31,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  30, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Lester  Ross  Holdridge,  McDonough,  N.  Y. 
HOLDSWOETH,  JoHN  WiLtiAM,  Carpenter's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  London,  Conn.,  April  10,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  1,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Fred  Holdsworth,  21  Lester  Avenue,  Westerly,  R.  I. 
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HoiiAND,  Andrew  Augustine,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Jackson,  Mich.,  February  23,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  16,  1917. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Faither,  John  H.  Holland,  R.  F.  D.  1,  Philadelphia,  Miss. 
Holland,  John  Fbancis,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  April  30,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  27, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Kathrine  Holland,  137  Norris  Street,  Jersey  City,  N.  J. 
Holland,  John  Jay,  ship's  cook,  second  class.  United  States  Navy. 

Enlisted :  Ishpeming,  Mich.,  July  23,  1917. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  August  10,  1918. 

Cause:  Concussion  of  the  brain. 

Next  of  kin:  Sister,  Elizabeth  Gleason,  Austin  Location,  Princeton,  Mich. 
Holiand,  Lloyd,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  lU.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Fay  Holland,  508  South  Park  Avenue,  Herrin,  111. 
Holland,  Marion  Butlee,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Wilmington,  N.  C,  October  26,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  January  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  G.  G.  Holland,  Warsaw,  N.  C. 
Holland,  Stockett  Lee,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  19,  1917. 

Died :  Valeriana,  August  2,  1917. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Anna  E.  Holland,  Reisterstown,  Md. 
HoLLEAE,  Geobge  WASHINGTON,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  March  23,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  25,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Emma  HoUear,  Upton,  N.  O. 
Holleman,  Asa  Calvin,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  1,  1917. 

Died :  U.  S.  S.  Wilkes,  June  23,  1918. 

Cause:  Poison. 

Next  of  kin :  Father,  Henry  C.  Holleman,  501  Rose  Street,  Waco,  Tex. 
Hollenbeck,  Edward  Makinson,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Birmingham,  N.  Y.,  July  31,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Emma  Hollenbeck,  Candor,  N.  Y. 
HoLLEE,  William  R.,  seaman,  second  class,  N.  N.  V. 

Enlisted :  Brooklyn,  N.  Y.,  June  16,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin:  Mother,  Mrs.  K.   Holler,   740  Bedford  Avenue,  Richmond 
Hill,  N.  Y. 
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HoiiEY,  Miles  Henet,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  December  8,  191T. 

Died:  Naval  air  station,  St.  Trojan,  France,  August  20,  1918. 

Cause:  Killed  in  accidental  bomb  explosion. 

Next  of  kin :  Father,  Marshall  J.  Holley,  Walton,  N.  Y. 
HoLUDAT,  Geovee  Cmveland,  englneman,  first  class,  United  States  Navy, 

Enlisted:  Boston,  Mass.,  March  22,  1916. 

Died:  U.  S.  S.  Mercy,  October  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,   Delia   Holliday,   538   Russell   Street,  Fayetteville, 
N.  C. 
HoixiNGSwoETH,   Geoege  Lewis,  fireman,  second  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  4,  1917. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,   William  Henry  HolUngsworth,   R.  R.  4,  box  83, 
Mexico,  Mo. 
HoixisTEE,  Chaeles  Mtees,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  March  29,  1915. 

Died :  U.  S.  S.  Mercy,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Earl  Hollister,  221  Ash  Street,  Scranton,  Pa. 
'HoiiMAN,  Otto,  fireman,  first  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  June  11,  1917. 

Died:  Wlllard  Parker  Hospital,  New  York,  N.  Y.,  May  26,  1918. 

Cause:  Diphtheria. 

Next   of  Idn:  Father,   Adolph  HoUman,   40   Central  Avenue,   Montclair, 
N.  J. 
HoiiowAT,  Caeeoix  Dtee,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  El  Paso,  Tex.,  June  28,  1918. 

Died:  Naval  hospital.  New  Orleans,  La.,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Velma  P.  HoUoway,  Midland  Tex. 
Hoiiows,  Feank  Willaed,  chief  machinist's  mate.  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  March  20,  1918. 

Died :  U.  S.  S.  Westover,  July  11, 1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Wife,  Lucile  Hollows,  334  Fourteenth  Street  SE.,  Washington, 
D.  C. 
HoiiT,  Leo  Melvin,  carpenter's  mate,  second  class.  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  May  31,  1917. 

Died :  Naval  station,  Guam,  November  5,  1918. 

Cause :  Influenza  and  pneumonia. 

Next  of  kin:  Mother,  Margaret  Holly,   1274  East  Jefferson  Street,  Los 
Angeles,  Calif. 
HoiiTDAT,  Samttel  Claeence,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  July  30,  1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  October  23, 1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Elizabeth  Gehrlng  Hollyday,  R.  B.  3,  box  36,  Lees 
Summit,  Mo. 
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Holm,  Feed  La  whence,  seaman,  second  class,  United  States  Naval  Reserve  Forc& 

Enlisted :  Omaha.  Nebr.,  June  4,  1018. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  28, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Charles  A.  Holm,  1215  B  Street,  Lincoln,  Nebr. 
HoLMAN,  David  Emoet,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  March  27, 1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  8, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Samuel  M.  Holman,  38  Pleasant  Street,  Attleboro, 
Mass. 
Holmes,  James  Matthew,  wardroom  steward.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  18,  1914. 

Died :  Naval  hospital.  League  Island,  Pa.,  January  30, 1918. 

Cause :  Syphilis. 

Next  of  kin:  Mother,  Emma  Holmes,  719  Twenty-first  Street,  Newport 
News,  Va. 
Holmes,  John  Chables,  carpenter's  mate,  first  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  21,  1916. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Result  of  injuries  received  in  explosion  on  board  ship. 

Next  of  kin :  Mother,  Kate  Holmes,  74  Dalton  Street,  Boston,  Mass. 
Holmes,  Loeen  Pittengee,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  May  21,  1917. 

Died :  U.  S.  S.  San  Diego,  June  18, 1917. 

Cause :  Epileptic  fits. 

Next  of  kin :  Mother,  Martha  E.  Holmes,  8804  B  Street,  Oakland,  Callt 
Holmes,  Willaed  Feank,  electrician,  second  class  (G),  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  August  30,  1915. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30, 1918. 

Cause :  Lost  of  life  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Samuel  E.  Holmes,  Afton,  N.  Y. 
Holt,  Edgab  Gordon,  musician,  second  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  28,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  17, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  E.  Holt,  17  Annabel  Street,  Dorchester,  Mass. 
Holt,  Geoege  Milton,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  March  30,  1915. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  28, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Leander  Yancy  Holt,  Como,  Tex. 
Holt,  James  Akchie,  seaman.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  February  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Kathryne  Holt,  2539  A  Street,  San  Diego,  Calif. 
HOLTMETEE,  Anton  AUGUST,  Seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  June  5,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  Holtmeyer,  Easton,  Kana. 
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rtoLTzAPPi^,  Robert  Akthtje,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Binghamton,  N.  Y.,  January  9,  1918. 

Died :  U.  S.  S.  Harrisburg,  June  24,  1918. 

Cause:  Edema  of  the  larynx. 

Next  of  kin:  Mother,  Mary  Holtzapple,  42  Robinson  Street,  Binghamton, 
N.  Y. 
HoLtTB,  Gbo\-ek  Cms.,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enlisted  :  Des  Moines,  Iowa,  May  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24, 1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Frederlcka  Holub,  Center  Junction,  Iowa. 
HorTFiELD,  Charlie  Monroe,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  2,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  April  23, 1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Holt  Holyfield,  Denton,  Tex. 
Hood,  Harvey  B.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  .Tune  8,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1018. 

Cause:  Influenza. 

Next  of  kin :  Father,  Silas  Hood,  R.  F.  D.  1,  Bentonville,  N.  C. 
Hood,  Robert  Stani.et,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  April  29,  1918.  ' 

Died :  U.  S.  A.  C.  T.  Ticovderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin:  Father,  Robert  Hood,  453  Auburn  Avenue,  Buffalo,  N.  Y. 
Hook,  Leon  Beck,  chief  quartermaster    (A),  United   States  Naval  Reserve 
Force. 

Enlisted:  Washington,  D.  C,  July  10,  1918. 

Died:  Naval  training  camp,  Seattle,  Wash.,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Nina  Beck  GifEen,  1831  North  Meridian  Street,  In- 
dianapolis, Ind. 
Hooper,  Robert  Nelson,  hospital  apprentice,  United  States  Navy. 

Enlisted :  Meridian,  Miss.,  May  28,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Robert  L.  Hooper,  R.  F.  D.  2,  Guntown,  Miss. 
HoosE,  Elwin  Lester,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  June  15,  1917. 

Died:  U.  S.  S.  South  Carolina,  January  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  De  Lace  C.  Hoose,  Troy,  Pa. 
HooTEN,  Ralph  Eugene,  seaman,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  April  24,  1917. 

Died:  Steamship  Lake  Edon.  August  21,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  William  Arlington  Hooten,  Laurel  Hill,  Fla. 
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HooTKiNS,  Caei,,  Storekeeper,  second  class,  Unltfed  States  Navy. 

Enlisted:  Detroit,  Mich.,  May  29,  1914. 

Died :  Naval  hospital,  Las  Animas,  Colo.,  June  17,  1917. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  Abraham  S.  Hootkins,  1611  Hamilton  Avenue,  Grand 
Kaplds,  Mich. 
HoovEE,  Chaeley  Thomas,  seaman,  second  class,  United  States  Naval  Beserve 
Force. 

Enlisted :  Louisville,  Ky.,  June  3,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Ida  Dawson  Hoover,  R.  F.  D.  1,  Lexington,  Ky. 
HoovEE,  Feedeeick,  seaman,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  September  28,  1916. 

Died:  U.  S.  S.  Connecticut,  November  5,  1918. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Mary  Hoover,  447  Richmond  Street,  Philadelphia,  Pa. 
HooA^EE,  Manuel,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  August  5,  1914. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  18,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  George  Hoover,  Ponchatoula,  La. 
Hopewell,  Otho,  gunner's  mate,  second  class  (G),  United  States  Navy. 

Enlisted:  Denver,  Colo.,  May  29,  1914. 

Died:  Naval  hospital,  Canacao,  P.  I.,  July  25,  1917. 

Cause:  Due  to  burns. 

Next  of  kin :  Mother,  Hattie  Hopewell,  Brushy  Knob,  Mo. 
Hopkins,  Geoege  Thomas,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  10, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Laura  Hopkins,  Bethel,  Del. 
Hopkins,  Joseph  Wilson,  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  July  5,  1918. 

Died :  Naval  hospital.  League  Island,  Pa.,  September  18, 1918. 

Cause:  Influenza. 

Nest  of  kin :  Wife,  Margaret  Martin  Hopkins,  3327  Woodland,  Kansas  City, 
Mo. 
HoppBE,  Claeence  Melvin,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  10,  1917. 

Died :  Naval  Hospital,  League  Island,  Pa.,  December  29, 1917. 

Cause :  Pleurisy.  • 

Next  of  kin :  Father,  John  Hopper,  Quail,  Tex. 
HoppEE,  Edgab  Oevelle,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  18,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  3, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  R.  Hopper,  Pesotum,  HI. 
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HopPESi,  Wilfred  Hodgson,  landsman  for  mahclnist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  T.,  June  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21, 1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Anna  Hopper,  246  Barton  Street,  Buffalo,  N.  Y. 
HoRAN,  John  Edwabd,  gunner's  mate,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Pelham  Bay  Park,  N.  Y.,  April  18,  1918. 

Died :  Lincoln  Hospital,  New  York,  N.  Y.,  November  7,  1918. 

Cause:  Influenza  and  pneumonia. 

Next  of  kin :  Father,  Matthew  Horan,  1011  Woodycrest  Avenue,  New  York, 
N.  Y. 
HoBiNB,  Joseph  Thomas,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  November  28;  1917. 

Died :  U.  S.  S.  Hancock,  naval  base,  Azores,  April  9, 1918. 

Cause:  Pneumonia. 

Next  (rf  kin :  Sister,  Catherine  Horine,  205  Washington  Street,  Winchester, 
Ky. 
HoBN,  Eugene  Lee,  blacksmith,  second  class,  United  States  Naval  Reserve  Force. 

EnUsted :  Omaha,  Nebr.,  June  1,  1918. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  September  22, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  June  B.  Horn,  Paton,  Iowa. 
HoBN,  WnxiAM,  shipfitter,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  7, 1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  19,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Anna  Horn  Jan  son,  325  East  One  hundred  and  sixty- 
third  Street,  New  York,  N.  Y. 
HoBNE,  Edwin,  electrician,  first  class  (G),  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  February  27,  1915. 

Died :  Naval  hospital,  Chelsea,  Mass.,  Septeniber  23,  1918. 

Cause:  Infiuenza. 

Next  of  ktn :  Mother,  Fannie  Home,  Marlin,  Tex. 
HoBNE,  William  Michael,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  July  10,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Fannie  W.  Home,  834  Ninth  Street,  Augusta,  Ga. 
HoEEELL,  Tellis,  Seaman,  second  class.  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  November  9,  1917. 

Died :  U.  S.  S.  Jupiter,  August  20, 1918. 

Cause:  Natural  causes. 

Next  of  kin :  Mother,  Margaret  S.  Horrell,  Owensboro,  Ky.,  R.  R.  2. 
HoETON,  Claeence  Elet,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  August  5,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  November  3,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Molly  Horton,  Whaleyvllle,  Va. 
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HoETON,  Fkancis  Dean,  coxswain,  TJnited  States  Naval  Reserve  Force. 
Enlisted :  Toledo,  Ohio,  April  16,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  March  11,  1918. 
Cause :  Pleurisy. 

Next  of  kin :  Wife,  Mrs.  F.  D.  Horton,  2219  Summit  Avenue,  Toledo,  Ohio. 
HoETON,  William  John,  seaman,  second  class.  United  States  Navy. 
Enlisted :  New  Haven,  Conn.,  April  16,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  September  17, 1917. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Uncle,  Charles  Brown,  52  Chestnut  Street,  Hartford,  Conn. 
HoBwiG,  Sidney,  seaman,  second  class.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  October  3,  1916. 
Died :  Steamship  Motano,  July  31,  1917. 
Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  George  J.  Horwig,  347  Fox  Street,  New  York,  N.  Y. 
HosKEN,  William  Stanley,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 
Enlisted :  Great  Lakes,  111.,  January  11,  1918. 
Died :  Naval  air  station,  Roekaway  Beach,  Long  Island,  N.  Y.,  October  27, 

1918. 
Cause :  Pneumonia. 

Next  of  kin:  Mother,  Rhoda  Evalina  Hosken,  3114  Enoch  Street,  ZIod 
City,  111. 
HosTETTEE,  Adeian  Eael,  cMcf  pharmacist's  mate,  United  States  Navy. 
Enlisted :  San  Pedro,  Calif.,  February  11,  1918. 
Died :  Section  base,  Norfolk,  Va.,  October  20, 1918. 
Cause:  Pneumonia. 

Next    of    kin:  Wife,    Florence    Hostetter,    1662    Roosevelt    Avenue,    Los 
Angeles.  Calif. 
HoTCHKiss,  Oeal  Feank,  fireman,  second  class.  United  States  Navy. 
Enlisted:  Cleveland,  Ohio,  November  7,  1916. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin :   Mother,  Emma  Hotchkiss,  1685   Lockwood  Avenue,   Cleve- 
land, Ohio. 
Hough,  Feedeeick  William,  quartermaster,  second  class   (A),  United  States 
Navy. 
Enlisted :  Chicago,  111.,  March  28,  1917. 

Died :  Naval  headquarters,  London,  England,  March  13,  1918. 
Cause:  Due  to  aeroplane  accident. 

Next  of  kin :  Father,  William  Hough,  4508  Lake  Park  Avenue,  Chicago,  111. 
HoxTEiHAN,  James  J.,  machinist's  mate,  second  class.  United  States  Naval  Re- 
serve Force. 
Enlisted :  Newport,  R.  I.,  December  14,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  January  6,  1918. 
Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Mother,  Mary  Hourihan,  99  Cottage  Street,  Easthampton, 
Mass. 
House,  Hugh,  electrician,  third  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Parkersburg,  W.  Va.,  June  5,  1918. 
Died:  Naval  hospital,  Annapolis,  Md.,  October  15,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Father,  Cyrus  House,  Buckhannon,  W.  Va. 


383 

HoTTSEB,  tJiTssEs  SiMPSON,  Seaman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  May  23,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  William  Houser,  706  Russell  Street,  El  Reno,  Okla. 
HovEY,  HoLUs  Feanklin,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  May  11,  1917. 

Died:  Receiving  ship,  Puget  Sound,  Wash.,  June  25,  1917. 

Cause :  Meningitis,  cerebral. 

Next  of  kin :  Mother,  May  Hovey,  R.  F.  D.  1,  Missoula,  Mont. 
Howard,  Claeence  Aenoid,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Nashville,  Tenn.,  July  26,  1918. 

Died :  Los  Angeles,  CaUf.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  Franklin  Howard,  Loudon,  Tenn.,  R.  F.  D.  3. 
HowAED,  Dennie  Edwaed,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  8,  1918. 

Died:  Bordeaux,  France,  November  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Howard,  5  High  Street,  North  Adams,  Mass. 
HowAED,  Donald  Jeeald,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  April  7,  1917. 

Died :  Naval  Proving  Grounds,  Indian  Head,  Md.,  August  15, 1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Ada  Lois  Howard,  513  Oklahoma  Avenue,  Mangura, 
Okla. 
Howaed,  John  Henet,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  November  30,  1915. 

Died:  U.  S.  S.  Solace,  October  6,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother.  Florzell  Howard,  Sparta,  Tenn. 
Howabd,  John  Milton,  molder,  second  class.  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  May  3,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Nellie  A.  Howard,  510  Mill  Street,  Ironton,  Ohio. 
Howaed,  Joseph  Benjamin,  apprentice  seaman,  United  States  Navy.     . 

Enlisted :  Oklahoma  City,  Okla.,  December  6,  1917. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  January  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Amanda  Bell  Howard,  Mount  Ida,  Ark. 

HowEix,  Linton,  machinist's  mate,  second  class.  United  States  Navy. 
Enlisted:  Louisville,  Ky.,  December  5,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  N.  T.,  September  29,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:   Mother.  Minnie  Howell,  710  West  Greenup  Avenue,   Ash- 
land, Ky. 
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HowEu,,  William  Mabvin,  seaman,  second  class,  United  States  Naval  Eeserve 
Force. 

Enlisted :  Atlanta,  Ga.,  June  21,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  16,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  William  Ashley  Howell,  Jennings,  Fla. 
HowEBTON,  John  Benjamin,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  December  11,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  life  -when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Sada  August  Stallings,  B.  F.  D.  1,  Petersburg,  Va. 
HowLET,  Thomas  William,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  July  5,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause:  Missing  from  motor  boat  which  was  returning  liberty  party  to 
vessel. 

Next  of  kin :  Mother,  Matilda  Howley,  224  East  Second  Street,  Oswego, 
N.T. 
HoxiE,  Ralph  Bowman,  chief  machinist's  mate.  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  March  23,  1917. 

Died :  Naval  air  station,  Chatham,  Mass.,  April  27,  1918. 

Cause:  Death  due  to  accident. 

Next  of  kin :  Wife,  Lillian  T.  Hoxie,  429  Brookline  Avenue,  Boston,  Mass. 
HoTiE,  Haebt,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Brooklyn,  N.  Y.,  April  8,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  James  Hoyle,  733  North  Bucknell  Street,  Philadel- 
phia, Pa. 

HoTT,  WnxABD  Bttedette,  carpenter's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  July  27,  1917. 

Died :  U.  S.  S.  Wakiva  II,  May  22,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  Thomas  B.  Hoyt,  320  Lewis  Street,  Syracuse,  N.  Y. 
HuBBABD,  Feank,  chief  boatswain's  mate.  United  States  Naval  Eeserve  Force. 

Enlisted:  San  Francisco,  Calif.,  February  5,  1918. 

Died :  Naval  training  station,  San  Francisco,  Calif.,  May  17,  1918. 

Cause:  Pyelitis. 

Next  of  kin :  Sister,  Rosei  Lavouis,  Marin  Street,  Vallejo,  CaUf. 
Hubbard,  John  Sidney,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  April  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  30,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  Hubbard,  Sycamore,  Ala. 
Htjbbabd,  Kenneth,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  June  8,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin ;  Mother,  Mary  Anne  Hubbard,  Terra  Cela,  Fla. 
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HuBBABD,  WrtxiAM  THOMAS,  yeoman,  first  class,  United  States  Navy. 

Enlisted :  Lexington,  Ky.,  June  1,  1917. 

Died:  Naval  hospital,  London,  England,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Hubbard,  English,  Ind. 
HuBBS,  Thomas  Baktlett,  chief  electrician  (G.),  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  2,  1917. 

Died :  Coney  Islaild  Hospital,  Brooklyn,  N.  Y.,  October  21, 1918. 

Cause :  Broncho-pneumonia. 

Nest  of  kin :  Wife,  Maud  Hubbs,  1622  Sixty-lirst  Street,  Brooklyn,  N.  Y, 
HtTBEK,  Caei,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  20,  1917. 

Died :  Receiving  ship,  San  Francisco,  Calif.,  llarch  8,  1918. 

Cause :  Poison. 

Next  of  kin :  Mother,  Emma  Huber,  814  Howe  Street,  Seattle,  Wash. 
HucKiNS,  Albkbt  Waltace,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  August  9,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Influenza. 

Nest  of  kin :  Father,  Ernest  E.  Huckins,  Vernon,  Vt. 
HuDDLESTON,  AvA  HUGH,  Seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Peoria,  111.,  June  5,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Nest  of  kin :  Father,  Amos  Huddleston,  Areola,  111. 
HuDGiNS,  Frank  Rossob,  se.iman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Norfolk,  Va.,  April  30,  1918.  • 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  12,  1918. 

Cau.se :  Broncho-pneumonia. 

Next  of  kin  :  Grandfather,  John  Hudgins,  New  Point,  Va. 
Hudson,  Chaeles  Henky,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  24,  1918. 

Cause :    Pneumonia,   lobar. 

Next  of  kin  :  Father,  .Tohn  Thomas  Hudson,  1253  Madison  Avenue,  Memphis, 
Tenn. 
Hudson,  Chaeles  Richakd,  quartermaster,  first  class.  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  February  12,  1916. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin :  Brother,  Joseph  Hudson,  512  Van  Vrauken  Avenue,  Schenec- 
tady, N.  Y. 
Hudson,   r:;TTiENE  Holton,   apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted :  Raleigh,  N.  C,  July  19,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  16,  1918. 

Cause :   Pneumonia.    ■ 

Next  of  kin :  Father,  Levi  Hudson,  R.  F.  D.  1,  box  6,  Sparta,  N.  C. 
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HxTET,  Thomas  Jeffekson,  chief  water  tender.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  24,  1915. 

Died :  U.  S.  S.  Mercy,  October  14,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Martha  Cunning  HufC,  R.  F.  D.  1,  Eatonton,  Ga. 
HuTFiNES,  WnxiAM  Jenis  Bkstan,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  June  11,  1918. 

Died :  U.  S.  S.  Mercy,  October  5,  1918. 

Cause :   Broncho-pneumonia. 

Next  of  kin :  Sister,  Alta  May  Hufllnes,  E.  1,  Haydensburg,  Tenn. 
Huffman,  Chaelib  Wallace,  carpenter's  mate,  second  class,  United  States 
Navy. 

Enlisted:  Atlanta,  Ga.,  June  23,  1917. 

Died :  Naval  station,  Guantanamo  Bay,  June  10,  1918. 

Cause:  Trichiniasls. 

Next  of  kin :  Father,  Irvin  o.  Huffman,  Dublin,  Ga. 
Huffman,  Pkedebick  Royoil,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  December  2,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Margaret  HufCman,  Newberry,  Ind. 
Huggins,  Robert  Peeey,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Robert  Huggins,  R.  R.  2,  Nekoosa,  Wis. 
Hughes,  Emmett,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted:  Chicago,  111.,  December  12,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin:  Wife,  Mrs.  Ola  Hughes,  4041  Bast  State  Street,  Chicago,  111. 
Hughes,  Feed  Raymond  Poktee,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  December  7,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Died  when  ship  sunk. 

Next  of  kin:  Father,  Elisha  H.  Hushes,  Rossville  (Postoffice,  Baltimore), 
Md. 
Hughes,  Geeald  Poesythe,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  December  8,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  12,  1918. 

Cause :  Compression,  brocheal  plexus. 

Next  of  kin :  Mother,  Myra  H.  Hughes,  123  Troy  Avenue,  Royal  Oak,  Mich 
Hughes,  John,  water  tender.  United  States  Navy. 

Enlisted :  U.  S.  S.  Ohio,  August  1,  1917. 

Died :  U.  S.  S.  Rondo,  July  23,  1918. 

Cause:  Myocarditis,  acute. 

Next  of  kin:  Brother,  William  Hughes,  785  Livingston   Avenue,   Albany, 
N.  Y. 
Hughes,  John  Petee,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  June  18,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Peter  Hughes,  500  South  Albany  Street.  Oliieago,  111. 
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Hughes,  Leonard  Francis,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newark,  N.  J.,  May  16,  1918. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  Prance,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Patrick  Hughes,  13  Talbot  Street,  Montclair,  N.  .J, 
Hughes,  Loomis  Lafayette,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  December  12,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  2,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Brother,  Allen  V.  Hughes,  Owings,  S.  C. 
HULBERT,  Edward  Manning,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  20,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Ida  Hulbert,  105  South  Eleventh  Street,  Newark,  N.  .J. 
HuLET,  Elvin  Chari.es,  seaman,   second   class.  United   States  Naval  Reserve 
Force. 

Enlisted :  Welser,  Idaho,  May  11,  1918. 

Died:  Naval  Iiospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Elvira  Hulet,  box  35  Cambridge,  Idaho. 
HtJii,  Orvis  Erwin,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  29,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Clarence  Albert  Hull,  Scott  City,  Kans. 
HtcLLETTE,  Frank  Reamer,  ship's  cook,  first  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  December  5,  1917. 

Died :  U.  S.  S.  submarine  chaser  209,  August  27,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin:  Wife,  Nellie  HuUette,  care  of  Huylers,  Atlantic  City,  N.  J. 
HtncsMAN,  William  Bernard,  fireman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Indianapolis,  Ind.,  June  3,  1918. 

Died :  Naval  hospital.  Naval  Base,  Virginia,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Hulsman,  Fort  Branch,  Ind. 
Hummer,  Andrew  Joseph,  landsman  for  carpenter's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  23,  1918. 

Died :  Long  Island,  N.  Y.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Henry  Hummer,  4378  Atlantic  Avenue,  Richmond 
Hill,  N.  Y. 
Hummer,  George  Joseph,  chief  boatswain's  mate.  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  April  9,  1917. 

Died :  U.  S.  S.  Melville,  July  8,  1918. 

Cause:  Fracture  of  right  femur. 

Next  of  kin:  Mother,  Margaret  Hummer,  1052  Twelfth  Street,  box  779, 
San  Diego,  Calif. 
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HuMPHBEYs,  HowABD  W.,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Newark,  N.  J.,  March  7,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  27,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  W.  Humphreys,  22  West  Twenty-eighth  Street, 
Bayonne,  N.  J. 
Humphreys,  Ralph  Geokge,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  4,  1917. 

Died :  Naval  hospital.  Great  Lakes,  lU.,  May  9,  1917. 

Cause:  Suppurative  pleurisy. 

Nest  of  kin :  Mother,  Lucie  S.  Humphreys,  Clearwater,  Minn. 
HuMPHEETS,  RicHABD  EvAN,  hospital  apprentice,  second  class.  United  States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  28,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  Oct.  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Jones  Humphreys,  R.  F.  D.  2,  Wolcott,  Ind. 
HuNEwiNKEL,  RoBEET  AxBEET,  seamau,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Omaha,  Nebr.,  April  29,  1918. 

Died :  Peekskill,  N.  Y.,  Navy  Rifle  Range,  October  3,  1918. 

Cause :  Bronchial  pneumonia. 

Next  of  kin:  Father,  .Julius  B.  Hunewinkel,  730  Gardner  Street,  Chicago, 
111. 
HuNsucKER,  .lAJtEs  Oaet,,  swanian,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Raleigh,  N.  C,  June  3,  1918. 

Died :  U.  S.  S.  Mercy,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Jonas  Hunsucker,  Conover,  N.  C. 
Hunt,  Charles  David,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Portland,  Oreg.,  December  11,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  January  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ethel  Hunt,  5612  East  50  S.  B.,  Portland,  Oreg. 
Hunt,  Eael  B.,  yeoman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  December  6,  1917. 

Died :  U.  S.  S.  Herman  Prasch,  October  4,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin :  Father,  James  B.  Hunt,  Rose  Hill,  111. 

Hunt,  Haeold  James,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newark,  N.  J.,  March  14,  1918. 

Died :  Receiving  ship  at  Norfolk,  Va.,  August  11,  1918. 

Cause :  Drowned  while  In  bathing. 

Next  of  kin :  Mother,  Julia  Hunt,  184  Seventeenth  Avenue,  Paterson,  N.  J. 
Hunt,  Hayden  Albert,  coppersmith.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  12,  1915. 

Died:  Naval  hospital.  Mare  Island,  Calif.,  February  18,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Sister,  Ellda  Hunt,  McPherson,  Kans. 
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Hunt,  John  Walteb,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  October  18,  1910. 

Died :  U.  S.  A.  C.  T.  Antilles,  October  17,  1917. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin :  Father,  Isaac  Hunt,  R.  2,  box  44,  Mountain  Grove,  Mo. 
Hunt,  Stanley  Dwight,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  New  London,  Conn.,  October  16,  1917. 

Died:  Newport,  R.  I.,  January  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mary  A.  Hunt,  16  North  Elm  Street,  Wallingford,  Conn. 
Hunter,  Robebt  Bruce,  hospital  apprentice,  second  class.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Georgia  Hunter,  Granger,  Tex. 
Hunter,  Wiujam  James,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Nashville,  Teun.,  May  20,  1018. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Abram  Hunter,  Winter  Park,  Fla. 

Huntley,  Gordon  Loveless,  seaman.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  August  29,  1917. 

Died ;  Naval  air  station,  Miami,  Fla.,  October  7,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:  Father,  William  Henry  Huntley,  Yazoo  City,  Miss. 
Hued,  Robert  Gerry,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

EnUsted :  Orono,  Me.,  February  26,  1918. 

Died :  Naval  training  camp,  Hingham,  Mass.,  October  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Florence  M.  Hurd,  28  Peter  Street,  Orono,  Me. 
HuBLEY,  James  Willlam,  pharmacist's  mate,  third  class.  United  States  Navy. 

Enlisted:  Washington,  D.  C,  May  15,  1917. 

Died :  Field  hospital,  Santiago,  D.  R.,  August  29,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Harvey  Hurley,  625  Columbia  Road,  Washington,  D.  C. 

HuBST,  Martin  Shenk,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  3,  1918. 

Died :  Navy  Base  Hospital  No.  5,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Martin  H.  Hurst,  220  Resei-voir  Street,  Lancaster,  Pa. 
HuEST,  Wn-LiAM  Joe,  apprentice  seaman.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  May  4,  1917. 

Died :  Isolation  hospital,  San  Diego,  Calif.,  June  23,  1917. 

Cause:  Meningitis. 

Next  of  kin:  Mother,  Mary  Hurst,  2429  Franklin  Street,  San  Francisco, 

Calif. 
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Husband,  Haeold  A.,  quartermaster,  first  class  (A),  United  States  Naval  Ilc- 
serve  Force. 

Enlisted :  Newport,  R.  I.,  May  18,  1917. 

Died :  Submarine  chaser  S25,  August  12,  1918. 

Cause:  Fell  overboard. 

Next  of  kin:  Father,  Arthur  J.  Husband,  922  Rose  Building,  Cleveland, 
Ohio. 
HusoN,  Feank  Thomas,  yeoman,  third  clasfs.  United   States  Naval   Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  June  3,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin:  Mother,  Amelia  C.  Huson,  1611  Tenth  Street,  Walbrook,  Md. 
HusTED,  Claude,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mabel  Husted,  West  Branch,  Mich. 
HuTCHESON,  Rot  Alvin,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  October  3,  1917. 

Died :  Naval  training  station.  Great  Lakes,  111.,  December  7,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Hutcheson,  Mountain  Home,  Ark. 
Hutchinson,  Felton  Eugene,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  August  26,  1916. 

Died :  Naval  hospital,  New  York,  N.  Y.,  January  1,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  W.  C.  Hutchinson,  R.  F.  D.  "  D,"  Cordele,  Ga. 
Hutchison,  Joseph  Franklin,  ship's  cook,  fourth  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mc,  August  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  2,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Mary  Hutchison,  R.  R.  1,  Box  100,  Anderson,  Mo. 
HuTSON,  Chaeles  Robert,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  March  14,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  April  10;  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Callie  Hutson,  Treat,  Ark. 
HuTTON,  Chaeles  Pubdt,  fireman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  III.,  May  4,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28, 1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  Hutton,  Green  River,  Wyo. 
HuYCK,  Oliver  Smith,  seaman,  second  class.  United  States  Navy. 

Enlisted  :  Minneapolis,  Minn.,  June  6,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  17,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Thomas  Huyck,  Jasper,  Minn. 
Hyde,  Feed  William,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  July  19,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Helen  W.  Hyde,  Yale,  Mich. 
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Hyde,  Gut  Chester,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  August  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  15,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin  :  Mother,  Alta  Hyde,  11  Eagle  Street,  Scotia,  N.  Y. 
Hyde,  Samuel,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  October  1,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Eli  Hyde,  R.  R.  3,  Brookvllle,  Ind. 
Hyde,  Theodore  Alonzo,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  2,  1918. 

Died :  Ne-n^ort,  R.  I.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Carrie  Hyde,  108  Alden  Street,  Springfield,  Mass. 
Hydon,  Robert  James,  electrician,  second  class   (G),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Deti-oit,  Mich.,  May  16,  1918. 

Died :  Bellevue  Hospital,  New  York,  N.  Y.,  September  27,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Robert  P.  Hydon,  Skaneateles,  N.  Y. 
Hyman,  Frank,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  June  6,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Guardian,  Louise  Moody,  Lakeview  Hotel,  Leesburg,  Fla. 
Htnan,  Francis  Patrick  Joseph,  yeoman,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  17,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Bridget  Hynan,  611  Second  Street  Northeast,  Minne- 
apolis, Minn. 
Htre,  Harold  Gustave,  seaman.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  October  22,  1915. 

Died :  U.  S.  S.  Nevada,  October  21,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Mrs.  C.  M.  Easterlin,  R.  F.  D.  11,  Columbia  City,  lud. 
IDE,  Leo  Bertrand,  landsman  for  machinists  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Chicago,  111.,  July  16,  1918. 

Died :  Naval  hospital.  Great  I-akes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Adellla  J.  Ide,  6531  Evans  Avenue,  Chicago,  111. 
IHLO,  Henry  Herbert,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  23,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  27, 1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Dora  Ihlo,  551  Bronx  River  Road,  Yonkers,  N.  Y. 
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IHEIG,  Lestee  Herman,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oshkosh,  Wis.,  June  29,  1917. 

Died :  Naval  training  station,  San  Francisco,  Calif.,  February  24, 1918. 

Cause:  Cerebral  hemorrhage. 

Next  of  kin:  Father,  Edward  W.  Ihrig,  72  West  Irving  Street,  Oshkosh, 
Wis. 
Indeehub,  Edwin,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Minneapolis,  Minn.,  July  8,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  9,  1918. 

Cause:  Meningitis  cerebrospinal. 

Next  of  kin :  Jlother,  Keran  Indrehus,  Foley,  Minn. 
Ingham,  William  Samuel,  apprentice  seaman.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  15,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  June  11,  1917. 

Cause:  Measles. 

Next  of  kin :  Mother,  Rose  Ingham,  R.  P.  D.  29,  Urich,  Mo. 
Inglis,  John  William,  machinist's  mate,  second  class.  United  States  Naval  Ke- 
serve  Force. 

Enlisted :  Albany,  N.  Y.,  May  17, 1918. 

Died :  At  home,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Agnes  Cary  Inglis,  163  Fifth  Avenue,  North  Troy, 
N.  T. 
INGMAN,  John  Walter,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  6,  1918.      " 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  John  W.  Ingman,  26  Elizabeth  Street,  Port  Chester, 
N.  Y. 
Ingram,  Osmond  Kelly,  gunner's  mate,  first  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  7,  1917. 

Died :  U.  S.  S.  Cassin,  October  15,  1917. 

Cause :  Drowned  when  vessal  was  sunk  by  enemy  submarine. 

Next  of  kin :  Mother,  Bettle  Ingram,  504  Third  Street,  Pratt  City,  Ala. 
Ingram,  Paul  Spence,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  June  9,  1917. 

Died :  U.  S.  S.  Mercy,  April  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Spence  Ingram,  Louisville,  Nebr. 
Inhofe,   Everett  Cael.   seaman,  second   class,   United   States   Naval    Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  April  26, 1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mildred  S.  J.  Inhofe,  Lorimor,  Iowa. 

Inman,  Lloyd  Caelton,  ship  fitter,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Newport,  R.  I.,  June  26,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  18,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Elizabeth  M.   Inman,  85  Holman   Street,  Attleboro, 
Mass. 
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ISAKSON,  Leonabd  Rtjdowh,  gunner's  mate,  third  class,  United  States  Navy. 
Enlisted :  Newport,  R.  I.,  June  30,  1915. 
Died :  Naval  hospital,  Las  Animas,  Colo.,  May  24,  1917. 
Cause:  Tuberculosis,  chronic  pulmonary. 

Nest  of  kin:  Father,  Charles  R.  Isakson,  59  WaUiut  Street,  Waltham, 
Mass.  , 

ISBEix,  William  Htt.laby,  electrician,  second  class.  United  States  Navnl  Re- 
serve Force. 

Enlisted :  Eugene,  Oreg.,  April  6,  1917. 

Died :  Puget  Sound,  AVash.,  July  14,  1917. 

Cause:  Endocarditis,  acute. 

Next  of  kin :  Brother,  Claude  Isbell,  Bozeman,  Mont. 
ISBiSTEE,  John,  Jr.,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  8,  1917. 

Cause:  Meningitis. 

Next  of  kin :  Father,  John  Isblster,  sr.,  49  Monroe  Avenue,  Larclimont, 
N.  Y. 
IsHXJM,  Elmer  Clark,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  September  18,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Explosion  on  board  ship. 

Next  of  kin:  Father,  Joel  Ishum,  1606  West  Walnut  Street,  Washinstoii. 
Ind. 
IvEESON,  Chester  Malvin,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  July  23,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Mary  D.  Iverson,  723  Thomas  Street,  Seattle,  Wash. 
IvEKsoN,  Melvin  CLIFFORD,  Seaman,  second  class.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  25,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  28,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  Seber  G.  Iverson,  Manly,  Iowa. 
Jack,  Sydnet  Francis,  seaman.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  19,  1917. 

Died :  Willard  Parker  hospital.  New  York,  September  27,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Father,  Francis  M.  Jack,  27  Pilling  Street,  Brooklyn,  N.  Y. 
Jackan,  Lucas  Frank,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Milwaukee,  Wis.,  May  15,  1918. 

Died :  Naval  Training  Station,  Great  Lakes,  111.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Michael  Jackan,  Nekoosa,  Wis. 
Jackson,  Allen,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  14,  1917. 

Died :  U.  S.  S.  Arethusa,  October  31,  1917. 

Cause:  Injuries. 

Next  of  kin :  Rebecca  Jackson,  R.  F.  D.  2,  Ardmore,  Tenn. 
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Jackson,  Alvin  Wesley,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  June  22,  1915. 

Died :  Naval  station,  Guantanamo  Bay,  Cuba,  October  1,  191T- 

Cause:  Acute  intestinal  obstruction. 

Next  of  kin :  Father,  A.  W.  Jackson,  R.  P.  D.  2,  Piedmont,  Ohio. 
Jackson,  Cecil  Eaei,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  May  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mary  A.  Jackson,  410  County  Street,  Portsmouth,  Va. 
Jackson,  Hovcaed  Lee,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  February  8,  1918. 

Died :  U.  S.  S.  Ohio,  September  1,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Benjamin  H.  Jackson,  Star  Route,  Eldon,  Mo. 
Jackson,  Hugh  Walton,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  17,  1917. 

Died :  Naval  hospital,  Nevy  York,  N.  Y.,  June  14,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Hugh  Alton  Jackson,  Clarksville,  Tex. 
Jackson,  Joseph,  gunner's  mate,  third  class,  United  States  Navy, 

Enlisted:  New  York,  N.  Y.,  April  19,  1917. 

Died :  Naval  hospital.  Fort  Lyon,  Colo.,  April  9,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  Harris  Jackson,  1562  Hoe  Avenue,  New  York,  N.  Y. 
Jackson,  Mebyle  Edwabd,  apprentice  seaman.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  July  13,  1918. 

Died :  Naval  training  station,  San  Francisco,  Calif.,  August  24,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Samuel  F.  Jackson,  Eldorado  Springs,  Mo. 
Jackson,  Mn,T0N  Eabl,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  March  21,  191G. 

Died :  Naval  hospital,'  Norfolk,  Va.,  June  8,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Edward  Jackson,  69  Central  Avenue,  Caldwell,  N.  J. 
Jackson,  Rot,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  August  10,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mollie  Jackson,  Sharon,  Okla. 
Jackson,  Wh-liam  Hendekson,  seaman.  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  May  25,  1916. 

Died:  Naval  hospital,  Portsmouth,  N.  H.,  July  20,  1918. 

Cause:  Pleurisy. 

Next  of  kin:  Mother,   Malinda   Jackson,   1411   Marian    Street,    Knoxvllle, 
Tenn. 

Jacob,  Aethub  Callam,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Brooklyn,  N.  Y.,  June  13,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  16,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  Henry  Jacob,  1009  East  Fifth  Street,  Brooklyn,  N.  T. 
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Jacobi,  Stanley  Alan,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  San  Francisco,  Calif.,  October  8,  1918. 
Died:  Oakland,  Calif.,  October  31,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Selma  A.  Jacobi,  3641  .Tackson  Street,  San  Fran- 
cisco, Calif. 

Jacobs,  Aktht^e  Martin,  fireman,  second  class.  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  December  4,  1914. 

Died :  Naval  hospital,  Canacao,  P.  I.,  August  1,  1917. 

Cause :  Injured  in  a  gasoline  explosion. 

Next  of  kin  :  Mother,  Emma  S.  Jacobs,  Rigby,  Idaho. 
Jacobs,  Gail  Maiden,  ship's  cook,  third  class.  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  April  12,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  3,  1918. 

Cause:  Tuberculosis,  acute  pneumonia. 

Next  of  kin :  Mother,  Mrs.  Elizabeth  Murphy,  JefCersonvIUe,  Ind. 
Jacobs,  Geobge  William,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  San  Francisco,  Calif.,  April  12,  1918. 

Died:  Navy  yard.  Mare  Island,  Calif.,  October  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  Jacobs,  GeyservlUe,  Calif. 
Jacobsen,  Christen,   ship's   cook,  fourth  class.   United   States  Naval  Reserve 
Force. 

Enlisted :  Newark,  N.  J.,  May  10,  1918. 

Died:  At  home,  October  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Petra  Jacobsen,  Baldwin  Avenue,  Weehawken,  N.  J. 
Jaegle,  William  C,  Jr.,  chief  machinist's  mate   (A),  United  States  Naval 
Reserve  Force. 

Enlisted:  Newport,  R.  I.,  April  7,  1917. 

Died :  New  York,  N.  T.,  August  24,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  W.  C.  Jaegle,  1985  Southern  Boulevard,  New  York, 
N.  Y. 
Jabtee,  Edwabd  Stanley,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Chicago,  111.,  April  23,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  7,  1917. 

Cause:  Tuberculosis. 

Next  of  kin:  Brother,  Herman  R.  Jaffee,  1514  South  Central  Park,  Chi- 
cago, 111. 
jAKiTis,  John  Andrew,  water  tender.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  1,  1917. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  July  24,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  Peter  Jakitis,  419J  Parson  Street,  Pittsburgh,  Pa. 
JALAS,  Almeb  Milson,  apprentice  seaman.  United  States  Naval  Reserve  Force 

Enlisted:  Cleveland,  Ohio,  July  6,  1918. 

Died:  St.  Mary's  Hospital,  Milwaukee,  Wis.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Minnie  Jalas,  3921  Henrltze  Avenue,  Cleveland,  Ohio. 
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James,  Olivee  Etjgene,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  December  7,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Laura  B.  James,  Paynesville,  Minn. 
Jamison,  Roland  Ray,  pharmacist's  mate,  first  class.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  December  20,  1915. 

Died :  In  France,  October  7,  1918. 

Cause:  Result  of  wounds  received  In  action. 

Next  of  kin :  Father,  Edward  W.  Jamison,  R.  F.  D.  1,  Hermitage,  Mo. 
Janes,  John  Peeston,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  December  13,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  Janes,  Vera,  111. 
JANITZ,  Andrew,  coxswain,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  5,  1915. 

Died :  Receiving  ship  at  New  York,  August  6,  1917. 

Cause:  Drowned. 

Next  of  kin :  Aunt,  Mrs.  Gertrude  Schmidt,  100  Highland  Street,  Paterson, 
N.  J. 
Jankowski,  Mike  Joseph,  landsman  for  machinist's  mate,  United  States  Naval 
Reserve  Force. 

Enlisted :  Detroit,  Mich.,  May  21,  1918. 

Died:  Owosso,  Mich.,  October  13,  1918. 

Cause:  Intracranial  injuries  received  in  football  game. 

Next  of  kin :  Mother,  Anna  Jankowski,  1417  Lynn  Street,  Owosso,  Mich. 
Janvbin,  Ralph  Enos,  hospital  apprentice,  second  class.  United  States  Navy. 

Enlisted :  Peoria,  111.,  May  24,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  .Tuly  27,  1917. 

Cause:  Scarlet  fever. 

Next  of  kin :  Father,  William  H.  Janvrln,  Warrenburg,  111. 
Jaqtjet,  Walter  Louis,  landsman  for  electrician    (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  New  Orleans,  La.,  April  5,  1918. 

Died :  Naval  hospital.  New  Orleans,  La.,  August  26,  1918. 

Cause :  Acute  endocarditis. 

Next  of  kin:   Mother,  Emma   L.   Jaquet,   139  South   Scott   Street,   Nevr 
Orleans,  La. 
.Tabvis,  Eugene,  englneman,  second  class.  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  May  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Sister,  Mrs.  J.  C.  Carlson,  Southampton  Avenue,  Norfolk,  Va. 
Jaevis,  Ores  Seeeno,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  June  13,  1918. 

Died :  Mountainside  Hospital,  Montclalr,  N.  J.,  October  1, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Rosa  T.  Jarvis,  R.  R.  6,  Bloomfleld,  Iowa. 
.Taskolski,  Francis  John,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  February  12,  1916. 

Died:  U.  S.  S.  Jacob  Jones,  December  6, 1917. 

Cause:  Killed  In  action. 

Next  of  kin :  Father,  Vincent  Jaskolskl,  1931  Fleet  Street,  Baltimore,  Md. 


397 

Jaspisrse,  Petee  Leon,  seaman,  second  class,  United  States  Naval  Keservo  Force. 

Enlisted:  Indianapolis,  Ind.,  May  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Peter  Jasperse,  R.  R.  1,  Ada,  Mich. 
Jay,  Rose  Henry,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  May  20,  1918. 

Died:  Navy  training  camp.  Mare  Island,  Calif.,  October  31,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Joseph  P.  Jay,  Nebraska  City,  Nebr. 
JEDEEY,  AiTRED  ANTHONY,  Seaman,  second  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  29,  1917. 

Died :  At  home,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Everett  Jedrey,   125  East  Main   Street,  East  Glou- 
cester, Mass. 
Jefferson,  Arthur  Thomas,  ship's  cook,  second  class.  United   States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  August  22,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  when  vessel  was  sunk. 

Nest  of  kin :  Friend,  Mrs.  Denis  Taylor,  536  West  Union  Street,  Jackson- 
ville, Fla. 
Jeffery,  Winifeed  Call,  yeoman  (F.),  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Portsmouth,  N.  H.,  September  7,  1917. 

Died :  Portsmouth,  N.  H.,  February  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Husband,  Ralph  M.  Jefifery,  307  Essex  Avenue,  Gloucester, 
Mass. 
Jekel,  Habky  Lewis,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  April  13,  1917. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  F.  Jekel,  719  South  Seventeenth  Street,  Louis- 
ville, Ky. 
jEitEN,  John  Feed,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  July  14,  1917. 

Died :  Naval  station,  Ponta  Delgado,  Azores,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ada  Jeken,  546  Fourteenth  Street,  San  Bernardino, 

Calif. 

lEixiFFE,  Samuel  David,  apprentice  seaman,  United' States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  24,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  Jelliffie,  Mineral  Point,  Wis. 
Jenkins,  Caeson  Gillespie,  hospital  apprentice,  first  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Columbia,  S.  C,  May  11,  1918. 

Died :  Section  base,  Wilmington,  N.  C,  October  13,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Rose  Jenkins,  12  Warren  Street,  Sumter,  S.  C. 
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Jenkins,  Eabl  Chester,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  December  12,  1917. 

Died :  Naval  hospital,  BrooMyn,  N.  Y.,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Ella  M.  Cox,  Anacortes,  Wash. 
.Jenkins,  Eden  Buel,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  14,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Myron  N.  Jenkins,  535  First  Avenue,  Boulder,  Colo. 
Jenkins,  Hali.ie  Guinn,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Nashville,  Tenn.,  July  30,  1918. 

Died :  Los  Angeles,  Calif.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mildred  H.  Jenkins,  Ripley,  Tenn. 
.Jenkins,  John  A.,  apprentice  seaman.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  14,  1917. 

Died :  U.  S.  S.  President  Uncoln,  May  31, 1918. 

Cause :  Lost  his  life  when  vessel  veas  torpedoed  and  sunk. 

Next  of  kin :  Mother,  Mrs.  Augusta  Jenkins,  Eugene,  Mo. 
.Jknkins,  John  Wiixiam  Haerison,  chief  yeoman,  United  States  Naval  Reserve 
-Force. 

Enlsted :  Baltimore,  Md.,  April  10,  1918. 

Died:  Section  ba;  e  No.  1.  Baltimore,  Md.,  October  27,  1918. 

Cause :  Pneumonia : 

Next  of  kin:  Father.  <Vorge  M.   Jenkins,  6106  Webster  Street,  Philadel- 
phia, Pa. 
Jenkins,  Joseph  Mubtox,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  December  12,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of   kin :  Mother,   Mrs.    Hanna   B.    Jenkins,    Jericho   Road,    Scltuate, 
Maf  s. 
Jennings,  Eldek  Davis,  apprentice  seaman.  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  November  24,  1917. 

Died:  Naval  hospital,  San  Francisco,  Calif.,  January  13,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Myrtle  Jennings,  Forest,  Wash. 
Jennings,  Henby  William,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Peoria,  III.,  December  3,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lillie  Smith,  Eureka,  111. 
Jennings,  Homer   Estin,   fireman,   third  class.  United   States   Naval   Reserve 
Force. 

Enlisted:  Louisville,  Ky.,  July  9,  1918. 

Died:  Naval  hoi-pital.  Great  Lakes,  111.,   September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  I^ula  McMcan  .Jennings,  Crayne,  Ky. 
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Jennings,  Irvinu  E\euett,  seauiuu,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Section  base  No.  6,  December  31,  1917. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  February  12,  1918. 

Cause:  Obstruction,  acute  intestinal. 

Next  of  kin:  ilother,  Ida  F.  Jennings,  Sea  Cliff,  Long  Island,  N.  Y. 
Jensek,  Oscab  ABTHt^R,  apprentice  seaman,  Uniteil  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  August  7,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  .Sepiember  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,    Ole   Jenseu,   73.5   North    Tenth   Street,   Manitowoc, 
Wis. 
Jknsen,    Reubek    N.    I).,    tireman,    third   class.   United    States   Naval    Reserve 

Force. 

Enlisted:  Des  Moines,  Iowa,  June  14,  1918. 

Died :  Navy  yard,  Puget  Sound,  Wash.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Jensen,  R.  1,  Minden,  Nebr. 
.IKNSEN,  Theodore  Cedoe,  landsman  for  electrician    (G),  United  States  Naval 
Rftsei've  Force. 

Enlisted :  Omaha,  Nebr..  July  18,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Peter  Jensen,  Guckeen,  Minn. 
Jepson,  John,  seaman,  sticond  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  15,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  May  18,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  T.  Jepson,  Siloam  Springs,  Ark. 
.Tessup,  Al  Bland,  apprentice  seaman.  United  States  Navy. 

EnUsted :  Dallas,  Tex.,  April  19,  1917. 

Died :  U.  S.  S.  Solace,  June  17,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Mollie  W.  Jessup,  G.  D.,  Mount  Pleasant,  Tex. 
Jett,  Hugh  Axphus,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  July  27,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Charles  S.  Jett,  Brooksville,  Ky. 
Jett,  James  William,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Richmond,  Va.,  April  24,  1918. 

Died :  Naval  training  station,  Hampton  Roads,  Va.,   September  1,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  James  T.  Jett,  Willis,  Va. 
Jewke.«,  Ivan  Richakd,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  January  19,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  November  2,  1917. 

Cause:  Tuberculosis,  meningitis. 

Next  of  kin :  Father,  Samuel  R.  Jewkes,  Sunnyside,  Utah. 
JoBES,  Ernest  Eveeett,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  November  12,  1917. 

Died :  Steamship  Florence  B,  April  17,  1918. 

Cause :  Killed  in  an  explosion  on  board  ship. 

Next  of  kin:  Father,  Louis  A.  Jobes,  116  Castner  Avenue,  Donora,  Pa. 
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John,  James  Bdqab,  seaman,  second  class.  United  States  Navy. 
Enlisted  :  Salt  Lake  City,  Utah,  April  6,  1917. 
Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  23,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Father,  J.  B.  John,  Malad,  Idaho. 
.loHNiGioN,  Keikee  Michael,  mess  attendant,  third  class,  United  States  NavHl 
Reserve  Force. 
Enlisted :  Boston,  Mass.,  August  7,  1918. 
Died:  Naval  hospital,  naval  base,  Virginia,  October  5,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Uncle,  Setrak  Tekmejian,  146  Hillside  Street,  Roxbury.  Mas.x. 
Johns,  Clet  Leveen,  ship's  cook,  fourth  class.  United  States  Navy. 
Enlisted :  Elmira,  N.  Y.,  June  29,  1917. 
Died :  Base  No.  2,  June  27,  1918. 
Cause:  Scarlet  fever. 

Next  of  kin :  Horace  Johns,  R.  F.  D.  1,  Mainesburg,  Pa. 
Johnsen,  Richaed,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Ishpeniing,  Mich.,  December  1,  1917. 
Died :  Naval  station.  Great  Lakes,  111..  December  29,  1917. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  C.  Johnson,  433  Bast  High  Street,  Ishpeming, 
Mich. 
Johnson,  Adot.ph  Thkodokk.  apprentice  seaman,  United  States  Naval  Reserve 
Force. 
Enlisted :  Philadelphia,  Pa.,  July  24.  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Katherine  Johnson,  2U(j  Sixth  Avenue,  Seattle.  Wasli. 
.Johnson,  Aluebt  L.,  oiler,  United  States  Naval  Reserve  Force. 
Enlisted:  Boston,  Mass.,  June  4,  1917. 
Died :  U.  S.  S.  Manlcy,  Jlarch  19,  1918. 
Cause:  Killed  in  an  explosion  on  board  ship. 

Next  of  kin :  Mother,  Hilda  Johnson,  5  Raymond  Street,  Worcester,  Ma.ss. 
.loHNSOK,  Albekt  Ray,  hospital  apprentice,  first  class,  United  States  Navy. 
-      Enlisted :  Portland,  Oreg.,  May  26,  1917. 
Died:  U.  S.  S.  Merey,  April  15,  19:8. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Jennie  Johnson,  Redmond,  Oreg. 
.ToHNSON,  Au'SED  JoHN,  elpctrician,  third  class   (RK  United  States  Njival  Re- 
serve Force. 
Enlisted:  New  York,  N.  Y.,  September  4,  1917. 
Died:  Submarine  chaser  Nn.  '/.?,  Augu.st  17,  1918. 
Cause:  Drowned. 

Next  of  kin:  Mother,  Delia  Johnson,  1199  Third  Avenue,  New  York,  N.  Y. 
Johnson,  Anton  Feedebick,  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  Mare  Island,  Calif.,  April  18,  1917. 
Died :  Naval  hospital,  Portsmouth,  N.  H..  March  24,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mrs.  William  Frash,  14561  Broaduay,  San  Diego,  Calif. 
Johnson,  Aethub  Albeej,  gunner's  mate,  .second  class.  United  States  Navy. 
Enlisted:  Chicago,  111.,  November  27,  1914. 
Died :  U.  S.  S.  Warden.  May  28,  1917. 
Cause:  Drowned. 
Next  of  kin:  Brother,  Walter  Erickson.  P.  O.  Box  NO.  1,  Richvnle,  <',alif. 
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Johnson,  Aexhuk  Edwaku,  seainan,  United  States  Navy. 

Enlisted ;  Newport,  R.  I.,  January  30,  1917. 

Died :  Steamship  Tyler,  May  2,  1918. 

Cause:  Drowned. 

Next  of  kin :  Friend,  Louis  Salois,  498  Beriuou  Street,  Woonsocket,  R.  I. 
Johnson,  Arthur  Eowik,  seaman,  United  State.s  Naval  Reserve  Force. 

Enlisted:  San  Francisco,  CiUif.,  November  9,  1917. 

Died:  Panama  Canal  Hospital,  Colon,  Panama,  November  3,  1918. 

Cause:  Estivo  atunnal  malaria. 

Next  of  kin:  Mother,  Hannah  .Johnson,  223  Bast  Third  Street,  Watson- 
ville,  Calif. 
.roHNSON,  Arthuk  James,   seaman.  United   States  Navy. 

Enlisted:    Philadelphia.   Pa.,   April   20,   1918. 

Died:  Naval  station.  Mare  Island,  Calif.,  October  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mrs.  Amy  Johnson  (mother)  Wilmer,  Tex. 
Johnson,   Arthur  Martin,   apprentice  seaman,   United  States  Navy. 

Enlisted:   Minneapolis,   Minn.,   December   12,   1917. 

Died:  Naval  station,  Great  I^akes,  111.,  January  14,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Minnie  Johnson,  Tescott,  Kans. 
Johnson,  Arthur  Wilhelm,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Newport,  R.  I.,  December  5,  1917, 

Died:  Receiving  ship  at  Philadelphia,  September  19,  1918. 

Cause :   Pneumonia,  broncho. 

Next  of  kin :  Father,  Carl  J.  Johnson,  17  Avenue  B,  Riverside,  R.  I. 
Johnson,  Arthur  WrLiiAM.  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Peoria,  111.,  July  23,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Naxt  of  kin :  Father,  Charles  M.  Johnson,  Clayton,  111. 
Johnson,  Carl  Frank,  seaman,  second  class.  United  States  Navy. 

Enlisted:   Syracuse,  N.  Y.,  December  13,  1917. 
'      Died:  U.  S.  S.  Leviathan,  April  IS,  1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :  Mother,  Margaret  B.  Johnson,  35  Telegraph  Street,  Bing- 
hamton,  N.  Y. 
Johnson,  Carl  Ludwig,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  4,  1917. 

Died:  Naval  station.  Great  Lakes,  111.,  January  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Caroline  Johnson,  Christiania,  Norway. 
Johnson,  Charles  Ceyeil,  seaman.  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  June  27,  1917. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Katherine  Johnson,  Lampton  Street,  Louisville,  Ky. 
Johnson,  Charles  Howard,  apprentice  seaman.  United  States  Navy. 
Enlisted:  New  Orleans,  La.,  June  30,  1917. 
Died:  Naval  hospital,  Newport,  R.  I.,  October  7,  1917. 
Cause:  Broncho  pneumonia. 
Next  of  kin :  Father,  James  B.  Johnson  R.  F.  D.  1,  Winnfield,  I-fi. 
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Johnson,  David  William,  coxswain,  United  States  Navy. 

Enlisted:  Worcester,  Mass.,  March  27,  1916. 

Died:  U.  S.  A.  C.  T.  Montanan,  August  16,  1918. 

Cause :  Drowning. 

Next  of  kin:  Father,  Francis  A.  Johnson,  13  Louise  Street,  Worces.'er. 
Mass.  , 

Johnson,   Deeastus   Clifton,   landsman  for  electrician    (R),   United  States 
Naval  Reserve  Force.  * 

Enlisted :  Milwaukee,  Wis.,  March  14,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  29, 1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Herbert  Johnson,  box  157,  Poynette,  Wis. 
Johnson,  Dock,  cabin  cook,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  May  24,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6, 1917. 

Cause :  Killed  in  action. 

Next  of  kin :  Wife,  Loreana  Johnson,  835  North  Watt  Street,  Philadelphia, 
Pa. 
Johnson,  Eabl  T.,  coxswain.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  January  5,  1918. 

Died :  U.  S.  S.  Comfort,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Nellie  M.  Johnson,  Rlppey,  Iowa. 
Johnson,  Edwin,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  May  31,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Johnson,  Port  Allegany,  Pa. 
Johnson,  Elbeeth  Pope,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted:  Richmond,  Va.,  September  25,  191.5. 

Died :  U.  S.  A.  C.  T.  Buena  Ventura,  June  25, 1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Kelly  Johnson,  R.  F.  D.  1,  Bamesville,  N.  O. 
Johnson,  Eknest  Robebt,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  January  19,  1914. 

Died :  U.  S.  S.  Rhode  Island,  July  2,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Zachariah  T.  Johnson,  Bnrrville,  Tenn. 
Johnson,  Fkancis  Grey,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  June  27,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  May  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Ella  Johnson,  Keego  Harbor,  Mich. 
Johnson,  Geoege  Joe,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Raleigh,  N.  0.,  May  31,  1017. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  22,  1918. 

Cause :  Pericarditis. 

Next  of  kin :  Mother,  Emely  Johnson,  Tarboro,  N.  0. 
Johnson,  Grant  Lee,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Puget  Sound,  Wash.,  April  11,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  80,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Father,  Charles  B.   Johnson,  597  Linn  Avenue,   Portland, 
Oreg. 
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Johnson,  Grundy  Bedney,  ship's  cook,  third  class.  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  June  14,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Sydney  Johnson,  R.  F.  D.  1,  box  8,  Decatur,  Tenn. 
Johnson,  Guy  William,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  Williamsport,  Pa.,  April  17,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  June  20,  1918. 

Cause:  Tuberculosis  of  kidney. 

Next  of  kin :  Brother,  Hugh  K.  Johnson,  118  Spruce  Street,  Jersey  Shore, 
Pa. 

Johnson,  Habey  McKinley,  musician,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  May  18,  1917. 

Died :  Naval  station,  Mare  island,  Calif.,  April  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Isaac  A.  Johnson,  Diamond  Springs,  Calif. 
Johnson,  Hubeet  Aueed,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  December  14,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarlna 

Next  of  kin :  Wife,  Margaretta  M.  Johnson,  1916  L  Street  NW.,  Washington, 
D.  C. 
Johnson,  Ivek,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  May  28,  1918. 

Died :  Navay  hospital,  Chelsea,  Mass.,  September  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alma  Johnson,  18  County  Road,  Barrlngton,  R.  I. 
Johnson,  John   Oscae,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  April  19,  1917. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  C.  Johnson,  265  Zeralda  Street,  Philadelphia, 
Pa. 
Johnson,  Joseph  Samuel,  pharmacist's  mate,  third  class,  United  States  Navy. 
•     Enlisted :  Washington,  D.  C,  May  2,  1917. 

Died :  France,  October  4,  1918. 

Cause:  Killed  In  action. 

Next  of  kin:  Father,  Samuel  Johnson,  319  South  Park  Street,  Elizabeth, 
N.  J. 
Johnson,  Lee  Axlen,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  March  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  29,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Sister,  Mrs.  Effle  Wagster,  R.  F.  D.  3,  Newport,  Ark. 
Johnson,  Leslie  Eugene,  fireman,  third  clnss.  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  April  28,  1917. 

Died :  U.  S.  S.  Huntington,  May  20,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Jessie  Johnson,  Hamilton  City,  Calif. 
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Johnson,  Maetin  Sands,  electrician,  third  class  (G),  United  States  Naval  Ite- 
serve  Force. 

Enlisted :  Denver,  Colo.,  April  24,  1918. 

Died :  Receiving  ship  at  Mare  Island,  OaUf.,  October  20,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Mary  Johnson,  222  Eighth  Street,  Kawlins,  Wyo. 
Johnson,  Olap  William,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Providence,  R.  I.,  November  30,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Thomas  Johnson,  8  Pease  Street,  Fairhaven,  Mass. 
.ToHNsoN,  Pbince  Algebnon,  mess  attendant,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Norfolk,  Va.,  December  6,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918.    . 

Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Emma  J.  Johnson,  Franklin,  Va. 
Johnson,  Robekt  Bktan,  chief  machinist's  mate  (A),  United  States  Navy. 

Enlisted:   Dallas,  Tex.,  May  31,  1918. 

Died :  Receiving  ship  at  Philadelphia,  Pa..  September  23,  1918. 

Cause :    Pneumonia,    broncho. 

Next  of  kin :  Father,  Robert  H.  Johnson,  Princeton,  Tex. 
Johnson,  Tannee  William,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  July  24,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Gust  W.  Johnson,  1417  Eleventh  Avenue,  Rockf  ord,  lU. 
Johnson,  Theodoee  Beenhabdt,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Milwaukee,  Wis.,  June  20,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  2,  1918. 

Cause :   Influenza. 

Next  of  kin :  Wife,  May  M.  Johnson,  box  131,  New  Auburn,  Wis. 
.Tohnson,  Thomas  Lincoln,  seaman,  second  class.  United  States  Navy, 

Enlisted:  Denver,  Colo.,  April  12,  1917. 

Died:  U.  S.  S.  Huntington,  July  17,  1917. 

Cause :   Pneumonia. 

Next  of  kin:  Mother,  Emma  Johnson,  315  West  Fifth  Street,  Pueblo,  Colo. 
Johnson,  Thomas  Otto,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  15,  1917. 

Died :  U.  S.  S.  Solace,  May  6,  1917. 

Cause :   Cerebrospinal  fever. 

Next  of  kin :  Father,  Scott  Johnson,  Gait,  Mo. 
.Johnson,  William,  painter,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  May  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Anna  C.  Johnson,  513  Main  Street,  Evanston,  111. 
Johnson,  William  Jennings,  electrician,  second  class  (R).  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  November  30,  1917. 

Died :  Naval  air  station,  Cape  May,  N.  J.,  October  8,  1918. 

Cause :  Lost  at  sea  from  aeroplane  A-1210. 

Next  of  kin :  Mother.  Hannah  Johnson,  Grafton.  N.  Dak. 
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Johnston,  Claude  Kaymond.  quartermaster,  second  class   (A),   United  Stiucs 
Navy. 
Enlisted:  Syracuse,  N.  Y.,  January  26,  1918. 
Died :  Naval  air  station,  Killinsliolrae,  England,  (Jctober  22,  1918. 
Cause :  Pneumonia. 

Next  of  kin:  Father,  Ulysses  S.  Jolinston,  7  Pleasant  Street,  Oneida,  N.  Y. 
Johnston,  Eugene  Allen,  chief  yeoman.  United  States  Naval  Reserve  Force. 
'    BnUsted:  Norfolk,  Va.,  March  31,  1917. 
Died:  U.  S.  S.  Lake  Moor,  April  11,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kin:  Mother,  Annette  Johnston,  80  Boyd  Avenue,  Jersey  City,  N.  J. 
Johnston,  Eury  Alvin,   landsman  for  electrician    (R).  United   States  Naval 
Reserve  Force. 
Enlisted:  Louisville,  Ky.,  May  28,  1918. 

Died :  Naval  air  station,  Eastleigh,  England,  October  21,  1918. 
Cause :  Pneumonia. 

Next  of  kin:  Mother,  Mary  W.  Johnston,  310  East  Sixth  Sti'eet,  Metreii- 
olis.  111. 
Johnston,  Frank  Lewis,  ship's  cook,  first  class,  United  States  Navy. 
Enlisted :  Guantanamo  Bay,  Cuba,  February  2,  1915. 
Died :  U.  S.  S.  Solace,  September  26,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,   Geoi-gia   T>.   .Johnston,   10   Chester   Street.    .Maiden, 
Mass. 
Johnston,  George  Anderson,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 
Enlisted :  Birmingham,  Ala.,  June  4,  1918. 
Died:  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  George  A.  Johnston,  .sr.,  Clayton,  Ala. 
Johnston,  John  Wesley,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Houston,  Tex.,  July  3,  1917. 
Died:  U.  S.  S.  Tern.',.  .Tanuary  15,  1918. 
Cau.se :  DroT^Tied. 

Next  of  kin  :  Father,  J.  E.  Johnston,  K.  F.  D.  1,  Stockdale,  Tex. 
Johnston.    Lottts    Bert,    apprentice    seaman,    United    States    Na\al    Reserve 
Force. 
Knlisted  :  Detroit.  Mich.,  July  30,  1918. 
riied  :  Naval  hospital.  Great  Lakes.  111.,  September  20.  191S. 
Cau.se:  Influenza. 

Next  of  kin:  Mother.  Jennie  K.  Jolinsmn,  129^  North   Street,  Kalania/.eo. 
Mich. 
Johnston,  Reginald  Joseph,  yeonian,  third  class.  United  States  Naval  Reserve 
Force. 
Enlisted:  Brooklyn,  N.  Y.,  December  3,  1917. 
Died :  Naval  hospital,  Fort  Lyon,  Colo.,  October  30,  1918. 
Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Wife,  Louise  Johnston,  720  Chauncey  Street,  Brooklyn,  N.  Y. 
Johnston,  Robert  Leslie,  hospital  apprentice,  second  class.  United  States  Navy. 
EnUsted :  St.  Louis,  Mo.,  March  16,  1917. 
Died :  Naval  hospital,  Hampton  Roads,  Va.,  August  6,  1918. 
Cause :  Compression  of  spinal  cord. 
Next  of  kin :  Father,  .Tohn  .Johnston,  Gillespie,  111. 
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Johnston,  Worthington  Henby,  seaman,  United  States  Naval  Reserve  B\>rce. 

Enlisted:  New  Orleans,  La.,  February  6,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  W.  W.  Johnston,  239  North  Anthony  Street,  New 
Orleans,  La. 
JoHNSYN,  Henet  Anthony,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  September  16,  1914. 

Died :  Naval  hospital.  Fort  Lyon,  Colo.,  January  8,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  Joseph  Johnsyn,  11  Bellflower  Street,  Dorchester 
Mass. 
JoixEY,  Roy  Heebeet,  fireman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  17,  1917. 

Died :  U.  S.  S.  Eoumtonic,  May  27,  1918. 

Cause:  Killed  by  accident. 

Nest  of  kin:  Sister,  Florence  Crawford,  Watermill,  Long  Island,  N.  Y. 
JoNASsoN,  Edgae  Haeey,  Seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  10,  1917. 

Died :  Naval  hospital.  Naval  Base,  Va.,  October  8,  1918. 

Cause:  Spinal  fever. 

Next  of  kin:  Father,   Joseph   Jonasson,  15  West  Fifty-fifth   Street,  New 
York,  N.  Y. 
.Tones,  Andeew  Duglas,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  November  24,  1917. 

Died :  U.  S.  S.  Westgate,  October  7,  1918. 

Cause:  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  John  Jones,  Harrison,  Ark. 
.Tones,  Beveely  Fbaniclin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin  :  Sister,  Sarah  E.  Jones,  129  East  North  Avenue,  Baltimore,  Md. 
Jones,  Chaeles  Clayton,  electrician,  second  class.  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  February  1,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 
Next  of  kin :  Mother,  Eleanor  Jones.  40  South  Main  Street,  Salt  I^ake  City, 
Utah. 
Jones,  Claeence  Ellis,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  February  28,  1917. 

Died:  U.  S.  S.  Pcmhling,  April  19,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  A.  F.  Jones,  Box  286-B,  Atlanta,  Ga. 
Jones,  Claeence  Leslie,  seaman.  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  7,  1916. 

Died :  U.  S.  S.  Micliigam,  October  30,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Aura  F.  Jones,  Central  Street,  Bucksport  Me. 
Jones,  Eael  Edgae,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Raleigh,  N.  C,  July  17,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Cleon  E.  Jones,  Snow  Hill,  N.  C. 
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Jones,  Eabl  Leon,  coxswalnr,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  May  20,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Nest  of  kin :  Brother,  John  Paul  Jones,  Aeril,  Wash. 
Jones,  Edwabd  Ghabi.es,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  July  15,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Belle  Ross,  post-office  box  93,  Ingram,  Wis. 
Jones,  Feancis  Donald,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  May  7,  1917. 

Died:  Naval  hospital.  New  York,  N.  Y.,  January  29,  1918. 

Cause :  Bronch-pneumonla. 

Next  of  kin  :  Father,  Able  Jones,  Delhi,  N.  Y. 
Jones,   Feederick  Hewlett,   ship's  cook,   fourth   class,    United    States   Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  27,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Fannie  Jones,  Katonah,  N.  Y. 
Jones,  Gilbert  Thomas,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Cincinnati,  Ohio,  July  18,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Thomas  M.  Jones,  90  Burt  Street,  Columbus,  Ohio. 
Jones,  Haeey  Ross,  carpenter's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  Mny  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Sarah  Jones,  828  Randolph  Street,  Waterloo,  Iowa. 
JoNES,  Henet  Davis,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted:  New  Orleans,  La.,  July  1,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  C.  C.  Jones,  Watson,  La. 
.(ones,  Heney  Lester,  fireman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  9,  1917. 

Died:  Naval  hospital,  Portsmouth,  Va.,  August  19,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  Melvin  Jones,  96  Fulton  Street,  Middletown,  N.  Y. 
.lf)NEs,  Isaac  Jaeeette,  Jr.,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  30,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Capt.  Isaac  J.  Jones,  sr..  United  States  Army  hospital, 
Camp  Merrltt,  N.  J. 
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Jones,  John  O.,  fireman,  third  class,  United  States'JSfaval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  July  10,  1918. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  September  24,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Mother,  Rosetta  Jones,  Matthews,  Ind. 
Jones,  John  Eknest,  apprentice  seaman.  United  States  Naval  Reserve  Forcp. 

Enlisted:  Meridian,  Miss.,  April  30,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  C.  Jones,  R.  F.  D.  4,  box  56,  Jackson,  Miss. 
.Tones,  John  Henbt,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  December  14,  1917. 

Died :  Naval  hospital.  Key  West,  Fla.,  October  15,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Margaret  Jones,  133  South  Everett  Avenue,  Scranton, 
Pa. 
.Tones,  Juirns  Robeet,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Houston,  Tex.,  July  14,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Killed  in  explosion. 

Next  of  kin :  Father,  W.  G.  Jones,  Humble,  Tex. 
Jones,  Luthee,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  August  24,  1917. 

Died :  U.  S.  S.  Leviathan,  January  26,  1918. 

Cause :  Septicemia. 

Next  of  kin :  Father,  Sarauel  .Tones,  380  South  Wellington  Street,  Memphis, 
Tenn. 
Jones,   Robeet  Walter,   .seaman,   second  class,   United   States  Naval   Reserve 
Force. 

Enlisted :  ICansas  City,  Mo.,  June  8,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  August  22,  1918. 

Cause:  Acute  intestinal  obstruction. 

Next  of  kin :  Father,  Robert  S.  Jones,  R.  F.  D.  3,  box  101,  Hutchinson,  Kans. 
JoNJss,  RoLLAND  FsANK,  electricIan,  second  class.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  June  26,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Frederick  Jones,  220  Grand  Avenue  South,  San  Fran- 
cisco, Calif. 
Jones,  Roy  Angus,  lireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Little  Rock,  Ark.,  June  16,  1917. 

Died:  Naval  hospital,  Norfolk,  Va..  .January  o,  1918. 

Cause :  Mastoiditis,  acute. 

Next  of  kin :  Father,  Dr.  W.  A.  Jones,  Hon,  Ark. 
Jones,  Russell  ChjVeles,  seaman,  second  class,  United  StatPs  Navy. 

Enlisted:  Kansas  City,  Mo.,  June  14,  1917. 

Died :  U.  S.  S.  Avondale,  September  11,  1918. 

Cause:  Lost  life  while  attempting  to  save  people  from  burning  hotel. 

Next  of  kin :  Father,  Jesse  G.  .Tones,  Mercersburg,  Pa. 
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Jones,  Thomas  CLEnrENCK.  machinist's  mate,  second  class   (A),  United  States 
Navy. 

Enlisted :  Providence,  R.  I.,  March  22,  1918. 

Died:  Naval  hospital,  Charleston,  S.  C,  April  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lizzie  Jones,  514  Pine  Street,  Providence,  E.  I. 
Jones,  Tom  Owen,  chief  quartermaster    (A),  United   States  Nnval   Reser\'e 
Force. 

Enlisted :  New  York,  N.  Y.,  April  1,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  September  24,  1918. 

Cause:  Killed  In  aviation  accident. 

Next  of  kin :  Mother,  Annie  Owens,  5  Richardson   Place,  New  Hartford, 
N.  Y. 
Jones,  Walteb  C,  chief  boatswain's  mate.  United  States  Naval  Reserve  Force. 

Enlisted:  Bangor,  Me.,  May  9,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  4,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Wife,  Lucy  B.  Jones,  13  Leonard  Street,  Portland,  Me. 
Jones,  Waeben  Edw.\kd,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  July  15,  1918. 

Died:  Jamaica  Plains,  Mass.,  September  26,  1918. 

Cause :  Double  pneumonia. 

Next  of  kin :  Mother,  Angle  B.  Jones,  749  Broadway,  Everett,  Mass. 
Jones,  Whxiam  D.,  machinist's  mate,  second  class  (A),  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  December  15',  1917. 

Died :  Naval  air  .station.  Key  West,  Fla.,  .Tune  14,  1918. 

Cause :  Killed  in  accident. 

Next  of  klh :  Father,  David  W.  Jones,  Uniondale,  Pa. 
Jones,  William  Harvey,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  22,  1917. 

Died :  Philadelphia,  Pa.,  July  6,  1918. 

Cause:  Killed  in  street  car  accident. 

Next  of  kin :  Uncle,  Arthur  W.  Jones,  Dewar,  Okla. 
.ToNKs,  Wiu-iAM  Waltek,  landsman  for  electrician    (R),  United  States  Naval 
Reserve  Force. 

Enlisted:  New  Orleans,  La.,  Decemljer  12,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Susie  E.  Frazier  Jones,  De  Bidder,  La. 
Jordan,  Daerell  Goodwin,  engineman,  first  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  April  10,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Father,  Frank  Jordan,  448  Henry  Street,  Danville,  Va. 
Jordan,  Gkovee,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  May  23.  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother.  Pattie  Jordan,  R.  F.  D.  3,  Bdenton,  N.  O. 
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JoBDAN,  Mathew  Harson,  Hremaii,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  21,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  23,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Friend.  Lenard  Teda,  2542  South  Broad  Street,  Philadelphia, 
Pa. 
Joseph,  Thomas  Bdwabd,  chief  water  tender,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  September  17,  1917. 

Died:  Naval  hospital,  Cape  May,  N.  J.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother.  Nora  Joseph,  4624  Fairmount  Avenue,  Pbiladelplilii, 
Pa.^ 
Jordan  Wh-ixiam,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Syracuse.  N.  Y.,  November  28,  1917. 

Died:  U.  S.  S.  Comfort,  October  9,  1918.  •■ 

Cause:  Influenza. 

Next  of  kin :  Wife,  Emma  Jordan,  Smithfield,  Va. 
JosT,  Alfred  Adolph,  landsman  for  electrician   (R),  United  States  Naval  Re- 
serve Force. 

Enlisted:  St.  Louis,  Mo.,  May  H,  1918. 

Died:  At  home,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Edna  M.  Jost,  3800  Flora  Boulevard,  St.  Louis,  Mo. 
Jot,  Edward  Oliver,  water  tender.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  8,  1915. 

Died :  U.  S.  S.  Jenkins,  Newfoundlanfl,  May.  28,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Rose  Mitchell,  871  Bleecker  Street,  Utica,  N.  Y. 
Joyce,  Edward  William,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  June  21,  1918. 

Died :  Naval  training  camp.  Camp  Logan,  111.,  October  3.  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Carrie  Savage,  2410  Cleveland  Avenue,  Louisville,  Ky. 
.ToTCE,  Martin  Axotsius,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Newark,  N.  Y.,  May  15,  1917. 

Died:  U.  S.  S.  Delaware,  January  25,  1918. 

Cause :  Result  of  injuries  received  on  board  ship  during  heavy  sea. 

Next  of  kin :  Mother,  Mary  Joyce,  30  East  Twenty-eighth  Street,  Bayonne, 
N.  J. 
Joyce,  Roy  Ellsworth,  quartermaster,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Rockland,  Me.,  May  14,  1917. 

Died :  Boston,  Mass.,  September  14,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  Moses  D.  Joyce,  Deer  Isle,  Me. 
JoYE,  Joseph  Dwyer,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  April  1,  1918. 

Died :  Naval  hospital,  Norfolk,  Va,,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother.  Mary  E.  .Toye,  20  Knker  Avenue,  Florence,  S.  0. 
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JoTNT,   ViSGii,  Raymond,   apprentice   seaman.   United   States   Naval   Reserve 
Force. 

Enlisted :  Peoria,  111.,  July  17,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  9,  19ia 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sarah  O.  Joynt,  R.  R.  9,  Decatur,  111. 
JiiDAH,  WnxiAM  Sylvester,  landsman  for  electrician.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Kansas  City,  Mo.,  December  15, 1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Agnes  V.  Judah,  R.  R.  5,  Rosedale,  Kans. 
.IrjDD,  Max  Axbert,  electrician,  third  class   (R),  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  August  1,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  .Tanuary  29,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Mother,  Mrs.  Bertha  Judd,  511  Isbell  Street,  Lansing,  Mich. 
.ITTDGE,  Andrew  Joseph,  seaman,  second  class.  United   Statfc^3  Naval   Reserve 
Force. 

Enlisted :  Buffalo,  N.  T.,  June  17,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Andrew  Judge,  89  Brinkman  Street,  Buffalo,  N.  Y. 
JuDSON,  WnxiAJt  Curtis,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Charleston,  S.  C,  October  23,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  George  H.  Judson,  133  Park  Avenue,  Madison,  N.  .T, 
JxjijAN,  James  Bash.,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  June  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Amlel  I.  Julian,  Conway,  Ark. 
JuLYAN,  Howard  Isaac,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Dallas,  Tex.,  October  24,  1917. 

Died :  U.  S.  S.  Annapolis,  November  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father.  Thomas  N.  Julyan,  Clovis,  N.  Mex. 
JuNEiMAN,  William  Gillson,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Newark,  N.  J.,  May  2,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Carrie  Juneiman,  252  Liberty  Street,  Paterson,  N.  J. 
JuNZi,  Joseph  Albert,  ship  fitter,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  January  Z,  1918. 

Died:  Base  Hospital  No.  101,  St.  Nazaire,  France,  September  20,  1918. 
Cause :  Hypertrophic  cirrhosis  of  liver. 

Next  of  kin :  Father,  .Joseph  V.  Junzi,  58  Sycamore  Avenue,  Corona,  N.  Y. 
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Jttstesen,  Axel  Emebson,  chief  quartermaster  (A),  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  March  8,  1918. 

Died:  Naval  Aviation  Detachment,  Buffalo,  N.  T.,  October  5,  1918. 
Cause:  Pneumonia. 
Xext  of  kin :  Mother,  .lohannn  .Tustesen.  Ringsted,  Iowa. 

Kaaukea,  Herman,  musician,  second  class,  United  States  Navy. 
Enlisted:  Honolulu,  Hawaii,  August  19,  1916. 
Died:  Naval  station,  Pearl  Harbor,  Hawaii,  September  2,  1918. 
Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Wife,  Lily  Kaaukea,  Parker  Lane,  Honolulu,  HawalL 
Kadletz,  Joe  Anthony,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Milwaukee,  Wis.,  July  13,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  Kadletz,  Leopolls,  Wis. 
Kahleb,  Floyd  Eakl,  landsman  for  machinist's  mate  (A),  United  States  Navy. 
Enlisted :  Los  Angeles,  Calif.,  December  14,  1917. 
Died :  Naval  Training  Camp,  San  Diego,  Calif.,  March  30,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Grace  P.  Kahler,  1152  East  Thirty-fifth  Street,  Los 
Angeles,  Calif. 
Kaisee,  Welch  Norman,  electrician,  first  class,  United  States  Navy. 
Enlisted :  San  Diego,  Calif.,  May  26,  1915. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 

Next  of  kin:  Mother,  Anna  E.  Kaiser,  760  Bast  Forty-eighth  Street,  Los 
Angeles,  Calif. 
KAISEB,  WiLLLiM  Louis,  boatswalu's  mate,  second  class.  United  States.  Navy. 
Enlisted :  Philadelphia,  Pa.,  August  26,  1914 
Died:  U.  S.  S.  Florida,  August  12,  1917. 
Cause:  Drowned. 

Next  of  kin :  Mother,  Annie  E.  Kaiser,  519  Lombard  Street,  Wilmington, 
Del. 
Kakabagoo,  John,  fireman,  third  class.  United  States  Naval  Reserve  Force. 
Enrolled :  Brooklyn,  N.  Y.,  June  6,  1917. 
Died :  U.  S.  S.  President  Grant,  April  27,  1918. 
Cause:  Abscess  of  brain. 

Next  of  kin :  Father,  Frank  Kakaragoo,  Chester,  N.  Y. 
Kale,  LeRot,  landsman  for  machinist's  mate  (A),  United  States  Navy. 
Enlisted:  St.  Louis,  Mo.,  December  15,  1917. 
Died:  Naval  hospital,  Great  Lakes,  111.,  February  14,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Alma  V.  Kale,  Route  3,  Cherryvale,  Kans. 
Kallman,  William  Feank,  fireman,  first  class,  United  States  Naval  Reserve 
Force. 
Enrolled:  Milwaukee,  Wis.,  May  16,  1918. 
Died :  Naval  hospital,  New  York,  N.  Y.,  November  8,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Father,  Clause  Kallman,  212  Drake  Street,  Grand  Rapids,  Wis. 
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Kaminski,  Erwin  John,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 
Enlisted :  Great  Lakes,  111.,  May  27,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Veronica  Kaminski,  764  Grave  Street,  Milwaukee, 
Wis. 
Kanatzab,   Gibson,  apprentice  seaman,  United   States  Naval  Reserve  Force. 
Enrolled :  Louisville,  Ky.,  July  17,  1918. 
Died:  Navy  yard,  Puget  Sound,  Wash.,  October  5,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Alma  S.  Kanatzar,  R.  R.  1,  Newby,  Ky. 
Kane,  Wakren  Joseph,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Milwaukee,  Wis.,  July  19,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  John  W.  Kane,  Fredonia,  Wis. 
Kaplan,  IMichael,  Jr.,  fireman,  first  class,  United  States  Navy. 
Enlisted:  Rochester,  N.  Y.,  June  7,  1917. 
Died :  U.  S.  S.  Denver,  September  6,  1918. 
Cause:  Acute  dilatation  of  heart. 

Next  of  kin:  Father,  Michael  Kaplan,  CuylervlUe,  N.  Y. 
Kappeb,  Abeaham  David,  seaman,  Second  class.  United  States  Naval  Reserve 
Force. 
Enrolled:  New  York,  N.  Y.,  June  4.  1918. 
Died :  Naval  hospital.  Chelsea,  Mass.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin:  Father,   Samuel  Kapper,  38  West  One  himdred  and  thir- 
teenth Street,  New  York,  N.  Y. 
Kabk,  Benjamin,  ship's  cook,  fourth  class.  United  vStates  Naval  Reserve  Force. 
Enrolled :  Brooklyn,  N.  Y.,  June  24,  1918. 
Died:  Naval  hospital,  Brooklyn,  N.  Y.,  October  9,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Brother,  Sol  Clark,  5809  Third  Avenue,  Brooklyn,  N.  Y. 
Kaelewitz,  Pius,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Brooklyn,  N.  Y.,  May  14,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kin:  Father,  Pius  Karlewitz,  343  South  Fourth  Street,  Brook- 
lyn, N.  Y. 
Kabns,  Charles  Henderson,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 
Enrolled:  Indianapolis,  Ind.,  May  23,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918.  « 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Kams,  R.  R.  11,  Bruceville,  Ind. 
Kasch,  Eabi,,  seaman,  second  class.  United  State-s  Naval  Reserve  Force. 
Enrolled :  Portland,  Oreg.,  June  25,  1918. 
Died:  Navy  yard,  Puget  Sound,  Wash.,  October  5,  1918. 
Cause:  Influenza, 

Next  of  kin:  Mother,  Annie  Winters,  70  Bast  Eleventh  Street,  I'oi-tland, 
Oreg. 
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Kashiwamtjea,  Henby  Kuma,  steward  to  commander  in  chief,  United  States 
Navy. 

Enlisted:  Rio  de  Janeiro,  Brazil,  December  19,  19] 7. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Sister,  Uta  Kasliiwamura,  Iznmi,  Osaljafu,  Japan. 
Kasper,  Edwabd,  plumber  and  fitter,  United  States  Navy. 

Enlisted :  Chicago,  111.,  October  4,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Anna  Kasper,  319  State  Street,  Norfolk,  Va. 
Kassing,  Henbt  Joseph,  yeoman,  third  class.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  March  15,  1917. 

Died :  Naval  air  station,  St.  Trojan,  France,  September  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next   of   kin :    Mother,    Mrs.    Annie    Kassing,    2409    Laurel    Street,    New 
Orleans,  La. 
Kasten,  August  Feedebick,  carpenter's  mate,  third  class.  United  States  Naval 
Heserve  Force. 

Enrolled:  Milwaukee,  Wis.,  June  3,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Hannah  Rohde,  FbrestvlUe,  Wis. 
ICatzenbebgee,  Edward  Richard,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  17,  1918. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause :  Lost  from  boat  while  returning  from  liberty. 

Next  of  kin :  Mother,  Emma  Katzenberger,  R.  R.  1,  Seaforth,  Minn. 
Kauteman,  Chables,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  May  22,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  H.  Kauffman,  Loyal,  Wis. 
Kauefman,  Wayne  Ernest,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  31,  1918. 

Died :  Naval  training  camp,  Detroit,  Mich.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Kate  KaufCman,  Whitten,  Iowa. 
Kaufman,  John  Franklin,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  August  6,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mattie  L.   Kaufman,  614  Mound  Street,  Atchison, 
•  Knns. 

Kautz,  Ernie,  hospital  apprentice,  second  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  21,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  F.  Kautz,  R.  F.  D.  1,  Greenville,  111. 
Kavanagh,  Eugene  Michael,  coxswain,  United   States  Naval  Reserve   Force. 

Enrolled:  Boston,  Mass.,  March  8,  1918. 

Died :  Boston,  section  base,  October  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Mary  Kavanagh,  23  Lilly  Street,  East  Lynn,  Mass. 
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Kavanagh,  Jambs  Joseph,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 
■    Enrolled :  Brooklyn,  N.  Y.,  April  22,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Rose  Kavanagh,  247  East  Fifty-second  Street,  New 
York,  N.  Y. 
Kay,  Mekton  Edward,  seaman,  second  clpss.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  19,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Adele  Kay,  Wheaton,  Minn. 
Keach,  Nelson  Bernakd,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  23,  1914. 

Died :  Naval  hospital.  Fort  Lyon,  Colo.,  March  28,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Sister,  Mrs.  Victor  Dory,  9  Dewitt  Street,  Buffalo,  N.  Y. 
Keane,  Francis  Hoixand,  electrician,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  May  8,  1918. 

Died:  New  York,  N.  Y.,  September  26,  1918. 

Cause :  Pneumonia,  lobar.    . 

Next  of  kin :  Wife,  Helen  G.  Keane,  226  West  Two  hundred  and  thirty- 
eighth  Street,  New  York,  N.  Y. 
Keabnes,  Mtjeeel  Alfked,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May.  21,  1917. 

Died:  Navy  collier  Cyclopx,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Guardian,  J.  A.  Kearnes,  Lamont,  Okla. 
Kearney,  James  Sylvester,  quartermaster,  second  class.  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  December  14,  1917. 

Died :  Naval  air  station,  St.  Trojan,  France,  September  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  Kearney,  267  Hewes  Street,  Brooklyn,  N.  Y. 
Kearney,  Millakd  Eakl,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  4,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  W.  Kearney,  R.  F.  D.  2,  Freedland,  Md. 
Kearney,  Wzlllam  Hirst,  oiler.  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  April  2,  1914. 

Died :  U.  S.  S.  .Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Mother,  Sarah  Kearney,  61  Church  Street,  Bristol,  R.  I. 
Keabns,  Robert  Emmet,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  January  17,  1916. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  July  22,  1917. 

Cause:  Tuberculosis. 

Next  of  kin:  Father,  Patrick  J.  Kearns,  44  Mercer  Street,  South  Boston, 
Mass. 
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Keating,  Edwabu,  fireman,  first  class,  United  States  Naval  Keserve  Force. 

Enrolled:  New  York,  N.  Y.,  July  13,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Minnie  Keating,  960  Riverside  Drive,  New  York,  N.  Y. 
Keating,  James  Bakeu,  chief  gunner's  mate.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  October  6,  1916. 

Died:  U.  S.  S.  Finch,  October  11,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  James  Keating,  Causo,  Nova  Scotia. 
Kee,  Cheng,  warrant  officer's  steward,  United  States  Navy. 

Enlisted:  Olongapo,  P.  I.,  July  30,  1918. 

Died:  At  home,  October  17,  1918. 

Cause:  La  grippe. 

Next  of  kin :  Wife,  Nan  Yung,  3  Bonham  Street  East,  Hongkong,  China. 
Kbegan,  James  .Teeome.  storekeeper,  first  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,   Pa.,   December   13,   1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Genevieve  Keegan,  1714  Academy  Street,  Scranton,  Pa. 
Keeqan,  John  Thomas,  englneman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  June  22,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Catherine  Keegan,  Coytesville,  N.  J. 
Kbegan,  Raymond  .Joseph,  apprentice  seaman,  United   States  Naval   Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  March  30,  1918. 

Died:  Philadelphia,  Pa.,  April  29,  1918. 

Cause:  Tuberculosis. 

Next  of  kin:  Mother,  Susan  Keegan.  5732   Springfield  Avenue,   Philadel- 
phia, Pa. 
Keeler,  Edward  Leeoy,. fireman,  third  class,  United  States  Navy. 
'     Enlisted:  New  Haven,  Conn.,  June  24,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Edith  Keeler,  Box  1,  R.  F.  D..  North  Windham,  Conn. 
Keeling,  William  Arthur,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  May  2,  1918. 

Died :  Navy  base  hospital  No.  5,  Brest,  France,  October  9,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin:  Mother,  Beulah  K.  Gates,  135  Frost ' Street,  Jackson,  Mich. 
Keen,  William  Caspek,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Baltimore,  Md.,  May  15,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  September  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Sarah  Keen,  704  South  Lakewood  Avenue,  Bal- 
timore, Md. 
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Kehr,  John  Ernest,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  August  3,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Motlier,  Elizabeth  Kehr,  1116  Walnut  Street,  Taylor,  Pa. 
Keheman,  Charles  Reynoms,  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  June  4,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Fafiher,  Charles  B.  Kehrman,  3223  Palm  Street,  St.  Louis,  Mo. 
Keihn,  Frederick  William,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  14,  1917. 

Died :  U.  S.  S.  submarine  chaser  No.  209,  August  27, 1918. 

Cause:  Lost  when  submarine  chaser  was  sunk. 

Next  of  kin :  Mother,  Therese  Keihn,  2  A  Foxall  Street,  Brooklyn,  N.  Y. 
Keiper,  Henry,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  11,  1917. 

Died :  Port  au  Prince,  Haiti,  November  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Samuel  Keiper,  Crellin,  Md. 
Keirsey,  Ernest  Lee,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Little  Rock,  Ark.,  June  4,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  S.  A.  Keirsey,  752  Whittington  Avenue,  Hot  Springs, 
Ark. 

Keith,  Oevin  Durwaed,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  December  4,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  January  11,  1918. 
Cause :  Cerebrospinal  fever. 
Next  of  kin :  Father,  George  W.  Keith,  Cookville,  Tex. 

Kellam,  Herbert  Kenneth,  pharmacist's  mate,  second  class,  United  States 
Navy. 

EnUsted :  California  City,  Calif.,  February  27,  1915. 

Died :  U.  S.  S.  South  Dakota,  May  26,  1917. 

Cause:  Peritonitis,  acute. 

Next  of  kin :  Father,  Charles  R.  J.  Kellam,  Heron  Lake,  Minn. 
Kelleher,  John  Justin,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  October  1,  1918. 

Died :  Great  Lakes,  111.,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  John  Kelleher,  1039  East  Burlington  Street,  Iowa 
City,  Iowa. 
Keller,  James,  quartermaster,  third  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  7,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Wife,  Hattle  G.  Keller,  135  West  One  hundred  and  sixteenth 
Street,  New  York,  N.  Y. 

174483—20 ^27 
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Kelleb,  LeEoy,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  19,  1917. 

Died :  Naval  hospital,  Neve  London,  Conn.,  May  16,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  Daniel  Keller,  Barto,  Pa. 
Kellet,  Aethue  Ira,  coxswain.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  24,  1916. 

Died :  Navy  Base  Hospital  No.  2,  June  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Joseph  I.  Kelley,  271  Central  Avenue,  Hasbrouck 
Heights,  N.  J. 
Kelley,  Edwaud  Jeeome,  boilermaker,  United  States  Naval  Reserve  Force. 

Enrolled :  Norfolk,  Va.,  December  4,  1917. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Nellie  B.  Kelley,  714  Middle  Street,  Portsmouth,  Va. 

Kelley,  Edwabd  Nicholas,  apprentice  seaman,  United  States  Naval  Reservie 
Force. 

Enrolled :  Little  Rock,  Ark.,  June  3,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Gertrude  Kelley,  Minturn,  Ark. 
Kelley  Laweence  Russell,  landsman  for  musician,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Kansas  City,  Mo.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Eva  C.  Kelley,  Flemington,  Mo. 
Kellihee,  Lewis  Deeyfus,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  24, 1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  20,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Daniel  Kelliher,  Ellsworth,  Me. 
Kelly,  David  Joseph,  water  tender.  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  8,  1917. 

Died.  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  George  Kelly,  735  Monroe  Street,  New  Durham,  N.  J. 
Kelly,  James  Vincent,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  June  1,  1918. 

Died :  On  train  en  route  to  Great  Lakes,  September  11,  1918. 

Cause :  Heart  disease. 

Next  of  kin :  Mother,  Bridget  Kelly.  2735  Fairhill  Street,  Philadelphia,  Pa. 
Kelly,  John  Joseph.  Jr.,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  December  14,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  April  27,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Margaret  Kelly,  1941  Geary  Street,  San  Francisco 
Calif. 
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Kellt,  Joseph  John,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enrolled:  New  Haven,  Conn.,  June  5,  1918. 
Died :  Naval  station,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 
Cause :  Pneumonia,  broncho. 

Next   of   kin:    Mother,    Mrs.   Annie   Kelly,   370   Washington    Street,   New 
Britain,  Conn. 

Kelly,  Mabion  Vaedaman,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  July  3,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  March  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Alexander  F.  Kelly,  Rlchton,  Miss. 
Kellt,  William  Edward,  boiler  maker.  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  March  5,  1918. 

Died :  Naval  air  station.  Lough  Foyle,  Ireland,  September  18,  1918. 

Cause :  Drowned. 

Nest  of  kin :  Mother,   Catherine  Kelly,  Oarrang  House,  Ballinglon,  Ros- 
common, Ireland. 
Kellt,  William  Waltee,  seaman.  United  States  Navy. 

EnUsted :  Chicago,  111.,  June  30,  1917. 

Died :  Naval  Base  Hospital  No.  5,  Brest,  France,  October,  3,  1918. 

Cause  r  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  Kelly,  427  First  Avenue  East,  Cedar  Rapids, 
Iowa. 
Kelmel,  Logan  Tatlob,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  25,  1918. 

Died :  Naval  training  station,  Great  Lakes,  III.,  September  25,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  David. A.  Kelmel,  Polo,  Caldwell  County,  Mo. 
Kemp,  Akon  Wilson,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  November  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  14,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  R.  Kemp,  Quay,  Fla. 
Kemp,  Henbt,  chief  water  tender.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  Augu.st  22,  1918. 

Died :  Naval  station,  Philadelphia,  Pa.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Kemp,  5823  Dover  Street,  Oakland,  Calif. 
Kemp,  John  Elson,  coxswain.  United  States  Navy. 

Enlisted :  Galveston,  Tex.,  November  18,  1915. 

Died :  U.  S.  S.  Pittsiurgh,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Lewis  K.  Kemp,  Cedar  Valley,  Tex. 
Kemp,  Meredith  Brtan,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enrolled:  Omaha,  Nebr.,  March  11,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Samuel  E.  Kemp,  Blair,  Nebr. 
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Kempee,    Wiluam   Feedeeick,   chief   yeoman,   United    States   Naval   Keserve 
Force. 

Enrolled :  Washington,  D.  C,  June  11,  1918. 

Died :  Naval  hospital,  Washington,  D.  C,  October  12,  1918. 

Cause :   Influenza. 

Next  of  kin :  Wife,  Nell  R.  Kemper,  209  Kinsey  Avenue,  Cincinnati,  .Ohio. 
Kbmpston,  a.  Lestee,  seaman,  second  class.  United  States  Naval  Beserve  Force. 

Enrolled:  Fulton,  N.  Y.,  May  15,  1917. 

Died :  Brooklyn,  N.  i'.,  June  11,  1918. 

Cause;  Struck  by  an  automobile  truck. 

Next  of  kin :  Father,  James  A.  Kempston,  Fulton,  N.  X. 
Kenady,  James  Manly,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Kenady,  Whiting,  Kans. 
Kendall,  John  Elmee,  electrician,  second  class  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  March  24,  1917. 

Died :  Naval  base,  Nev^  London,  Conn.,  September  20,  1918. 

Cause :    Pneumonia,    broncho. 

Next  of  kin :  Mother,  Isabelle  N.  Bartlett,  30  Grenade  Terrace,  Springfield, 
Mass. 
Kendeick,  Thomas  Beyan,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  March  16,  1917. 

Died:  U.  S.  S.  Prometheus,  September  21,  1917. 

Cause :    SufEocation. 

Next  of  kin:  Father,  Harry  Kendrick,  Lexington,  Mo. 
Kendsen,  Wn,LiAM  James,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  May  4,  1917. 

Died :  U.  S.  S.  AretUusa,  April  25,  1918. 

Causes   Diphtheria. 

Next  of  kin :  Guardian,  Mary  Jorden,  Brooklyn,  N.  Y. 
Kenealy,  Thomas  Edwabd,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  January  29,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowned. 

Next  of  kin:   Father,  Timothy  J.  Kenealy,  40  Francis   Street,   Ansonia, 
Conn. 
Kennaed,  Feed  Holmes,  landsman  for  quartermaster  (A) ,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  December  14,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  5,  1918. 

Cause:   Cerebrospinal  fever. 

Next  of  kin:  Father,  Frank  H.  Kennard,  224  William  Street,  Rochester, 
N.  Y. 

Kennebeook,   Stanley,  seaman,  second  class.  United   States  Naval  Reserve 
Force. 
Enrolled :  Buffalo,  N.  Y.,  July  17,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  March  10,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Alice  Kennebrook,  390  Grant  Street,  Buffalo,  N.  Y. 
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Kennedy,  Aeland  Weight,  landsman  for  quartermaster    (A),  United   States 
Naval  Reserve  Force. 
Enrolled :  Cincinnati,  Ohio,  July  31,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Frank  B.  Kennedy,  Ohio  City,  Ohio. 
Kennb^t,  Giade  Adoleh,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 
Enrolled:  Cincinnati,  Ohio,  August  10,  1918. 
Died :  U.  S.  S.  Solace,  October  6,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Edward  Kennedy,  North  Lewisburg,  Oliio. 
Kennedy,  John  Abthtje,  gunner's  mate,  third  class  (T),  United  States  Navy. 
Enlisted :  Boston,  Mass.,  August  30,  1916. 
Died :  Naval  hospital,  Chelsea,  Mass.,  October  29,  1917. 
Cause :  Fractured  skull. 

Next  of  kin:  Father,  John  H.  Kennedy,  107  Cottage  Street,  West  Lynn, 
Mass. 
Kennedy,  Robert  Vincent,   pharmacist's  mate,  second  class,   United    States 
Navy. 
Enlisted:  Pensacola,  Fla.,  February  12,  1918. 
Died :  Miami,  Fla.,  October  19,  1918. 
Cause :  Pneumonia. 

Next   of  kin :  Stepmother,   Eunice   Kennedy,   261   Belleville  Street,  New 
Orleans,  La. 
ICennedy,  Roger  Patrick,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Chicago,  III.,  July  17,  1917. 
Died:  Naval  ho.spital,  New  London,  Conn.,  May  24,  1918. 
Cause:  Fractured  skull. 

Next  of  kin :  Father,  Roger  Kennedy,  1101  N.  Karlov  Avenue,  Chicago,  111. 
Kennedy,  William  Fordice,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 
Enlisted:  Des  Moines,  Iowa,  September  21,  1917. 
Died :  Naval  station.  Great  Lakes,  111.,  February  13,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Lou  Kennedy,  Springville,  Iowa. 
Kenney,  Thomas  Joseph,  Jr.,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 
Enrolled :  Philadelphia,  Pa.,  April  25,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  23,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  J.  Kenney,  sr.,  5228  Hazel  Avenue,  Phil- 
adelphia, Pa. 
Kennon,  Stanley  William,  seaman,  second  class.  United  States  Navy. 
Enlisted:  San  Diego,  Calif.,  December  27,  1917. 
Died :  Naval  training  camp,  San  Diego,  Calif.,  May  10,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Josephine  Clark,  7305  Beach  Street,  Los  Angeles,  Calif. 
Kenny,  Patrick,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enrolled :  Chicago,  111.,  May  21,  1918. 
Died :  Naval  station.  Great  Lakes,  111.,  July  20,  1918. 
Cause:  Drowned. 

Next  of  kin:  Brother,  Michael  Kenny,  3749  South  Halstead  Street,  Chi- 
cago, 111. 
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Kent,  Marshall  Mathias,  yeoman,  third  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Chicago,  111.,  July  25,  1917. 
Died :  Marine  hospital,  Chicago,  111.,  September  21,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Minnie  H.  Kent,  1422  West  Congress  Street,  Chi- 
cago, 111. 
Kent,  William  Bdwabd,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  June  27,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  29,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  P.  Kent,  1336  Walton  Way,  Augusta,  Ga. 
Keogh,  William  Feancis,  plumber  and  fitter.  United  States  Navy. 
EnUsted :  Newark,  N.  J.,  May  12,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  William  Keogh,  417  Linden  Street,  Elizabeth,  N.  J. 
Eebens,  William  Edwabd,  landsman  for  machinist's  mate  (A),  United  States 

Naval  Reserve  Force. 
Enrolled :  Boston,  Mass.,  June  7,  1918. 
Died :  Naval  hospital,  Gulfport,  Miss.,  October  6,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Kerens,  32  Parker  Street,  Maynard,  Mass. 
Keendl,  Ginno  Robebt,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enrolled :  Milwaukee,  Wis.,  June  24,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  Adojph  Kerndl,  1010  Twenty-ninth  Street,  Milwaukee, 

Wis. 
Kebns,  Rot  Holden,  electrician,  second  class  (R) ,  United  States  Naval  Reserve 

Force. 
Enrolled :  San  Francisco,  Calif.,  June  2,  1917. 
Died :  U.  S.  submarine  chaser  No.  219,  October  11,  1918. 
Cause :  Result  of  injuries  received  when  vessel  was  destroyed  by  fire. 
Next  of  kin :  Mother,  Emma  Kerns,  2219  Russell  Street,  Berkeley,  Calif. 
Keee,  John  Braden,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Kansas  City,  Mo.,  June  19,  1918. 
Died:  Southampton,  England,  October  8,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin:  Father,   Edgar  V.  Kerr,  1615   East   Thirty-seventh   Street, 

Kansas  City,  Mo. 
Keee,  Moetimeb,  electrician,  second  class.  United  States  Navy. 
Enlisted :  Brooklyn,  N.  T.,  June  11,  1917. 
Died :  U.  S.  S.  Celebes,  September  28,  1918. 
Cause:  Burns. 

Next  of  kin :  Father,  John  Kerr,  Glen  Rock,  N.  J. 
Kebsten,  Habbt  William,  fireman,  third  class.  United  States  Naval  Reserve 

Force. 
Enrolled :  Detroit,  Mich.,  July  16,  1918. 
Died :  U.  S.  S.  Illinois,  October  30,  1918. 
Cause:  Drowned. 
Next  of  kin:  Mother,  Minnie  Kersten,  1133  Charlevoix  Avenue,  Detroit, 

Mich. 
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Kesslee,  Joseph  Peokqe,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Syracuse,  N.  Y.,  July  12,  1918. 
Died :  Naval  hospital,  New  London,  Conn.,  October  6,  1918. 
Cause :  Pneumonia,  bronco. 

Next  of  kin :  Father,  Jacob  Kessler,  345  King  Street,  Herkimer,  N.  Y. 
Ketels,  Habold  Moughan,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 
Enrolled :  San  Pedro,  Calif.,  June  18,  1918. 
Died :  San  Diego,  Calif.,  October  29,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother :  Mary  M.  Ketels,  145  West  Fourth  Street,  Long  Beach, 
Calif. 
Key,  Aechie  Eugene,  quartermaster,  first  class,  United  States  Navy, 
Enlisted :  Dallas,  Tex.,  April  19,  1918. 

Died :  Naval  air  station,  Pensacola,  Pla.,  October  11,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Father,  J.  D.  Key,  Canyon,  Tex. 
KiCKHAM,  John  Coknelius,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Boston,  Mass.,  March  7,  1918. 

Died :  Naval  training  camp,  Hingham,  Mass.,  September  30,  1918. 
Cajise:  Influenza. 

Next   of  kin :  Mother,   Margaret   E.   Kickham,   11   Codman   Hill    Street, 
Roxbury,  Mass. 
KiGHT,   Ulttse  BDWAiiD,   fireman,   third   class.   United   States  Naval   Reserve 
Force. 
Enrolled :  NorfoUc,  Va.,  May  31,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  August  27,  1917. 
Cause:  Burns. 

Next  of  kin :  Mother,  Bettie  A.  Kight,  1053  Forty-fifth  Street,  Norfolk,  Va. 
KitLEEN,  Edwakd  Vincent,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 
Enrolled :  New  York,  N.  Y.,  August  7,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Edward  V.  Killeen,  374  Park  Place,  Brooklyn,  N.  Y. 
KnxEEN,  Geoege  Emmett,  coppersmith,  United  States  Navy. 
Enlisted :  Washington,  D.  C,  June  28,  1917. 
Died :  Porto  Corsino,  Italy,  September  19,  1918. 
Cause :  Burns. 

Next   of  kin:  Mother,   Mary   K.   Killeen,   3117  N   Street  NW.,   Washing- 
ton, D.  C. 
KiiiOBAN,  Luke  A.,  machinist's  mate,  second  class.  United  States  Naval  Re- 
serve Force. 
Enrolled :  Oyster  Bay,  Long  Island,  N.  Y.,  April  20,  1917. 
Died :  Brooklyn,  N.  Y.,  November  19,  1917. 
Cause :  Result  of  fall. 

Next  of  kin :  Mother,  Mary  A.  Killoran,  Far  Rockaway,  N.  Y. 
KiLBOY,  Leo  B.,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  April  7,  1917. 
Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 
Cause :  Lost  when  vessel  was  sunk. 
Next  of  kin  :  Father,  Bernard  Kilroy,  15  Island  Street,  Roxbury,  Mass. 
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KiLKOT,  Walteb  E.,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Boston,  Mass.,  May  23,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  October  11,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Bridget  Kilroy,  184  Fisher  Avenue,  Koxbury,  Mass. 
KiMBAii,,  Ohables  Willis,  machinist's  mate,  first  class.  United  States  Navy. 
Enlisted :  Boston,  Mass.,  June  27,  1916. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Wife,  Catherine  F.  Kimball,  B3  Stearns  Street,  Maiden,  Mass. 
Kimball,  Oeigan  Dudley,  seaman,  second  class.  United  States  Naval  Eeserve 
Force. 
Enrolled:  Boston,  Mass.,  April  6,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  19, 1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Willis  Estey  Kimball,  East  Pepperell,  Mass. 
KiMBEE,  Geobge  Alfred,  landsman  for  machinist's  mate.  United  States  Naval 
Reserve  Force. 
Enrolled :  Great  Lakes,  111.,  June  25, 1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 
Cause :  Influenza. 

Next  of  kin :  father,  George  Kimber,  2043  North  Cicero  Avenue,  Chicago,  111. 
Kime,  Clifford  Rot,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled ;  Detroit,  Mich.,  July  2,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  February  19,  1918. 
Cause :  Diphtheria. 

Next  of  kin :  Mother,  Ida  Kime,  box  204,  Breckenbrldge,  Mich. 
KiNCAiD,  Glenn,  machinist's  mate,  first  class.   United   States  Naval  Reserve 
Force. 
Enrolled :  Norfolk,  Va.,  April  12,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  T.,  October  11,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Kincaid,  Fairmont,  W.  Va. 
KiNCAiD,  HowAED,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Salt  Lake  City,  Utah,  November  28,  1917. 
Died :  Naval  station,  San  Francisco,  Calif  ,  February  19,  1918. 
Cause:  Tuberculosis. 

Next  of  kin :   Father,   Charles  Kincaid,   727   South  Fifteenth   Street,   St 
Joseph,  Mo. 
Kincaid,  William  Clinton,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Kansas  City,  Mo.,  July  10,  1918. 
Died :  U.  S.  S.  Solace,  October  11,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  Alfred  C.  Kincaid,  R.  2,  Rayville,  Mo. 
KiNCH,  Fbank  Jerome,  water  tender.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  May  19,  1915. 
Died :  U.  S.  S.  Mount  Temon,  September  5,  1918. 
Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin:  Brother,  George  S.  Kinch,  488  East  Twenty-seventh  Street, 
Paterson,  N.  J. 
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Kind,  Clyde  Atisust,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  August  9,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  1, 1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  August  Kind,  Stanford,  111. 
King,  Beenaed  Earl,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  July  27,  1917. 

Died :  U.  S.  S.  Nicholson,  October  4,  1918. 

Cause :  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Ellen  King,  R.  R.  21,  Sheridan,  Ind. 
King,  Bernakd  Martin,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  June  5,  1917. 

Died :  U.  S.  S.  Solace,  April  11, 1918. 

-Cause :  Pneumonia,  lobar. 

Nest  of  kin :  Mother,  Mrs.  Anna  King,  R.  F.  D.  3,  Canajoharie,  N.  T. 
King,  CLAtrnE,  fireman,  second  class.  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  December  11,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  March  8,  1918. 

Cause :  Hemorrhage  into  cerebrum. 

Next  of  kin :  Mother,  Eliza  J.  King,  Ramona,  Calif. 
King,  Francis  Gilbekg,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  July  8,  1918. 

Died:  Quarantine  station,  Gallops  Island,  Mass.,  September  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Silina  King,  11  Roosevelt  Street,  Maynard,  Mass. 
King,  Gordon  Willoughbt,  chief  carpenter's  mate.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  June  26,  1914. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  23,  1917. 

Cause :  Dilatation,  acute,  cardiac. 

Next  of  kin :  Mother,  Lauvenia  King,  88  School  Street,  Mansfield,  Mass. 
King,  Herman  John,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  March  31,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Arno  B.  King,  208  North  Thirty-seventh  Street,  Cam- 
den,  N.  J. 
King,  James  Edv^ard,  carpenter's  mate,  third  class.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  June  29,  1917. 

Died :  Naval  air  station,  Pauillac,  France,  November  2,  1918. 

Cause:  Result  of  gunshot  wound. 

Next  of  kin :  Mother,  Ionia  King,  Woodboro,  Calif. 
King,  James  Nathaniel,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Los  Angeles,  Calif.,  February  7,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Charley  King,  Fillmore,  Calif. 
King,  John  Eastman,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  December  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  1,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Emma  King,  R.  2,  Rives  Junction,  Mich. 
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King,  Jtjdson  Rufus,  coxswain,  United  States  Xavy. 

Enlisted :  San  Diego,  Calif.,  September  25,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin:  Father,  James  C.  King,  108i  East  Sixth  Street,  San  Diego, 
Calif. 
King,  Karl  Cabkitheks,  landsman  for  electrician   (R),  United  States  Navai 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  May  27,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nina  O.  King,  1274  Bardstown  Road,  Louisville,  Ky. 
King,  Saiirin  Donahue,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  December  7,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Katherine  King,  1090  Powell  Street,  HoUister,  Calif. 
King,  Terbell  Jatnes,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  3,  1918. 

Died :  U.  S.  S.  Comfort,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Newton  A.  King,  Atlanta,  Tex. 
King,  William,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  26,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Baptist  King,  Oneida,  Wis. 
-  King,  William  Jennings,  hospital  apprentice,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled:  Mount  Vernon,  Wash.,  July  9,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Eva  King,  La  Conner,  Wash. 
KiNGBEY,  Otto  Albert  Andrew,  engineman,  second  class.  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  August  3,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Mary  E.  Kingrey,  R.  F.  D.  2,  Olympia,  Wash. 
KiNGSBTJBY,  Fbedebick  Kitteidge,  electrician,  third  class    (R),  United  States 
Navy. 

Enlisted :  Portland,  Oreg.,  April  16,  1917. 

Died :  Naval  Hospital,  New  York,  N.  Y.,  February  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Ella  M.  Kingsbury,  216  Fourteenth  Avenue  East, 
Eugene,  Oreg. 

Kingsley,  William  Edwin,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  June  5,  1917. 
Died :  Naval  hospital,  Charleston,  S.  C,  January  28,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin :  Mother,  Bertha  Kingsley,  Houston,  Minn. 
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Kinney,  Aivie  Stuard,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Portland,  Me.,  December  23,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  18,  1917. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Nancy  Kinney,  Danforth,  Me. 
KiNWET,  James  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  July  10,  1918. 

Died :  U.  S.  S.  JVew  Jersey,  October  4, 1918. 

Cause :  Pneumonia. 

Nest  of  kin :  Wife,  Margaret  Kinney,  1034  Johnson  Street,  Madison,  Wis. 
KiNNiGEB,  Otto  Frank,  electrician,  third  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  4,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Wife,  Velma  Kinniger,  318  South  Walnut  Street,  Centralia,  111. 
KiNSET,  Elmeb  Zepp,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  May  8,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  G.  Kinsey,  Souderton,  Pa. 
KiNStEB,. James  Henry,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  November  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  14, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Maud  B.  Kinsler,  3734  Borden  Street,  Cincinnati,  Ohio. 
KiRBY,  Thomas  Wtt.t.tam,  oiler.  United  States  Navy. 

Enlisted :  Annapolis,  Md.,  February  11,  1910. 

Died  :  Naval  hospital,  Chelsea,  Mass.,  March  22,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Cousin,  Kate  Murphy,  87  Myrtle  Street,  Portland,  Me. 
KJEECHNEE,  Edward,  boatswain's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  October  24,  1917. 

Died :  U.  S.  submarine  chaser  No.  21i5,  October  22, 1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Anna  Kirchner,  R.  D.  1,  box  68,  Quakertown,  N.  J. 
KiRK,  Robert  William,  fireman,  first  class.  United  States  Navy. 

Enlisted :  New  York,  N.  T.,  April  30,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  30, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  Kirk,  229  East  Forty-third  Street,  New  York, 
N.  Y. 
Kirkland,  Charley  IjEe,  apprentice  seaman.  United  States  Navy. 

Enlisted:   Atlanta,   Ga.,   November  26,   1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  8,  1918. 

Cause :   Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Laura  F.  Kirkland,  Bradley  Junction,  Fla. 
Kiekpatrick,  James  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  December  10, 1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause ;  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Sarah  Kirkpatrick,  3rd  Duke  Street,  Greenville,  S.  C. 
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KiBKPATEicK,  Leon  VrEGiL,  landsman  for  musician,  United  States  Naval  Reserve 
Force. 

Enrolled :  Minneapolis,  Minn.,  May  28,  1918. 

Died :  Great  Lakes,  111.,  October  20, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Elizabeth  Kirkpatrick,  Hudson,  Wis. 
KiESCHNEat,  Joseph,  Jr.,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  June  1,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7, 1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Katherine  Kirschner,  106  East  Second  Street,  Brook- 
lyn, N.  Y. 
BoEST,  Raymond  Math,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  6,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Mike  Kirst,  Mishicott,  Wis. 
KntwiN,   WrLUAM  Petee,   apprentice  seaman,   United   States  Naval  Reserve 
Force. 

Enrolled  :  Philadelphia,  Pa.,  May  9,  1918. 

Died :  U.  S.  S.  Vermont,  October  3, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Bridget  Kirwin,  Connerton,  Pa. 
KissBLBTjBG,  Chaeies  Luther,  Water  tender.  United  States  Naval  Reserve  Force. 

Enrolled :  Salt  Lake  City,  Utah,  May  19,  1917. 

Died :  San  Francisco,  Calif.,  March  15,  1918. 

Cause :  Shock  following  amputation. 

Next  of  kin :  Father,  Elvin  T.  Kisselburg,  Marietta,  Okla. 
KisTLEE,   Robert   James,   fireman,   third   class.   United   States  Naval  Reserve 
Force. 

Enrolled :  Denver,  Colo.,  June  4,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Elizabeth  Kistler,  De  Beque,  Colo. 
KiTTUB,  Leslie  Sylvan,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  17,  1918'. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  24, 1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Calvin  Kittle,  R.  R.  1,  Arbela,  Mo. 
KiVETT,  BniY  Simmons,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Raleigh,  N.  C,  July  24,  1917. 

Died :  U.  S.  S.  Solace,  Feburary  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  M.  Kivett,  Carthage,  N.  C. 
Klahee,  Charles  Herbert,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  April  16,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Result  of  explosion  on  board  ship. 

Next  of  kin:  Father,  G.  H.  Klahre,  95  Francis  Avenue,  Akron,  Ohio. 
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Klapka,  Edward,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Chicago,  III.,  May  11,  1917. 
Died:  Steamship  Florence  H.,  April  17,  1918. 
Cause:  Result  of  explosion  on  board  ship. 
Next   of   kin:  Father,   Joseph   Klaplia,    3850   West   Twenty-sixth   Street, 

Chicago,  111. 
Klaus,  Oscab,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enrolled:  Tacoma,  Wash.,  July  5,  1917. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  June  10,  1918. 
Cause:  Tuberculosis. 

Next  of  kin :  Aunt,  Raechel  Boernes,  Orting,  Wash. 
Klein,  Heney  Chables,  Coxswain,  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  April  4,  1917. 
Died :  U.  S.  S.  Herman  Frasoh,  October  4,  1918. 
Cause :  Lost  when  vessel  was  sunk  in  collision. 

Next  of  kin:  Father,  Richard  Klein,  2634  Saint  Benedict   Street,  Balti- 
more, Md. 
Klein,  Haeky  Ferdinand,  landsman  for  machinist's  mate,  United  States  Naval 

Reserve  Force. 
Enrolled :  Louisville,  Ky.,  July  1,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Caroline  Klein,  Tenth  and  Saratoga,  Newport,  Ky. 
Klein,  John  Edward,  quartermaster,  second  class.  United  States  Naval  Reserve 

Force. 
Enrolled :  Navy  yard,  New  York,  N.  Y.,  November  30,  1917. 
Died:  Naval  hospital,  Brooklyn,  N.  Y.,  December  31,  1917. 
Cause:  Pneumonia. 
Next  of  kin :  Father,  John  Klein,  East  Seventy-fourth  Street  and  Avenue 

W,  Bergen  Beach,  Brooklyn,  N.  Y. 
Klements,  James  E.,  mess  attendant,  third  class,  United  States  Navy. 
Enlisted:  Houston,  Tex.,  December  15,  1917. 
Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  22,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin:  Grandfather,  Washington  Grady,  305  West  Second  Street, 

Austin,  Tex. 
Kline,  M^colm  Walter,  boatswain's  mate,  second  class.  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  August  31,  1915. 
Died:  Naval  hospital,  Philadelphia,  Pa.,  December  25,  1917. 
Cause :  Cerebrospinal  fever. 
Next  of  kin:  Wife,  Elsie  Kline,  26  Thirty-eighth  Street,  Corona,  Long 

Island,  N.  Y. 
Klika,  William,  fireman,  first  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  August  10,  1914. 
Died :  U.  S.  S.  SoUce,  August  8,  1917. 
Cause:  Endocarditis,  acute. 

Next  of  kin :  Brother,  Joseph  Klika,  1883  First  Avenue,  New  York,  N.  Y. 
Kline,  William  David,  jr.,  apprentice  seaman.  United  States  Naval  Reserve 

Force. 
Enrolled :  Philadelphia,  Pa.,  June  4,  1918. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  September  27,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Father,  William  D.  Kline,  sr.,  509  Johnson  Street,  Freeland, 

Pa. 
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Klink,  Heebeet  Gottlieb,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  July  24,  1018. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Klink,  Montgomery,  111. 
Klockebs  John  Axfeed,  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  November  14,  1917. 

Died :  Steamship  Florence  S.,  April  17,  1918. 

Cause :  Result  of  explosion  on  board  ship. 

Next  of  kin :  Father,  John  Klockers,  17  Terhune  Street,  Branford,  Conn. 
Kltjge,  Richaed  Otto,  chief  gunner's  mate.  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  January  31,  1916. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  28,  1918. 

Cause:  Valvular  disease. 

Next  of  kin :  Wife,  Agnes  Kluge,  11  Clinton  Street,  Newport,  R.  I. 
Kltjgkist,  Herman,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Butte,  Mont.,  May  31,  1918. 

Died :  Puget  Sound,  Wash.,  August  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Henry  Krugkist,  Manhattan,  Mont. 
Knaggs,  William  Theodoee,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  July  12,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. . 

Next  of  kin :  Wife,  Gertrude  Knaggs,  363  Doer  Street,  Toledo,  Ohio. 
Knapp,  Bueton  Alvoen,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  May  25,  1918. 

Died :  Puget  -Sound,  Wash.,  June  23,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Burton  A.  Knapp,  10937  Hermose  Avenue,  Chicago,  111. 
Knapp,  Daniel,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  March  27,  1917. 

Died :  U.  S.  S.  Minnesota,  October,  17,  1917. 

Cause:  Suicide. 

Next  of  kin :  Father,  John  Knapp,  R.  F.  D.  3,  Wellsboro,  Pa. 
Kneeland,  Leonaed  Leandeb,  quartermaster,  second  class   (A),  United  States 
Navy. 

Enlisted:  Syracuse,  N.  Y.,  January  3,  1918. 

Died:  Naval  air  station,  St.  Trojan,  France,  August  22,  1918. 

Cause :  Result  of  accidental  bomb  explosion. 

Next  of  kin :  Father,  Leander  Kneeland,  Oneonta,  N.  Y. 
Knatjee,  Henky  Garbeb,  boatswain's  mate,  first  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  25,  1917. 

Died :  Naval  hospital.  League  Island,  Pa.,  September  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Anna  P.  Knauer,  2942  North  Lawrence  Street,  Phila- 
delphia, Pa. 
Kneip,  Edwaed  Ohaeles,  machinist's  mate,  first  class  (A) ,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  5,  1917. 

Died :  Naval  air  station,  Lecroisic,  France,  July  1,  1918. 

Cause:  Seaplane  accident. 

Next  of  kin :  Mother,  Henrietta  Kneip,  Newfield,  N.  Y. 
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Knicicerbocker,  Newton  Horace,  fireman,  third  class,  TJnitecI  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  December  27,  1916. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause :  Lost  from'  motor  boat  while  returning  from  liberty. 

Next  of  kin :  Father,  Joseph  H.  Knickerbocker,  East  Smlthfield,  Pa. 
Knight,  Benjamin  Franklin,  Jr.,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  September  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  22,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Benjamin  F.  Knight,  sr.,  Seminary,  Miss. 
Knight,  Merritt,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  March  23,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  22,  1917. 

Cause :  Pneumonia.    . 

Next  of  kin :  Father,  John  B.  Knight,  Ensley,  Ala. 
Knighton,  Harvey  Bivins,  landsman  for  carpenter's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Miami,  Fla.,  December  13,  1917. 

Died :  Naval  hospital,  Pensacola,  Fla.,  February  2,  1918. 

Cause :  Disease. 

Next  of  kin :  Wife,  Poter  Autry  Knighton,  Homestead,  Fla. 
Knoblauch,  George  John,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  October  1,  1918. 

Died :  Great  Lakes,  111.,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin:   Mother,  Caroline  F.  Knoblauch,  3020  East  English  Street, 
Wichita,  Kans. 
Knopf,  Anthony  Joseph,  coxswain.  United  States  Naval  Reserve  Force. 

Enrolled :  Newark,  N.  J.,  April  11,  1917. 

Died :  U.  S.  S.  Siboney,  October  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Mathias  Knopf,  23  Delaware  Avenue,  Paterson,  N.  J. 
Knopp,  Francis  Lemoyne,  yeoman,  third  class,  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  March  31,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  December  19,  1917. 

Cause :  Appendicitis,  acute. 

Next  of  kin :  Father,  Luther  D.  Knopp,  R.  8,  Parkersburg,  W.  Va. 

Knowles,  Ernest  Leo,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Seattle,  Wash.,  February  19,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  February  18,  1918. 
Cause:  Pleurisy,  suppurative. 
Next  of  kin :  Mother,  Mary  Knowles,  6725  Twenty-second  Street,  Seattle, 

Wash. 
Knowlton,  Arley  Wileord,  landsman  for  electrician  (R),  United  States  Naval 

Reserve  Force. 
Enrolled :  Des  Moines,  Iowa,  May  17,  1918. 

Died:  Naval  training  station.  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  Herbert  B.  Knowlton,  Box  93,  Sheffield,  111. 
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Knowlton,  Chaki^s  WiNSLOw,  boatswain's  mate,   first  class,   United   States 
Navy. 

Enlisted:  Des  Moines,  Iowa,  February  16,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Ruth  Knowlton,  907  Irolo  Street,  Los  Angeles,  Calif. 
Knowlton,  William  Hewitt,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled :  Rockland,  Me.,  May  21,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  December  19,  1917. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Edward  A.  Knowlton,  216  Limerock  Street,  Rock- 
land, Me. 
Kntjdsen,  Cakl,  apprentice  seaman.  United  States  Nayy. 

Enlisted:  Omaha,  Nebr.,  November  16,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  February  20,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Father,  Peter  Knudsen,  Clear  Lake,  Minn. 
Knudson,  Harey  Mat,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Wausau,  Wis.,  December  12,  1917. 

Died :  Naval  training  station.  Great  Lakes,  111.,  March  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Nels  Knudson,  Goodrich,  Wis. 
Knudson,  Thomas  Gbaham,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Brooklyn,  N.  Y.,  March  27,  1918. 

Died :  At  home,  October  10,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  James  F.  Knudson,  331  East  Twenty-sixth  Street, 
Brooklyn,  N.  T. 
Kntjdtson,  Gustav  Thbodoke,  firetnan,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  April  19,  1918. 

Died :  Fleet  Base  No.  2,  August  15,  1918. 

Cause :  Abscess  of  lung. 

Next  of  kin :  Mother,  Louise  Knudtson,  Route  1,  Lockhart,  Minn. 
KoBLEK,  William  Elmer,  seaman,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  July  2,  1917. 

Died :   Naval  hospital,  Brooklyn,  N.  Y.,  October  25,  1918. 

Cause:   Mastoiditis. 

Next  of  kin :  Brother,  John  W.  Kobler,  Graylin,  Colo. 
KoBBiN,  Samuel  H.,  yeoman,  first  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  August  7  ,1917. 

Died :   New  York,  N.  Y.,  August  13,  1918. 

Cause :   Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rebecca  Kobrin,  5622  Fourth  Avenue,  Brooklyn,  N.  Y. 
Koch,  Kenneth  Kael,  pharmacist's  mate,  third  class.  United  States  Naval  Re- 
serve Force. 

EnroUed :   Philadelphia,  Pa.,  July  27,  1917. 

Died :  U.  S.  S.  Leviathan,  March  14,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Frank  O.  Koch,  624  Webster  Street,  Travers  City,  Mich. 


433 

KoEHL,  Frank  August,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Pittsburgh,  Pa.,  October  1,  1918. 

Died :  Carnegie  Institute,  Pittsburgli,  Pa.,  November  9, 1918. 

Cause:   Influenza. 

Nest  of  liin :   Fatlier,  Charles  Koehl,  225  Allen  Avenue,  Donora,  Pa. 
KOEHLiaj,  Geoege  W.,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  July  26,  1918. 

Died :   U.  S.  S.  Salem,  September  29,  1918. 

Cause:  Drowned. 

Nest  of  liin:   Mother,  Matilda  Koehler,  629  Harmes  Avenue,  Reading,  Ohio. 
KoENiG,  Eknest,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  December  11,  1917. 

Died :  U.  S.  S.  Mercy,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  Mn :  Father,  Albert  Koenig,  Madison,  Kans. 
KoEAHi.,  Henet  Clay,  fireman,  second  class.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  October  11,  1917. 

Died :   Naval  hospital,  Chelsea,  Mass.,  January  27,  1918. 
-  Cause:  Appendicitis,  acute. 

Next  of  liin :  Mother,  Flora  E.  Kofahl,  Licking,  Mo. 
KoGEL,  Feank  Paul,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Bridgeport,  Conn.,  June  11,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :    Mother,  Pauline  Kegel,  237  Remington  Street,  Bridgeport, 
Conn. 
Kohl,  Frank,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Buffalo,  N.  T.,  June  1,  1918. 

Died :  Aviation  repair  base,  Eastleigh,  England,  September  30,  1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :  Brother,  John  Kohl,  197  Goodell  Street,  Buffalo,  N.  Y. 
Kohl,  Joseph,  oiler,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  June  5,  1915. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  April  26,  1917. 

Cause :  Gastritis,  chronic. 

Next  of  kin:  Father,  Paul  Kohl,  4518  Hanover  Avenue,  St.  Louis,  Mo. 
KoHN,  Maurice  Relius,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  January  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Relia  Kohn,  5095  Cabanne  Avenue,  St.  Louis,  Mo. 
KoKEEN,  Ernie  Oscar,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  13,  1917. 

Died :  U.  S.  S.  Frederick,  September  20,  1918. 

Cause:  Drowned. 

Next   of   kin :    Mother,    Emma    J.   Kokeon,   1618   East  Thirteenth    Street, 
Spokane,  Wash. 
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KoLB,  Leo  Andrew,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  31,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Berg,  Melrose,  Minn. 
KoNZE,  John  Petee,  Jr.,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Orleans,  La.,  April  9,  1917. 

Died :  U.  S.  S.  Rhode  Island,  June  27,  1917. 

Cause :  Avulsion. 

Next  of  kin :  Father,  John  Konze,  5106  Berundy  Street,  New  Orleans,  La. 
Kopp,  Ira  Feancisco,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calit,  July  30,  1914. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowning. 

Next  of  kin:  Father,  Jessie  F.  Kopp,  1527  Harrison  Street,  Davenport, 
Iowa. 
KoEBisoN,  Elmee,  painter,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  May  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Charles  Korrison,  Morrisonville,  Wis. 
KowALSKi,  Albbet,  Seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  April  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  25,  1917. 

Cause :  Pleurisy. 

Next  of  kin :  Father,  Frank  Kowalski,  177  Harrison  Street,  Paterson,  N.  J. 
KowALSKi,   Stanley,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  20,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  September  8,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  A.  Kowalski,  3089  Bonfiela  Street,  Chicago,  111. 
KowALSKY,  Max  Eenest,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  June  21,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Amiela  Kowalsky,  R.  F.  D.  2,  Alpena,  Mich. 
Kkaemee,  Charles  Alcide,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  Orleans,  La.,  July  24,  1918. 

Died :  Naval  hospital.  New  Orleans,  La.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Leurencia  M.  Kraemer,  Kraemer,  La. 
Keamee,  Haeolb  Heney,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  5,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  5,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Rose  Kramer,  3801  Colerain  Avenue,  Cincinnati,  Ohio. 
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Keamer,  Hekbert  Hknry  August,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Chicago,  111.,  May  20,  1918. 

Died:  Marine  hospital,  Chicago,  111.,  October  9,  1918. 

Cause :  Pneumonia. 

Next    of    kin :  Father,    Alfred    A.    Kramer,    3553    Nebraska    Avenue,    St. 
Louis,  Mo. 
Keameb,  William,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Dena  Kramer,  429  Forest  Avenue,  Kalamazoo,  Mich. 
Kranz,  William  George  Emil,  seaman.  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  October  5,  1915. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Mother,  Mrs.   Julia  Rodemeyer,   125  Elm   Street,  Astoria, 
Long  Island,  N.  Y. 
Kraus,  John  Richard,  chief  gunner's  mate.  United  States  Navy. 

Enlisted:  Washington,  D.  C,  September  24,  1914. 

Died :  Naval  hospital.  Fort  Lyon,  Colo.,  May  lY,  1918. 

Cause:  Tuberculosis,  chronic  pneumonia. 

Next  of  kin:  Mother,  Margaret  Kraus,  707  West  Front  Street,  Jefferson- 
ville,  Ind. 
Kraus,  Richard  Parmely,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Cleveland,  Ohio,  June  15,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother.  Mary  Kraus,  1863  Cadwell  Avenue,  Cleveland,  Ohio. 

Krause,  Lester  Edmond,  apprentice  seaman.  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  April  21,  1917. 

Died:  U.  S.  S.  Monadnock,  June  20,  1918. 

Cause:  Abdominal  injury. 

Next  of  kin :  Mother,  Mabel  Krause,  box  126,  Story  Road,  San  Jose,  Calif. 
Keuszka,  Frank  Joseph,  water  tender.  United  States  Naval  Reserve  Force. 

EnroUed :  San  Francisco,  Calif.,  November  6,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  19,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Frances  Kruszka,  997  Second  Avenue,  Milwau- 
kee, Wis. 
Kreh,  Carl  Herman,  chief  yeoman.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  July  9,  1915. 

Died :  U.  S.  S.  PittsiurgU,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Louise  Kreh,  Mare  Island,  Calif. 
Kreiling,  Harry  Leroy,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  January  31,  1917. 

Died :  U.  S.  S.  Seattle,  April  11,  1918. 

Ofiims '  DrownGCl 

Next  of  kin:  Father,  Fred  Kreiling,  712  South  Toles  Street,  McKeesport. 

Pa. 
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Kbeitzee,  Chaeles  Andrew,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  December  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  10,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Bertha  M.  Kreitzer,  1912  Debree  Avenue,  Norfolk,  Va. 
Keieg,  Patji,  Lel.aku,  hospital  a;iprentice,  first  class.  United  States  Naval  Re- 
serve Force. 

Enrolled:  Parkersburg,  W.  Va.,  March  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Will  Krieg,  Stewardson,  111. 
JKJKiEGEL,  Rhinehaet  Wixuam,  Seaman,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  11,  1917. 

Died:  U.  S.  S.  Rochester,  August  27,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Eva  Kriegel,  Buckley,  Wash. 
Xkome,  Feed  Chaeles,  machinist's  rnate,  second  class.  United  States  Naval  He- 
serve  Force. 

Enrolled:  Chicago,  111.,  July  27,  1917. 

Died :  Naval  air  station,  Eastleigh,  England,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ida  Krome,  6439  Sangamon  Street,  Chicago,  111. 
Keonnick,  Aethue  Clifeoed,   chief  quartermaster.   United   States  Naval  Re- 
serve Force. 

Enrolled :  Los  Angeles,  Calif.,  December  21,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  July  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:   Mother,  Cassie  D.   Kronnick,  3901   South  Hill   Street,   Los 
Angeles,  Calif. 
Keopp,  Louis  Paitl,  seaman.  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  April  10,  1917. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause:  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Andrew  Kropp,  1429  Racine  Street,  Racine,  Wis. 
Kboupa,  Prank  Laybold,  storekeeper,  first  class.  United  States  Navy. 

Enlisted:  Yorktowu,  Va.,  December  9,  1917. 

Died :  Fleet  base  No.  2,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Mabel  H.  Kroupa,  3246  Grausback  Street,   Philadel- 
phia, Pa. 
Kkttckemetee,    Justus   Louis,   landsman  foe  electrician    (R),   United   States 
Naval  Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  May  17,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Lena  Kruckemeyer,  230  Hosea  Avenue,  Cincinnati, 
Ohio. 

Ketjeger,  Chaeles  John,  gunner's  mate,  first  class,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  April  2,  1914. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  ship. 
Next  of  kin :  Mother,  Margaret  Krueger,  Mildred,  Mont. 
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Kbugess,  Charles  Edwakd,  electrician,  second  class   (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Atlanta,  Ga.,  July  19,  1917. 

Died :  Naval  air  station,  Moutchie-Lacanau,  July  30,  1918. 

Cause:  Drovs^ned. 

Next  of  kin :  Mother,  Julia  M.  Kruger,  221  Thirty-third  Street,  Ne-vcport 
News,  Va. 
Kktiier,  John  A'ooehees,  machinist's  mate,  first  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  May  16,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  October  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Elias  M.  Krymer,  448  Morris  Avenue,  Elizabethtown, 
N.  Y. 
KsTZEWSKi,  Walter,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Staten  Island,  N.  Y.,  June  25,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Kate  Kryzfewski,  490  Bay  Street,  Stapleton,  N.  Y. 
KuERZEL,  Albert  Oscar,  water  tender,  United  States  Navy. 

Enlisted :  Pearl  Harbor,  Hawaii,  May  15,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Robert  Kuerzel,  587  Merrimac  Street,  Oakland,  Calif. 
KuESTER,  James  Frederick,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  12,  1917. 

Died :  Naval  radio  school,  Cambridge,  Mass.,  March  31,  1918. 

Cause :  Suicide. 

Next  of  kin :  Wife,  Ethel  M.  Kuester,  401  Gargan  Street,  Houston,  Tex. 
KuHN,  WiLLLAM  George,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  January  10,  1918. 

Died :  Naval  station,  Great  Lakes,  111.,  May  22,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Mother,  Agnes  Kuhn,  197  Adams  Avenue,  East  Detroit,  Mich. 
Ktjhnebt,  Victor  Joseph,  chief  commissary  steward.    United    States    Navy. 

Enlisted :  U.  S.  S.  Louisiana,  Norfolk,  Va.,  December  8,  1914. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Lost  when  vessel  was  sunk. 

Next  of  kin :  Brother-in-law,  Thomas  McKena,  203  West  One  hundred  and 
thirtieth  Street. 
Kujath,  William  Otto,  apprentice    seaman,    United    States    Naval    Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  August  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  Idn :  Mother,  Emily  Ross,  570  Fourth  Avenue,  Milwaukee,  Wis. 
KuLLi,  Emal  Charles,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  Los  Angeles,  Calif.,  April  30;  1918. 

Died :  U.  S.  S.  Vergena,  October  31,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  KuUi,  553  East  Twenty-third  Street,  Los  An- 
geles, Calif. 
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KuNz,  Joseph  Anthony,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Galveston,  Tex.,  December  4,  1913. 

Died :  Naval  hospital,  Canacao,  P.  I.,  July  25,  1917. 

Cause:  Burns. 

Next  of  kin :  Father,  C.  R.  Kunz,  Cameron,  Tex. 
KxTEDT,  Maetin  Chaeles,  Chief  machinist's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  T.,  January  27,  1915. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Killed  in  explosion. 

Next  of  kin :  Mother,  Pauline  Kurdt,  Lindenhurst,  N.  Y. 
KtmKENDAiL,  Wn-LiAM  HicKs,  coxswaiu.  United  States  Naval  Reserve  Force. 

Enrolled:  Newbern,  N.  C,  May  31,  1917. 

Died:  Naval  hospital,  Portsmouth,  Va.,  September  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Sister,  Laura  Kurkendall,  119  Central  Avenue,  Greenville, 
S.  C. 
Ktjenee,  Clement  Otto,  painter,  third  class.  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  May  18,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1*918. 

Cause :  On  board  missing  ship. 

Next  of  kin:  Father,  David  C.  Kurner,  77  Eighteenth  Street,  Wheeling, 
W.  Va. 
Ktjesket,  Louis  Henry,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Nevsr  York,  N.  Y.,  July  22,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Catherine  Kurskey,  169  Columbia  Avenue,  North  Ber- 
gen, N.  J. 
KtiKTENEAOH,  WiLLiAM  Fbedeeick,  molder,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  December  13,  1917. 

Died :  U.  S.  S.  Dixie,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  William  Kurtenbach,  156  Proctor  Street,  Peoria,  111. 
KuBTz,  Albert  Edwaed,  ship's  cook,  third  class.  United  States  Navy. 

Enlisted:  Chicago,  111.,  May  31,  1917. 

Died :  Naval  hospital.  Cape  May,  N.  J.,  October  29,  1918. 

Cause:  Influenza. 

Next    of    kin:  Mother,    Louise    Kurtz,    836    West    Seventy-first    Street, 
Chicago,  111. 
KxjETz,  Alphonse,   apprentice  seaman.  United   States  Naval  Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  August  9,  1918. 

Died:  Naval  Hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Margaret  E.  Grander,  38  Beckwith  Street,  Buffalo, 
N.  Y. 
Ktjrzman,  Melville,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled:  Ithaca,  N.  Y.,  October  3,  1918. 

Died :  Cornell  University,  Ithaca,  N.  Y.,  October  19,  1918. 

Cause:  Pneumonia. 

Next    of    kin:  Mother,    Helen    Kurzman,    514    West    One    Hundred    and 
Fourteenth  Street,  New  York,  N.  Y. 
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KuYKENDALL,  Jesse  Tabor,  fireman,  first  class,  United  States  Naval  Reserve 

Force. 
Enrolled:  Louisville,  Ky.,  June  7,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 
Cause:  Influenza. 
Next    of   kin:  Mother,    Emma    Kuykendall,    1142    Breckenridge,    Owens- 

boro,  Ky. 

KXTYKENDAix,   WiLLiAM   Heney,   Seaman,   second   class,   United   States   Naval 
Reserve  Force. 

Enrolled:  Detroit,  Mich.,  June  12,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next   of  kin:  Father,   Thomas   M.   Kuykendall,   2058  West  Fort   Street, 
Detroit,  Mich. 
KviDAHL,  Geokge  Oscak,  Seaman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  9,  1917. 

Died :  U.  S.  S.  George  Washington,  December  17,  1917. 

Cause:  Washed  overboard  by  heavy  sea. 

Nest  of  kin :  Mother,  Agnes  Kvidahl,  276  Forest  Street,  Arlington,  N.  J. 
Kyle,  Feed  Ray,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  4,  1917. 

Died :  Receiving  ship  at  Puget  Sound,  Wash.,  August  10,  1917. 

Cause:  Arthritis,  acute. 

Next  of  kin:  Mother,  Annie  E.  Kyle,  Candwell,  Mont. 
Kynock,  Robert,  ship's  fitter,  second  class.  United  States  Navy. 

EnUsted:  Philadelphia,  Pa.,  March  27,  1917. 

Died:  Navy  Base  Hospital  No.  5,  Brest,  France,  October  23,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Alexander  Kynock,  2734  A  Street,  Philadelphia,  Pa. 

Laatjkea,  Herman,  musician,  second  class.  United  States  Navy. 

EnUsted :  Honolulu,  T.  H.,  August  19,  1918. 

Died :  Naval  station.  Pearl  Harbor,  T.  H.,  September  2,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Wife,  Lily  Laaukea,  Parker  Lane,  Honolulu,  T.  H. 
Labbe,  Alan  Louis,  coxswain.  United  States  Naval  Reserve  Force. 

Enrolled:  New  Orleans,  La.,  July  9,  1918. 

Died :  New  Orleans,  La.,  September  30,  1918. 

Cause:  Typhoid  fever. 

Next  of  kin :  Wife,  Ellen  S.  Labba,  St.  Martlnville,  La. 
Labell,  Dewey  Francis,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Albany,  N.  Y.,  July  8,  1918. 

Died :  New  York,  N.  Y.,  October  5,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lottie  LaBell,  51  Maple  Street,  Hudson  Falls,  N.  Y. 
LABBECQUE,  AiPHONSE,  Seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  March  27,  1918. 

Died:  Naval  training  camp,  Bumkin  Island,  Mass.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Delia  Labrecque,  Claremont,  N.  H. 


440 

Labkt,  Warden  Eddings,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  September  3,  1915. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Idabell  Labry,  516  Toulouse  Street,  New  Orleans,  La. 
Laccoen,  Paul  Eugene,  hospital  apprentice,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  29,  1918. 

Died:  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Paul  M.  Lancorn,  1547  Avenue  A,  New  York,  N.  Y. 
LaCakbonaea,  Ralph,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  October  15,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Wife,  Rose  LaCarbonara,  32  Prince  Street,  Boston,  Mass. 
Lacet,  Chaeles  Joseph,  pharmacist's  mate,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  26,  1913. 

Died :  Naval  Hospital,  New  York,  N.  Y.,  June  2,  1917. 

Cause:  Hydronephrona. 

Next  of  kin :  Father,  Dennis  Lacey,  321  West  Forty-fourth  Street,  New 
York,  N.  Y. 
LaChance,  Edwaed  Joseph,  landsman  for  electrician,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  July  8,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Mazie  LaChance,  7  Mount  Olivet  Avenue,  Maspeth, 
Long  Island,  N.  Y. 
Lackyaed,   Wesley   Lafayette,   machinist's   mate,   first   class.   United   States 
Naval  Reserve  Force. 

Enrolled :  Salt  Lake  Gity,  Utah,  August  3,  1918. 

Died :  Naval  Air  Station,  Pensacola,  Fla.,  October  1,  1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :  Wife,  Ida  N.  Lackyard,  Box  167,  Delta,  Utah. 
La  Combe,  Heney  Joseph,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  July  16,  1917. 

Died :  U.  S.  S.  Jacot  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Father,  Joseph  A.  La  Combe,  Hinckley,  N.  Y. 
Lacy,  Winfbed  Herman,  chief  gunner's  mate.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  23,  1917. 

Died:  Naval  Hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause:   Influenza. 

Next  of  kin :  Wife,  Sara  A.  Lacy,  100  Fitzgerald  Street,  Philadelphia,  Pa. 
Ladd,  Joseph  Bebnabd,  yeoman,  third  class,  United   States  Naval   Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  November  27,  1917. 

Died :  Great  Lakes,  111.,  September  4,  1918. 

Cause :  Killed  in  an  explosion. 

Next  of  kin :  Mother,  Sarah  E.  Ladd,  Salina,  Kans. 
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IjA  Fabgue,  Louis,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  May  8,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  in  battle  with  enemy  submarine. 

Next    of   kin:    Mother,    Madaline   La    Fargue,    337    Pennsylvania    Street, 
Vallejo,  Calif. 
La  Fevee,  James  Weight,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  .Tuly  10,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  26,  1918. 

Cau.se :  Pneumonia. 

Nest  of  kin :  Wife,  Lena  La  Fever,  Bowers  Mills,  Mo. 
La  Flamme,  Aeehue  William,  chief  quartermaster,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  June  8,  1918. 

Died :  Gallups  Island,  Mass.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rachel  M.  La  Flamme,  66  Brook  Street,  Manchester, 
N.  H. 
La  Foege,  William  Petees,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  5,  1918. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause :  Lost  from  motor  boat  while  returning  from  liberty. 

Next  of  kin :  Father,  Gustave  La  Forge,  1845  Cuyler  Avenue,  Chicago,  111. 
Lahym,  Jakib  Deveee,  seaman,  second  class.  United   States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  June  4,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Marie  Lahym,  777  Woodward  Avenue,  Detroit,  Mich. 
Latl,  Geoege,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Raleigh,  N.  C,  July  18,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  Octobel'  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Lee  Lail,  Conover,  N.  C. 
Lalone,  Claudius  Andeew,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  September  8,  1916. 

Died :  Naval  hospital.  New  York,  N.  Y.,  June  14,  1917. 

Cause :  Diphtheria. 

Next  of  kin :  Mother,  Sarah  L.  Jacobson,  107  East  Seventh  Street,  Devils 
Lake,  N.  Dak. 
Lamb,  Aubeey  L.,  boilermaker.  United  States  Naval  Reserve  Force. 

Enrolled :  Collier  Cyclops,  May  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  W.  R.  Lamb,  2014  Queen  Street,  Portsmouth,  Va. 
Lamb,  Haeet  Eveeitt,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Peoria,  111.,  May  31,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Charles  A.  Lamb,  Star  Route,  Quincy,  111. 
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Lamb,  Wblliam  Kent,  seaman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  September  29,  1915. 

Died :  Naval  Station,  Mare  Island,  Calif.,  October  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nellie  M.  Lamb,  Winnemucca,  Nev. 
Lambebt,  Lofton  Gbadt,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  25,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joshua  E.  Lambert,  R.  F.  D.  8,  box  2,  Jackson,  Tenn. 
Lambert,  Raymond  Edgae,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  July  11,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  A.  Lambert,  R.  F.  D.  1,  Faulkener,  Kana 
Lambeht,  Samuel  Taylob,  oiler,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  May  30,  1917. 

Died :  U.  S.  S.  Orizaba,  August  17,  1918. 

Cause:  Fracture. 

Next  of  kin:  Father,  W.  George  Lambert,  562  Fairview  Street,  Riverside, 
N.  J. 
Lamke,  Ebvin  Henby,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Salt  Lake  City,  Utah,  July  19,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Albert  C.  Lamke,  Jordan,  Mont. 
Lamm,  Thomas  Busby,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Raleigh,  N.  C,  July  22,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  November  3,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Father,  Jesse  Lamm,  Wilson  Mills,  N.  G. 
Lammees,  John,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  July  16,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Garrett  Lammers,  Route  12,  Oostburg,  Wis. 
Lamont,  Edwin  Feancis,  hospital  apprentice,  first  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  Nevpport,  R.  I.,  November  27,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  September  27,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Father,  John  E.  Lamont,  274  Orms  Street,  Providence,  R.  I. 
Lamport,  Nathan  Habey,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Great  Lakes,  111.,  April  23,  1918. 

Died :  Naval  air  station,  Paimboeuf,  France,  September  3,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Mother,  Ethel  Lamport,  990  John  R.  Street,  Detroit,  Mich. 
Lancastek,  Aubrey,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  November  16,  1917. 

Died:  Naval  hospital.  Great  Lakes,  111.,  December  14,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Cyntha  Lancaster,  Lampasas,  Tex. 
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liANcASTEE,  WiixiAM  Elton,  soaman,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  III.,  November  22,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Henry  Lancaster,  R.  R.  3,  Macon,  111. 
Land,  Roy  Adam,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  November  27,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  January  29,  1918. 

Cause :  Lobar  pneiimonla. 

Next  of  kin :  Mother,  Viola  Land,  Juniata,  Nebr. 
Landau,,  Haebt,  quartermaster,  first  class.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  February  26,  1915. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  John  LandaU,  Ault,  Colo. 
Landgken,  Geoege  a.,  quartermaster,  first  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  U.  S.  S.  Cyclops,  May  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Clara  Landgren,  5216  Wayne  Avenue,  Chicago,  111. 
Landon,  Geoege  Joseph,  fireman,  first  class,  United  States  Navy. 

EnUsted :  Denver,  Colo.,  April  23,  1917. 

Died :  Naval  hospital.  Key  West,  Pla.,  October  22,  1918. 

Cause :  Pneumonia  lobar. 

Next  of  kin :  Mother,  Kate  Landon,  box  52,  Hugo,  Colo. 
Landeigan,  Petee  Aloysius,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  July  29,  1918. 

Died:  Boston,  Mass.,  September  IS,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Sister,  Agnes  Chalmers,  Hamilton  Street,  Dorchester,  Mass. 
Landey,  Simon  Cliefobd,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  June  10,  1918. 

Died :  At  home,  September  19,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Father,  Alfred  J.  Landry,  125  Grant  Avenue,  Medford,  Mass. 
Landky,  Whitney  Columbus,  fireman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  Orleans,  La.,  February  27,  1917. 

Died:  Naval  hospital.  New  Orleans,  La.,  January  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Oceana  D.  Landry,  Houma,  La. 
Landsteom,  Stanley  Eevin,  electrician,  second  class  (G),  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Jose,  Calif.,  December  14,  1917. 

Died:  Navy  yard.  Mare  Island,  Calif.,  October  17,  3918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Hannah  Landstrom,  322  GifCord  Avenue,  San  Jose, 
Calif. 
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Lane,  Albert,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  15,  1917. 

Died :  U.  S.  S.  El  Oriente,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  H.  Lane,  Logan,  Okla. 
Lane,  Axbeet  Melvin,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  21,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Marie  Lane,  Decorah,  Iowa. 
Lane,  Henby  Edwaed,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  April  16,  1918. 

Died:  Naval  hospital,  Newport,  E.  I.,  September  16,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  H.  Lane,  73  George  Street,  Roxbury,  Mass. 
Lane,  Luther,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  12,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Barzil  Lane,  Eckerty,  Ind. 
Lane,  Rollie,  fireman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  7,  1918. 

Died :  U.  S.  S.  Mercv,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  LaFayette  W.  Lane,  WickUffe,  Ky. 
Lane,  Willis  Linwood,  gunner's  mate,  third  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  Bath,  Me.,  April  25,  1917. 

Died :  Montclair,  N.  J.,  September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Edna  Lane,  general  delivery,  Richmond,  Me. 
Lang,  Gottfried,  Jr.,  seaman.  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  April  27,  1917. 

Died :  U.  S.  S.  Apache,  September  2,  1917. 

Cause:  Drowned. 

Next  of  kin :  Brother,  Albert  Lang,  47  Whitehall  Street,  New  York,  N.  Y. 
Lang,  Haeold  Holden,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  9,  1914. 

Died :  Naval  hospital,  Canacao,  P.  I.,  July  25,  1917. 

Cause:  Burns. 

Next  of  kin :  Mother,  Fannie  Witherall,  Dorchester,  Mass. 
Lang,  Haeey  Alfoed,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  June  18,  1917. 

Died:  Naval  hospital.  Mare  Island,  Calif.,  October  22,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  Gertrude  De  Blin,  5757  Mlrada  Avenue,  Los 
Angeles,  Calif. 
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Lanqan,   Haeky,   quartermaster,  second  class    (A),  United   States  Naval  Re- 
serve Force. 
Enrolled :  Brooklyn,  N.  Y.,  March  13,  1918. 

Died:  Naval  operating  base,  Hampton  Roads,  Va.,  October  22,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Henrietta  Langan,  127  Stuyvesant  Avenue,  Brook- 
lyn, N.  Y. 
Langdon,  Clyde  Calton,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 
Enrolled :  Great  Lakes,  111.,  May  14,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Salem  W.  Langdoc,  Momence,  111. 
Langdon,  Fkancis  Elliott,  electrician,  third  class   (R),  United  States  Navy. 
Enlisted :  Boston,  Mass.,  March  1,  1917. 
Died :  Naval  air  station,  Miami,  Fla.,  March  18,  1918. 
Cause:  Seaplane  accident. 

Next  of  kin  :  Mother,  Mary  Langdon,  94  Brook  Avenue,  Roxbury,  Mass. 
Langdon,  William  C,  chief  yeoman.  United  States  Navy. 
Enlisted :  Boston,  Mass.,  October  17,  1915. 

Died :  Liverpool,  England,  October  11,  1918.    Attached  to  U.  S.  S.  Wyoming. 
Cause :  Heart  failure. 

Next  of  kin :  Sister,  Floy  I.  Erambert,  Fayetteville,  N.  C. 
Langlatz,  Chaeles  Edward,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Houston,  Tex.,  July  10,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  November  23,  1917. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rosa  Langlatz,  Caldwell,  Tex. 
Langlet,  Hugh  John,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  April  10,  1918. 
Died :  At  home,  October  10,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  E.  Langley,  655  Eighty-fourth  Street,  Brooklyn, 
N.  Y. 
Langley,  John  Thomas,  cook,  second  class.  United  States  Naval  Reserve  Force. 
EnroUed :  Brooklyn,  N.  Y.,  December  6,  1917. 
Died :  New  York,  N.  Y.,  March  20,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Langley,  196  Van  Alst  Avenue.,  Brooklyn,  N.  Y. 
Langley,  Lyndon  Earl,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled :  Parkersburg,  W.  Va.,  June  17,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  1,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  William  Langley,  Prestonburg,  Ky. 
Langlois,  Roy  Nelson,  musician,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled :  Great  Lakes,  111.,  May  3,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  18,  1918. 
Cause:  Pneumonia. 

Next  of  kin;     Mother,  Lydia  Langlois,  1079  N.  Schuyler  Avenue,  Kanka- 
kee, 111. 
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Langston,  John  Reubin,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Houstpn,  Tex.,  December  13,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  January  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Annie  Langston,  West  Point,  Tex. 
Langton,  Geobge  Martin,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  April  30,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  8,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  H.  Langton,  Monroe  Hotel,  Portsmouth,  Va. 
Lanieb,  Eenest  Le  Roy,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Little  Rock,  Ark.,  April  23,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause:  Influenza. 

Nest  of  kin :  Mother,  Mrs.  R.  O.  Pickins,  Southwest  City,  Mo. 
Laniee,  William  Isaac,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  April  25,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  21,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Mother,  Jennie  Lanier,  Madison,  Tenn. 
Lanigan,  John  Laweence,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  16,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  J.  Lanigan,  628  South  Valley  Street,  Kansas 
City,  Kans. 
Lankeoed,  Wallace  Rollens,  shipfitter,  second  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  Raleigh,  N.  C,  May  22,  1918. 

Died :  U.  S.  S.  Bridgeport,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  John  W.  Lankford,  Tryon,  N.  C. 
Lanski,  William  Geoege,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  July  12,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Susie  Lanski,  1444  Hamilton  Avenue,  Grand  Rapids, 
Mich. 

Lanthiee,  Laweence  Joseph,  fireman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  Hollister,  Calif.,  August  2,  1917. 

Died :  Section  base,  St.  Augustine,  Fla.,  October  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Charles  Lanthier,  124  Sally  Street,  Hollister,  Calif. 
Lant^,  Perey  Eugene,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  January  18,  1918. 

Died :  Naval  Training  Camp,  San  Diego,  Calif.,  March  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Clara  L.  Lantz,  Sunnyside,  Wash. 
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La  Pointe,  Wiii-RED  A.,  electrician,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  December  7,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  January  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  La  Pointe,  11  Silver  Street,  Greenfield,  Mass. 
Lapworth,  Rotal  Henkt,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  June  25,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Wife,  Efl5e  E.  Lapworth,  Nowata,  Okla. 
La  Racco,  Fbank,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  7,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Thomas  La  Racco,  1820  Spencer  Place,  Mamaroneck. 
N.  Y. 
Labochelle,  Eenest  Anthony,  electrician,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  May  17,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  June  9,  1918. 

Cause :  Valvular  disease,  chronic  pulmonary. 

Next  of  kin :  Father,  Ambrose  Larochelle,  110  Court  Street,  Meriden,  Conn. 
La  Rose,  John  Benjamin,  baker,  second  class.  United  States  Naval  Reserve 
Force. 

EnroUed :  Albany,  N.  Y.,  July  27,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Genevieve  M.  La  Rose,  600  West  One  hundred  and  sixty- 
ninth  Street,  New  York,  N.  Y. 
Lakkabee,  Jesse  Loeenzo,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  25,  1917. 

Died  :  Naval  hospital,  Norfolk,  Va.,  March  25,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Thomas  Larrabee,  1346  South  Tenth  East,  Salt  Lake 
City,  Utah. 
Laeeick,  Louis  Lloyd,  chief  storekeeper.  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  May  14,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Seywood  Larrick,  Lenora,  Kans. 
Laesen,  Edwaed  Andrew,  apprentice  seaman.  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  November  13,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  January  9,  1918. 

Cause :  Bronco-pneumonia. 

Next  of  kin :  Mother,  Kirsten  Larsen,  Lomis,  Calif. 
Laesen,  Haeold  Keistian,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Milwaukee,  Wis.,  June_4,  1918. 

Died :  WlUard  Parker  Hospital,  N.  Y.,  October  31,  1918. 

Cause :  Brocho-pneumonia. 

Next  of  kin :  Father,  Anton  Larsen,  R.  F.  D.  1,  Box  35,  Nekoosa,  Wis. 
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Laesen,  Haeht  Ingvald,  chief  turret  captain,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  August  28,  1916. 

Died :  Receiving  ship  at  New  York,  September  11,  1917. 

Cause :  Killed  in  auto  accident. 

Next  of  kin :  Father,  Andrew  Larsen,  No.  4  Frederick  Sverns  View,  Lar- 
vick,  Norway. 
Laesen,  Oevill  Haeet,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Salt  Lake  City,  Utah,  June  29,  1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  October  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Lars  H.  Larsen,  Brlgham  City,  Utah. 
Laeson,  Elmee,  apifrentice  seaman,  United  States  Navy. 

Enlisted :  Madison,  Wis.,  December  17,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  31,  1918. 

Cause:  Brocho-pneumonia. 

Next  of  kin :  Mother,  Lizzie  Larsen,  Deerfield,  Wis.,  R.  F.  D.  2. 
Laeson,  Elmee  Maetin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.,  July  5,  1918. 

Died :  U.  S.  S.  Solace,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Gilbert  Larson,  Everest,  Kans. 
Laeson,  Wallace  Elmer,  seaman.  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  5,  1918. 

Died :  U.  S.  S.  New  Hampshire,  November  11,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Charles  L.  Larson,  4737  North  Maplewood  Avenue, 
Chicago,  111. 
LaRue,  Hobaet  Paul,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  19,  1917. 

Died :  Brooklyn,  N.  T.,  August  27,  1918. 

Cause :  Struck  by  a  train. 

Next  of  kin :  Father,  George  W.  LaRue,  Braymer,  Mo. 
Laet,  Ralph  Poech,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Pittsburgh,  Pa.,  May  15,  1917. 

Died :  Naval  hospital.  Cape  May,  N.  J.,  January  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  L.  Lary,  477  Venange  Street,  Mercer,  Pa. 
Laskon,  William  Feank,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  7,  1915. 

Died :  U.  S.  S.  Jacoh  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Father,  William  Laskon,  1426  Atlantic  Avenue,  Camden,  N.  J. 
Laskowskt,  Felix,  quartermaster,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Dallas,  Tex.,  June  4,  1917. 

Died :  u!  S.  S.  Buck,  April  11,  1918. 

Cause :  Fractured  skull. 

Next  of  kin :  Mother,  Mrs.  Lenora  Fetters,  617  Second  Street,  Dallas,  Tex. 
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Lasofp,  Samuel,  yeoman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  December  15,  1917. 

Died :  U.  S.  S.  Triton,  January  31,  1918. 

Cause :  Dilatation  of  the  heart. 

Next  of  kin :  Mother,  Eva  Lasoff,  27  Sylvia  Street,  Lexington,  Mass. 
Latham,  Lacy  Wilbtje,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  June  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Latham,  Greenpond,  Ala. 

Lathkop,  Fbank  LeRot,  painter,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  June  5,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  October  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Wife,   Mildred  M.   Lathrop,  3611  West  Ohio   Street,   Chi- 
cago, 111. 
Latimes,  Leon  Leonaed,  boatswain's  mate,  second  class.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  29,  1916. 

Died :  U.  S.  S.  Marietta,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Evota  M.  Latimer,  Neoga,  111. 
Latimeb,  Oscab,  hospital  apprentice,  second  class.  United  States  Navy, 

Enlisted :  Houston,  Tex.,  June  4,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  23, 1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Jennie  Latimer,  2102  Hardy  Street,  Houston,  Tex. 
Latimee,  Walter  Allen,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  30.  1917. 

Died :  Naval  Hospital,  New  York,  N.  Y.,  May  3, 1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :   Father,  George  F.  Latimer,  54  Partridge  Avenue,  Somerville, 
Mass. 
Latjghet,  Joseph  Lin  wood,  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  16,  1917. 

Died :  U.  S.  S.  Culgoa,  September  29, 1917. 

Cause :  Killed  while  launching  motor  sailer. 

Next  of  kin :  Mother,  Anna  Laughey,  Beaudette,  Minn. 
Latjghlin,  James  Edwaed,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Des  Moines,  Iowa,  June  4,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  8, 1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Mary  Laughlin,  St.  Charles,  Iowa. 
Laughlin,  Michael  Betan,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled  :  Louisville,  Ky.,  July  5,  1918. 

Died :  Naval  hospital.  League  Island,  Pa.,  September  21, 1918. 

Cause:    Influenza. 

Next  of  kin :  Mother,  Lucy  Laughlin,  R.  F.  D.  No.  3,  Carlisle,  Ky. 
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Laurence,  Andrew,  seaman,  second  class.  United  States  Navy. 

Enlisted :   Scranton,  Pa.,  April  12,  1917. 

Died  :   Steamship  Matans,  July  31,  1917. 

Cause :  Drowned  when  vessel  was  sunk  by  German  submarine. 

Next  of  kin :   Mother,  Bertha  Laurence,  25  Hughes  Street,  Kingston  Sta- 
tion, Pa. 
Lauria,  Jerry,  fireman,  second  class,  TJnlted  States  Navy. 

Enlisted :   Newark,  N.  J.,  April  9,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  A.  Lauris,  297  Danford  Avenue,  Jersey  City, 
N.  J. 
Laven,  Harry,  yeoman,  third  class.  United  States  Navy. 

Enlisted :   Chicago,  111.,  June  19,  1917. 

Died :   Naval  air  station,  Dunkirk,  France,  August  12,  1918. 

Cause :   Died  from  injuries  received  in  seaplane  accident. 

Next  of  kin  :  Brother,  Barnard  Laven,  10  South  La  Salle  Street,  Chicago,  IlL 
Lavekty,  Samuel  Lewis,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :   New  York,  N.  Y.,  March  18,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  September  28,  1918. 

Cause :   Pneumonia. 

Next  of  kin :   Father,  Samuel  Laverty,  119  Edgecomb  Avenue,  Bronx,  N.  Y. 
La  VIE,  Joseph  Maitrice,  electrician,  first  class  (G),  United  States  Navy. 

Enlisted:  Boston,  Mass.,  January  25,  1915. 

Died :  Naval  hospital,  Portsmouth,  Va..  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Philip  M.  Lavie,  160  Boylston  Street,  Jamaica  Plains, 
Mass. 
LaVoie,  Edward  Joseph,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Provinceton,  Mass.,  March  10,  1918. 

Died :  St.  Andrews  Hospital,  Boston,  Mass.,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Brother,  Frank  LaVoie,  20  North  Spooner  Street,  Plymouth, 
Mass. 
Lawler,   Joseph    James,   fireman,    third   class.   United    States  Naval  Reserve 
Force. 

Enrolled:  Chicago,  111.,  .Tuly  24,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  Lawler,  15815  Loomis  Street,  Harvey,  111. 
Lawrence,  Chari.es  Bassett,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Cleveland,  Ohio,  May  11,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Nellie  G.  Lawrence,  419  North  Main  Street,  North 
Baltimore,  Ohio. 
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I^WRKNCE,  Ernest  Kdwin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Haven,  Conn.,  May  28,  1918. 

Died:  Naval  hospital,  PeUiam  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  A.  Lawrence,  37  McMuUen  Avenue,  Wethers- 
field,  Mass. 

Lawiu.:ncb,  Isaac  Nelson,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Birmingham,  Ala.,  June  6,  19i8. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  19,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  I.  Lawrence,  Randolph,  Ala.  ^j'lif  i 

Lawrence,  Oscar  Rufus,  fireman,  third  class,  United  States  Navy.  : 

Enlisted :  Omaha,  Nebr.,  December  13,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  26,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mollie  Lawrence,  Cadiz,  Ky. 
Lawrence,  Raymond,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  JIass.,  April  16,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  13,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.^  Annabelle'  Furber,  52  Brandstreet  Avenue, 
Beachmont,  Mass. 

Lawrence,  Pauline  Marie,  landsman  for  yeoman    (F),  United   States  Naval 
Reserve  Force. 
Enrolled:  Washington,  D.  C,  February  23,  1918. 
Died :  Navy  Yard,  Washington,  D.  C,  July  29,  1918. 
Cause :  Uraemic  convulsions. 

Next  of  kin  :  Mother,  Delia  Dawkins,  234  Eleventh  Street  NE.,  Washington, 
D.  C. 
Lawrence,  Richard  Shafteb,  mess  attendant,  third  class.  United  States  Naval 
Reserve  Force. 
Enrolled :  Norfolk,  Va.,  October  29,  1917. 
Died :  U.  S.  S.  Maggie,  November  4,  1917. 
Cause:  Drowning. 

Next  of  kin :  Mother,  Lorene  Allen,  1123  Florida  Avenue,  Portsmouth,  Va. 
Lawrence,  Walter  Edward,  Jr.,  hospitaf  apprentice,  second  class.  United  States 
Navy. 
Enlisted:  New  Haven,  Conn.,  Mayl  13,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  July  16,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Walter  E.  Lawrence,  sr.,  531  Cumberland  Street, 
Norfolk,  Va.     ■ 
liAwsoN,  MiLLAED  Brnest,  Seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled :  San  Francisco,  Calif.,  April  6,  1918. 

Died:  Stanford  University,  San  Francisco,  Calif.,  October  21,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Mary  Lawson,  Boonville,  Calif. 
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Lay,  Lewis  Steeling,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  July  3,  1917. 

Died :  U.  S.  S.  Martha  Washington,  April  4,  1918. 

Cause:  rneumonla,  lobar. 

Next  of  kin :  Mother,  Annie  Lay,  Lorenzo,  Tex. 
LATuruN,  THDiiAs,  euglneman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  4,  1917. 

Died :  Naval  hospital,  Gibraltar,  October  30,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  Layburn,  628  Coney  Island  Avenue,  Brooklyn, 
N.  Y. 
Layman,  Andrew  Jule,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  August  13,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  March  20,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  George  Layman,  route  27,  Bear  Creek,  Wis. 
Latne,  Haeey  Noevell,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  June  4,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  P.  M.  Layne,  Bremo  BlufC,  Va. 
Leach,  Haboid  Baynton,  boatswain's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Newport,  R.  I.,  December  5,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mattie  M.  Leach,  100  Orange  Street,  Waltham,  Mass. 
Leach,  Rufus  Earl,  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  7,  1917. 

Died :  U.  S.  S.  Shato,  October  9,  1918.     * 

Cause :  Lost  his  life  in  collision. 

Next  of  kin :  Father,  Arthur  Leach,  1611  West  Second  Street,  Chester,  Pa- 
Leaden,  Robeet  James,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  5,  1917. 

Died:  Naval  prison,  Portsmouth,  N.  H.,  December  28,  1917. 

Cause:  Pneumonia. 

Next  of  kin:  Sister,  Mary  F.  Leaden,  347  Barder  Street,  East  Boston, 
Mass. 
Leahan,  Edwaed  Heney,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  February  11,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin:  Aunt,  Mary  Leahan,  40  East  Newton  Street,  Boston,  Mass. 
Leamon,   Geoege  Bebky,   apprentice  seaman,   United   States   Naval   Reserve 
Force. 

Enrolled :  Nashville,  Tenn.,  July  30,  1918. 

Died :  Submarine  station,  Los  Angeles,  Calif.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  T.  Leamon,  33  Highland  Avenue,  Chattanooga, 
Tenn. 
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IjfiAKT,  Frank  Evert,  apprentice  seaman,  United  States  Naval  Reserve  Force, 
Enrolled :  Chicago,  111.,  August  13,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  November  14,  1917. 
Cause :  Ulcer  of  stomach. 

Next  of  kin:  Mother,  Elizabeth  M.  Leary,  5483  Dorchester  Avenue,  Chi- 
cago, 111. 

Ijeaey,  Joseph  Dxjbignon,  fireman,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  February  11,  1918. 

Died :  Naval  hospital.  New  York,  N.  Y.,  September  22,  1918. 

Cause:  Pneumonia. 

Nest  of  kin :  Father,  Arthur  H.  Leary,  510  Howe  Street  Brunswick  Ga. 
IiKAEY,  William  Anthony,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Mount  Vernon.  N.  Y.,  August  7,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Daniel  F.  Leary,  69  East  Ninety-fifth  Street,  New  York,  N.  Y. 
Leblond,  Axtked,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Portland,  Me.,  June  5,  1918. 

Died:  Naval  training  camp,  Bumkin  Island,  Mass.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Alphonsine  Leblond.  R.  F.  D.  7,  Auburn,  Me. 
Le  CoaiPTE,  Paxson,  chief  yeoman.  United  States  Navy. 

Enlisted :  Pensacola,  Fla.,  March  25,  1916. 

Died :  Naval  aeronautic  station,  Pensacola,  Fla.,  September  15,  1917. 

Cause:  Self-inflicted  gunshot  wound. 

Next  of  kin:  Wife,  Emma  Le  Compte,  1532  East  Berk  Street,  Philadel- 
phia, Pa. 
Ledfokd,  Robeet  Hayes,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  2,  1918. 

Died:  Naval  Hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Rebecca  H.  Ledford,  Point  Lick,  Ky. 
LeDuc,  Lloyd  Eenest,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  June  7,  1918. 

Died :  Naval  Reserve  School,  Chicago,  111.,  October  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  A.  O.  LeDuc,  Wolvin  Building,  Duluth,  Minn. 
Lee,  Burton  Monroe,  fireman,  first  class.  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  June  4,  1917. 

Died :  Naval  Hospital,  Brooklyn,  N.  Y.,  June  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Wilson  Lee,  94  Union  Street,  Guilford,  Conn. 
Lee,  Ed  Robert,  landsman  for  yeoman.  United  States  Naval  Reserve  Force. 
Enrolled :  Kansas  City,  Mo.,  July  22,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  30,  1918. 
Cause :  Influenza. 
Next  of  kin  :  Father,  Samuel  N.  Lee,  1107  South  Orchard  Street,  Carthage,  Mo. 
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Lee,  Elon,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  .Tune  4,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  July  7,  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  William  W.  Lee,  Greenfield,  111. 
Lee,  James  Henby,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  May  14,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Agnes  Lee,  203  Second  Street,  Valley  Junction,  Iowa. 
Lee,  John  Whxiam  Artist,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  December  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  2,  1918. 

Cause:  Empyema. 

Next  of  kin :  Father,  Booker  Lee,  Blossoms,  Tex. 
Lee,  Randolph  Thomas,  seaman.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  15,  1917. 

Died :  Naval  air  station,  St.  Trojan,  Prance,  August  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Polly  Pundt,  Houston,  Tex. 
Lee,  Richard  Syker,  hospital  apprentice,  first  class.  United  States  Navy. 

Enlisted :  Burlington,  Vt.,  December  6,  1916. 

Died :  Naval  hospital.  New  York,  N.  Y.,  August  19,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Lee,  Dorset,  Vt. 
Lee,  Robert  Habold,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  December  2,  1917. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  February  15,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Lottie  Lee,  409  East  Pine  Street,  Fitzgerald,  S.  C. 
Lee,  Selmer,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  13,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  April  29,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin:  Father,  Olelle  Lee,  Gary,  Minn. 
Lee,  Selmer  Northon,  yeoman,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  III.,  .Tuly  5,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Caroline  S.  Lee,  Hartland,  Minn. 
Lee,  Thomas  Vebnon,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  April  19,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  John  T.  Lee,  1120  Fulton  Avenue,  Baltimore,  Md. 
Leedy,  Archie,  machinist's  mate,  first  class,  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  December  14,  1915. 
Died :  U.  S.  S.  Jacoh  Jones,  December  6,  1917. 
Cause :  Killed  in  battle  with  enemy  submarine. 
Next  of  kin :  Father,  Daniel  K.  Leedy,  23  Holiday  Street,  Nowark,  Ohio. 
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Lees,  Spencer  Montgomery,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Philadelphia,  Pa.,  April  6,  1917. 
Died :  Gape  May,  N.  J.,  October  27,  1918. 
Cause:  Died  of  wounds. 

Next  of  kin:  Aunt,  Mary  A.  Thomas,  3501  North  Twenty-second  Street, 
Philadelphia,  Pa. 
Leese,  Royal  Allen,  gunner's  mate,  fii-st  class.  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  March  23,  1915. 
Died :  U.  S.  S.  L-10,  January  24,  1918. 
Cause:  Fell  overboard  and  was  drowned. 
Next  of  kin :  Mother,  Mary  Leese,  Gettysburg,  Pa. 
LeFevre,  Kenneth,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enrolled :  Detroit,  Mich.,  July  5,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Rebecca  B.  LeFevre,  Blissfield,  Mich. 
LiEFrMAN,  H.\EKY  Lee,  liospltal  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 
Enrolled :  Great  Lakes,  III.,  May  23,  1918. 
Died :  Naval  hospital.  Great  Lakes,  HI.,  September  21,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Sarah  Agatstein,  811  Eastwood  Avenue,  Chicago,  111. 
Legabe,  Albert  Joseph,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Salt  Lake  City,  Utah,  Decem'ber  14,  1917. 
Died :  Naval  training  camp,  San  Diego,  Calif.,  May  25,  1918. 
Sause :  Pleurisy,  "supperative. 

Next  of  kin :  Father,  Pierre  Legare,  Riverside,  Mont. 
Leighton,  Ellington,  chief  boatswain's  mate,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  January  13,  1908. 
Died:  Charlestown,  Mass.,  October  21,  1918. 
Cause :  Killed  by  train. 

Next  of  kin :  Wife,  Nellie  Leighton,  Mellbridge,  Me. 
Leitz,  Otto  Ellen,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enrolled :  El  Paso,  Tex.,  May  22,  1918. 
Died :  New  Orleans,  La.,  November  4,  1918. 
Cause:  Accidentally  killed. 

Next  of  kin:  Sister,  Mrs.  Belle  L.  Davis,  3439  West  Forty-fourth  Street, 
Denver,  Colo. 
Leiva,  Francis  Randolph,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled:  San  Pedro,  Calif.,  March  18,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  10,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,  Amanda  Kelliher  Burhey,  205  North  St.  Andrews 
Place,  Los  Angeles,  Calif. 
Lem,  Yee,  Cabin  steward,  United  States  Navy. 
Enlisted :  San  Diego,  Calif.,  March  26,  1917. 
Died :  U.  S.  S.  Rochester,  September  27,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Wife,  One  Shee,  Sin  Ning,  Canton,  China. 
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Le  Master,  Vyki,,  landsman  for  electrician  (R),  United  State  Navy. 

Enlisted :  Peoria,  111.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charley  B.  Le  Master,  2120  North  JefEerson  Street, 
Peoria,  111. 
Le  Mieux,  Akthue  John,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  11,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  Le  Mieux,  720  South  Jefferson  Street,  Green 
Bay,  Wis. 
Lemmekhiet,  Walter  Caei.,  carpenter's  mate,  third  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  June  27,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Helen  Lemmerhirt,  R.  R.  No.  20,  Burlington,  Wis. 
Lennon,  Geaydon  Vaughn,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Pamlico,  N.  C,  April  26,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  W.  P.  Lennon,  Manteo,  N.  C. 
Lennon,  John  Joseph,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  July  20,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  Lennon,  331  Sackett  Street,  Brooklyn,  N.  Y. 
Lennon,  John  Thomas,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  January  10,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  3,  1918. 

Cause:  Psychoses,  manic  depressive. 

Next  of  kin:  Grandfather,  John  Lennon,  28  Parker  Street,  Yonkers,  N.  T. 
Lennon,  William  Ernest,  seaman.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  October  1,  1917. 

Died :  Steamship  Florence  H.,  April  17,  1918. 

Cause:  Lost  life  in  explosion  on  board  ship. 

Next  of  kin :  Father,  William  H.  Lennon,  300  Quincy  Avenue,  East  Brain- 
tree,  Mass. 
Lennox,  Chester  Smithwick,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  July  18,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Elizabeth  Lennox,  628  Sterling  Place,  Brooklyn,  N.  Y. 
Lentz,  Herbert  Paul,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Allentown,  Pa.,  July  1,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin:  Mother,   Lizzy   A.   Lentz,  426  North   Fulton   Street,   Allen- 
town,  Pa. 
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liENTz,  Ika  Bubton,  comiiiissary  steward,  United  States  Navy. 

Enlisted:  Cliicago,  111.,  February  4,  3915. 

Died :  U.  S.  A.  O.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Nest  of  kin :  Uncle,  Silas  Gi-osh,  C318  Green  Street,  Chicago,  111. 
Leonakd,  Noeman  Hoyt,  landsman  for  quartermaster,  United   States  Naval 
Heserve  Force. 

Enrolled :  Philadelphia,  Pa.,  August  7,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  3,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Wife,  Marion  Leonard,  260  Highland  Avenue,  Landsdowne,  Pa. 
Leonakd,  Eobekt  Henky,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  July  15,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ella  P.  Leonard,  Talbotton,  Ga. 
Leonard,  Roscoe  Conklin,  coxswain.  United  States  Naval  Reserve  Force. 

Enrolled:  Baltimore,  Md.,  July  14,  1917. 

Died:  U.  S.  S.  Lakenioor,  April  11,  1918. 

Cause:  Died  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Mollie  V.  Leonard,  22  High  Street,  Cambridge,  Md. 
Leonhaedt,  Fredebick  Martin,  seaman.  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  November  28,  1916. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  July  4,  1918. 

Cause :  Cerebrospinal  fever. 

Nest  of  kin :  Brother,  Charles  Leonhardt,  599  Ninety-second  street,  Brook- 
lyn, N.  Y. 
Leqtjix,  Maurice  Lentilhon,  yeoman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Newport,  R.  I.,  June  27,  1917. 

Died:  U.  S.  S.  Leviathan,  October  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  L.  Lequin,  55  Chestnut  Street,  East  Orange, 
N.  J. 
Leser,  Paul  Bezella,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Cleveland,  Ohio,  June  4,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  April  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Fred  L.  Leser,  Brecksville,  Ohio. 
LEtrpou),  Theodore  Philip,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  July  23,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  AVife,  Mabel  C.  Leupold,  3902  North  Percy  Street,  Philadel- 
phia, Pa. 
Levenson,  Meyer  Amman,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled:  Now  York,  N.  Y.,  .Tune  11,  1918. 

Died:  NavalTiospital,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 
Cause:  Broncho-pneumonia. 
Next  of  kin :  Father,  Jacob  Levenson,  320  First  Avenue,  New  York,  N.  Y. 
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Leveeton,  Charles  Hbney,  fireman,  third  class,  Unit«^U  States  Navy. 

Enlisted:  Peoria,  111.,  July  31,  1918. 

Died:  U.  S.  S.  Solace,  October  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mattie  C.  Leverton,  Cooperstowu,  111. 
Levi,  Edwin  Roy,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  July  26,  1918. 

Died :  Naval  hospital.  Great  Lakes,  lU.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  A.  Levi,  Glenwood  City,  Wis. 
Levy,  Abbaham,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Staten  Island,  N.  Y.,  June  7,  1917. 

Died :  U.  S.  S.  President  Lincoln,  October  1,  1917. 

Cause :  Accidentally  killed. 

Next   of   kin:  Father,   Joseph   Levy,   1166  Castletou   Avenue,   West   New- 
Brighton,  N.  Y. 
Levy,  Henby,  yeoman,  second  class,  United  States  Naval  Reserve  Force. 

EnroUed:  Scranton,  Pa.,  May  2,  1917. 

Died :  Section  base,  Cape  May,  N.  J.,  June  11,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Mrs.  Rica  Levy,  520  Pine  Street,  Scranton,  Pa. 
Levy,  William  Abbaham,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  April  5,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Annie  Levy,  85  Trowbridge  Street,  Cambridge,  Mass. 
Lewandowski,  Stephen  Wit.liam,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  June  3,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Stella  F.  Lewandowski,  1309  Linden  Avenue,  South 
Bend,  Ind. 
Lewis,  Abbam,  chief  commissary  steward,  United  States  Naval  Reserve  Force. 

Enrolled:  Baltimore,  Md.,  April  19,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Rebecca  Lewis,  163  East  One  hundred  and  twelfth 
Street,  New  York,  N.  Y. 
Lewis,  Abthtib  Ransdet.l,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  April  27,  1918. 

Died:  Bay  City,  Mich.,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Frederick  A.  Lewis,  800  Center  Avenue,  Bay  City, 
Mich. 
Lewis,  Eael  Ray,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  December  12,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  29,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Giles  Lewis,  Box  142,  Mylo,  N.  Dak. 
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Lewis,  Elmek  Gj.yde,  seaman,  United  States  Na\al  Reserve  Force 
Enrolled :  St.  I.ouis,  Mo.,  June  22,  1918. 
Died:  Naval  hospital,  I^eague  Island,  I'a.,  October  2,  1918. 
Cause:  Influenza. 

Next  of  kin :  ^Vife,  Eunice  H.  Lewis,  Farmington,  Mo. 
Lewis,  Gaylord  Jxjdde,  fireman,  third  class,  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  April  19,  1917. 
Died:  Naval  hospital,  Pensacola,  Fla.,  .Tune  7,  1917. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Ida  Lewis,  V.'eitchper,  Calif. 
Lewis,  LEsnas  Roy,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Chicago,  111.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  III.,  September  28,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  (kinge  Lewis,  700  AVest  Jackson  Boulevard,  Chicago 
111. 
Lewis,   McKinlky   Royal,   apprentice   seaman,   United   States   Naval   Reserve 
Force. 
Enrolled :  Kane,  Pa.,  June  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Margaret  C.  Lewis,  R.  F.  D.  2,  Box  83,  Shippensville 
Pa. 
Lewis,  Milton  Leon,  seaman,  United  States  Naval  Reserve  Force. 
Enrolled:  Rochester,  N.  Y.,  February  6,  1917. 
Died:  Steamship  Asimina,  January  28,  1918. 
Cause:  Drowning. 

Next  of  kin :  Mother,  Jennie  T.  Lewis,  32  Bond  Street,  Rochester,  N.  Y. 
Lewis,  Nrr,Es  Olivee,  fireman,  second  class.  United  States  Naval  Reserve  Force. 
Enrolled :  Boston,  Mass.,  June  26,  1917. 
Died :  U.  S.  S.  Sagadalioc,  September  5,  1918. 
Cause:  Endocarditis,  chronic. 

Next  of  kin :  Father,  Arthur  P.  Lewis,  372  Beacon  Street,  Somerville,  Mass. 
Lewis,  Robeet  Dale,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled:  Kansas  City,  Mo.,  July  18,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Jessie  W.  Lewis,  Sedan,  Kans. 
Lewis,  Robert  Franklin,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Little  Rock,  Ark.,  December  13,  1917. 
Died:  Naval  station.  Great  Lakes,  111.,  January  26,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Dr.  J.  F.  Lewis,  Marianna,  Ark. 
Lewis,  William,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Easton,  Pa.,  June  21,  1917. 
Died:  U.  S.  S.  Rappahanocic,  April  29,  1918. 
Cau.se:  Killed  by  accident. 

Next  of  kin :  Father,  Thomas  A.  Lewis,  1058  Wilkes-Barre  Street,  Easton, 
Pa. 
Ley,  Herman  Henrt,  boatswain's  mate,  second  class.  United  States  Navy. 
Enlisted :  Fortress  Monroe,  Va.,  January  30,  1918. 
Died:  Naval  hospital,  Philadelphia,  Pa.,  October  1,  1918. 
Cause:  Influenza. 
Next  of  kin :  Wife,  Mrs.  H\  M.  Ley,  2712  Genesee  Street,  Trenton,  N.  J. 
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LicHT,  FoBKEST  DiCK,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  January  20,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  Octobel-  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Laura  B.  Licht,  Orting,  Wash. 
LicKiss,  TjLotd  Roscoe,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  August  7,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lulu  M.  Lickiss,  4056  Cleveland  Avenue,  St.  Louis,  Mo. 
Lied,  Jacob,  ship's  cook,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  September  4,  1917. 

Died:  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Died  v^hen  vessel  was  sunk  by  enemy  submarine. 

Next  of  kin :  Sister,  Louisa  Hente,  68  Columbus  Avenue,  New  York,  N.  Y. 
LiGHTENHOME,  Chakles  Cokn,  Jr.,  coxswain.  United  States  Navy. 

Enlisted :  Richmond,  Va.,  January  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Charles  C.  Ughtenhome,  4845  Drake  Avenue,  Chi- 
cago, 111. 
LiGHTFooT,  Edwakd'  VALENTINE,  Seaman,  second  class.   United   States  Naval 
Reserve  Force. 

Enrolled :  Richmond,  Va.,  May  29,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,. Lucie  E.  Llghtfoot,  Locust  Dale,  Va. 
LiGON,  Claude  G.,  musician,  second  class,  United  States  Naval  Reserve  Force. 
.  Enrolled :  Kansas  City,  Mo.,  May  28,  1918. 

Died :  Naval  hospital,  League  Island,  Philadelphia,  Pa.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Julia  B.  Ligon,  Pryor,  Okla. 
LiLEs,  Geobge  Louis,  machinist's  mate,  second  class  (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Denver,  Colo.,  July  13,  1918. 

Died:  Naval  hospital,  Gulfport,  Miss.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Ethel  L.  Liles,  Fifteenth  and  Arapaho  Streets,  Denver, 
Colo. 
LiLES,  Sam  Calvin,  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Sam  Liles,  Loaxahoma,  Miss. 
LiLjGKEN,  Kael  Adolphus,  seamau,  second  class.  United  States  Navy. 

Enlisted :  U.  S.  S.  Georgia,  Boston,  Mass.,  March  30,  1917. 

Died :  U..  S.  S.  Solace,  November  4,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:   Mother,  Jessie  Liljgren,  48  Houghton  Street,  West  Lynn, 
Mass. 
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LrLLEOAKD,  Arent  BENJAMIN,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  June  1,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  March  14,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Mandiiis  Lillegard,  Keldron,  S.  Dak. 
LniEGAED,  Elmeb  Hedean,  chief  electrician  (R),  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  February  12,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Peter  J.  Lillegard,  R.  F.  D.  5,  box  65,  Hillsboro,  Oreg. 
T.TT.T.KY,  RoBEKT  Geeenleaf,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  May  22,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  8,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Sister,  Mrs.  Sallie  Eodgerson,  Willi  amston,  N.  C. 
LiLLicH,  John  Edgar,  pharmacist's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Philadelphia,  Pa.,  May  29,  1918. 

Died :  York,  Pa.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Lillich,  205  North  West  Street,  York,  Pa. 
LiMBAUGH,  HoBABT  F.,  seamau,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  July  15,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Frances  A.  Limbaugh,  Rinehart,  Mo. 
LiNcoi.N,  Chakles,  Jr.,  seaman,  second  class.  United  States  Naval  Reserve  Force, 

Enrolled :  Providence,  R.- 1.,  May  4,  1917. 

Died :  Gallops  Island,  Boston,  Mass.,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Delia  Lincoln,  West  Shore  Road,  Conimlcut,  R.  I. 
Lincoln,  Hebl  Fbedebick,  quarterm.ister,  second  class  (A),  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  June  27,  1917. 

Died:  Naval  hospital,  Puget  Sound,  Wash.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Elinor  A.  Lincoln,  Medina,  Wash. 
Lind,  Cabl  Wiuiam  Hakold,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  July  19,  1918. 

Died  r  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  S.  Lind,  415  Morgan  Street,  Elgin,  111. 
Lind,  Edwabd  Phixlip,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  December  3,  1917. 

Died:  Boston,  Mass.,  January  2Z,  1918. 

Cause :  Delirium. 

Next  of  kin :  Father,  Andred  Lind,  45  Merrifield  Street,  Worcester,  Mass. 
Lindaueb,  Wn.BUE  Edward,  seaman  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  28,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Father,  Godred  J.  Lindauer,  3409  Piedmont  Avenue,  Balti- 
more, Md. 
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LaNDBEKG,   Feed  Wim.iam,  painter,   third  class,  United   States  Naval   Reserve 
Force. 

Enrolled :  Chicago,  111.,  May  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mrs.  Augusta  A.  Lindberg,  367  East  One  hundred  aud  seven- 
teenth Street,  Chicago,  111. 
LiNDEB,  William  Lee,  coxswain.  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  December  20,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  27,  1918. 

Cause:  Nephritis,  acute. 

Next  of  kin :  Mother,  Henriette  Linder,  510  Stall  Street,  Conway,  Ark. 
LiNDLET,  Vernon  Allen,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  El  Paso,  Tex.,  July  10,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  Lindley,  Hopkinsville,  Ky. 
LiNDQUiST,  Ralph  Gibson,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Peoria,  111.,  June  13,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,'  O.  A.  Lindquist,  3621  North  Moore  Street,  Peoria,  III. 
Lindsay,  Feank  Stutvesant,  yeoman,  second  class,  United  States  Naval  Re- 
•  serve  Force. 

Enrolled :  New  Tork,  N.  T.,  June  6,  1917. 

Died :  New  York,  N.  T.,  March  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sarab  S.  Lindsay,  135  Essex  Street,  Brooklyn,  N.  Y. 
LiNDSET,  John,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  April  26,  1916. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  March  13,  1918. 

Cause:  Tuberculosis. 

Next  of  kin:  Wife,  Mrs.  J.  Lindsey,  3260  Kensington  Avenue,  Philadel- 
phia, Pa. 

LiNDSET,  Luther  Maetin,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Louisville,  Ky.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  lU.,  September  20, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sue  W.  Lindsey,  Sebree,  Ky. 
LiNDSTEOM,  Robert,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Los  Angeles,  Calif.,  May  15,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Lambert  Lindstrom,  1820  Capitol  Place,  St.  Paiil, 
Minn. 

LiNEBEEGEE,  JAMES  JENKINS,  Chief  water  tender.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  December  16,  1914. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kin :  Mother,  Fannie  Lineberger,  Mount  Holly,  N.  C. 
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Ling,  Sho,  wardroom  steward,  United  States  Navy. 

Enlisted :  U.  S.  S.  Brooklyn,  Shanghai,  China,  December  9,  1916. 

Died :  Naval  hospital,  Yokohama,  Japan,  August  13,  1918. 

Cause :  Carcinoma. 

Nest  of  kin :  Wife,  Lita  Ling,  Agana,  Guam. 
Link,  Leslie  Raymond,  landsman  for  machinist's  mate.  United  States  Naval 
•  Reserve  Force. 

KnroUed :  Louisville,  Ivy.,  July  4,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lillie  W.  Link,  Hutchinson,  Ky. 
Linkhakt,  Milo  GkaftoK,  chief  turret  captain,  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  June  8,  1917. 

Died :  Scotland,  September  20,  1918. 

Cause :  Suicide  by  drowning. 

Next  of  kin :  Father,  Milo  Linkhart,  722  East  Hart  Street,  Dayton,  Ohio. 
LippiNcoTT,  Samuel,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  May  31,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Susan  R.  Lippincott,  339  Main  Street,  Moorestown, 
N.  J. 
Lttchiield,  John  Rl'sselx:,,  pharmacist's  mate,  third  class,  I'^nited  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  17,  1917. 

Died :  France,  September  16,  1918. 

Cause :  Result  of  wounds  received  in  action. 

Next  of  kin :  Mother,  Mrs.  Martha  D.  Litchfield,  604  West  Padon  Avenue, 
Blackwell,  Okla. 
LiTHio,  Beige  Daniel,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Frances  C.  Lithio,  Akeley,  Minn. 
Little,  Mallie  Bass,  seaman,  second  class.  United  States  Navy. 
'  -Enlisted:  Oklahoma  City,  Okla.,  May  11,  1918. 

Died:  Submarine  base.  New  London,  Conn.,  October  10,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Father,  Harmon  Little,  Lavaca,  Ark. 
Little,  Percy  Alvin,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  June  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Little,  R.  1,  Osnabrook,  N.  Dak. 
LriTRELL,  Claeence  McKinley,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  1,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  31,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Mother,  Hannah  A.  Llttrell,  R.  F.  D.  2,  Wirt,  Ind. 
Livingston,  Obval  Fbank,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  20,  1917. 

Died:  Naval  hospital.  Mare  Island,  Calif.,  September  14,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Mother,  Clara  N.  Livingston,  general  delivery,  Chelen,  Wash. 
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Lloyd,  Fbancis  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  May  4,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause:  Pneumonia. 

Nest  of  kin :  Mother,  Margaret  Lloyd,  29  Canfield  Street,  Orange,  N.  J, 
LoBMEYEK,  Henby  Feedeeick,  machinist's  mate,  second  class.  United  States. 
Navy. 

Enlisted:  New  Haven,  Conn.,  February  21,  1917. 

Died:  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Result  of  explosion  on  board  ship. 

Next  of  kin:  Father,  Alexander  R.  Lobmeyer,  131  Standish  Street,  Hart- 
ford, Conn. 
LocHMANN,  Emil  Eenest,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  May  23,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Lochmann,  735  North  Loraine  Avenue, 
Chicago,  111. 
Lochmillee,  Feedeeick  Cael,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Omaha,  Nebr.,  June  29,  1918. 

Died :  U.  S.  S.  Georgia,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  P.  Lochmiller,  Denlson,  Iowa. 
LocHNEB,  RicHAED  ANTHONY,  Chief  yeomau.  United  States  Naval  Reserve  Force. 

Enrolled:  New  Orleans,  La.,  September  IS,  1917. 

Died :  Naval  hospital.  New  Orleans,  La.,  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,   Christina  H.   Lochner,   831  Pauline   Street,   New 
Orleans,  La. 
Locke,  Geoege  Whliam,  seaman,  second  class.  United  Slates  Navy. 

Enlisted:  New  Haven,  Conn.,  November  13.  1917. 

Died:  Steamship  Florence  H.,  April  17  ,1918. 

Cause:  Killed  in  explosion. 

Next  of  kin :  Father,  John  Locke,  13G  Havemeyer  Place,  Greenwich,  Conn. 
LocKEY,  Heebekt  Tillman,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  April  17,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Sister,  Mrs.  Beulah  Cox,  Milledgeville,  Ga. 
Lockhart,  Homee  Houston,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  14,  1917. . 

Died :  Naval  hospital,  Norfolk,  Va.,  January  16,  1918. 

Cause:  Fever. 

Next  of  kin:  Mother,  Sarah  F.  Lockhart,  Route  2,  Ripley,  Miss. 
LocKHAET,  JosiAH  David,  Seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  17,  1915. 

Died :  Naval  ho.-spital,  Norfolk,  Va.,  May  26,  1917. 

Cause:  Appendicitis. 

Next  of  kin:  Father,  Joe  E.  Lockhart,  114  North  Dickson  Street,  Gaines- 
ville, 3:ex. 
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LocKBEY,  RoGEK  Walcott,  Seaman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  January  9,  1914. 

Died :  U.  S.  A.  G.  T.  Pastores,  November  17,  1917. 

Cause:  Fell  overboard  and  was  drovs^ned. 

Next  of  kin:  Mother,  Jessie  E.  Lockrey,  193  Main  Street,  Charlestown, 
Mass. 
LocKwooD,  Abthuk  Loges,  printer,  first  class,  United  States  Naval  Keserve 
Force. 

EnroUed:  Hoboken,  N.  J.,  July  31,  1917. 

Died :    U.  S.  S.  Leviathan,  June  24,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Motber,  Augusta  F.  Lockwood,  River  Avenu§  and  Spruce 
Street,  Lakewood,  N.  J. 
LoEFixEB,  Geobge  Martin,  Seaman  signalman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  13,  1916. 

Died :  U.  S.  S.  Marietta,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Fatber,  Edward  M.  Loeffier,  426i  Eightb  Street,  Quincy,  111. 
LoFTUs,  Maetin  CTErL,  seaman,  United  States  Naval  Keserve  Force. 

Enrolled:  Philadelpbia,  Pa.,  April  23,  1918. 

Died:  Naval  hospital,  Cape  May,  N.  J.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  Loftus,  816  South  "Valley  Avenue,  Olyphant,  Pa. 
Logan,  Ole  Chkist,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  May  3,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Mary  Markuson,  Route  4,  Clear  Lake,  Wis. 
Logan,  Rogee  Chaeles,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  June  4,  1918. 

Died:  U.  S.  S.  Mercy,  October  10,  1918. 

Cause:  Pneumonia,   broncho. 

Next  of  kin :  Mother,  Mrs  Edith  Logan,  R.  R.  3,  Goshen,  Ind. 
Logsdon,  Chables,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Louisville,   Ky.,  July  16,  1917. 

Died:  U.  S.  S.  Oklahoma,  October  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Step-father,  Wesley  Needham,  402  Main  Street,  JefCerson- 
ville,  Ind. 
LoHSE,  Hebbeet  Eenest,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  June  21,  1918. 

Died :  At  home,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin:   Sister,  Mary  Lohse,  1548  Waveland  Avenue,  Chicago,  111. 
LoMAs,  Lebot  Gosling,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Providence,  R.  I.,  June  26,  1918. 

Died :  Naval  hospital,  Nevia)ort,  E.  I.,  September  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  Mary  E.  Lomas,  259  Central  Street,  Cantrall 
Falls,  R.  I. 
174483—20 30 
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LONDAHL,  Henet,  landsman  for  machinist's  mate   (A),  United  States  Naval 
Reserve  Force. 

Enrolled:  Buffalo,  N.  Y.,  May  22,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Charles  P.  Londahl,  Jamestown,  N.  Y. 
London,  Jacob  J.,  electrician,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Newport,  R.  I.,  December  4,  1917. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause:  Lost  when  vessel  was  sunk  in  collision. 

Next  of  kin :  Father,  A.  H.  London,  50  Bright  Street,  Burlington,  Vt. 
LoNEEGAN,  Joseph  Feancis,  seaman.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  January  29,  1915. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  5,  1918. 

Cause :  Influenza. 

Next  of  kin:  Sister,  Alice  M.  Quickett,  1294  Dorchester  Avenue,  Dorches- 
ter, Mass. 
Long,  Bryan  Bekckeneidge,  electrician,  third  class.  United  States  Navy. 

Enlisted :  Parliersburg,  W.  Va.,  June  7,  1917. 

Died :  Steamship  Florence  S.,  April  17,  1918. 

Cause:  Killed  in  explosion. 

Next  of  kin :  Father,  Charles  C.  Long,  Lanark,  W.  Va. 
Long,  Emmet  .Tames,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  July  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1917. 

Cause:  Poliomyelitis,  acute  bulbar. 

Next  of  kin :  Mother,  Celia  Long,  Greely,  Nebr. 
Long,  Ikt.  Edwin,  coxswain.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  February  18,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  John  Ell  Long,  R.  F.  D.  4,  Walter,  Okla. 
LoNGLEY,  Laweence  Oeal,  Seaman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  May  2,  1917. 

Died :  U.  S.  S.  South  Dakota,  March  21,  1918. 

Cause :  Poisoning  by  inhalations  of  gas. 

Next  of  kin :  Mother,  Mary  J.  Longley,  Apison,  Tenn. 
Looker,  Aethtje,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  December  6,  1917. 

Died:  Naval  hospital.  Great  Lakes,   111.,  January  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Lozina  Looker,  R.  F.  D.  57,  Gladivin,  Mich. 
Lopatka,  Isadoe,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  June  6,  1918. 

Died:  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause :  Influenza. 

Next   of   kin:    Father,    Solomon    Lopatka,    439   Bergenline    Avenue,    New 
York,  N.  Y. 
Loeans,  Arthur  "William,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled:  Minneapolis,  Minn.,  June  13,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Josephine  L.  Lorans,  White  Rock,  S.  Dak. 
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LoBD,  Cabl  Chestek,  chief  yeoman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  September  30,  1916. 

Died :  Naval  hospital,  Washington,  D.  C,  October  4,  1918. 

Cause:  Influenza. 

Next  of  bin:  Wife,  Amy  M.  Lord,  814  Twenty-second  Street  NW.,  Wash- 
ington, D.  O. 
liOBD,   Thomas  Joseph,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  7,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  September  27, 1918. 

Cause :   Pneumonia,  lobar. 

Next  of  kin :  Father,  Edmond  Lord,  Cornell,  Wis. 
LoKEE,  Fkank  Hazeltok,  seaman.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  17,  1915. 

Died :   Steamship  Vacuum,  May  2,  1917. 

Cause:  Exhaustion,  overexercise. 

Next  of  kin :   Mother,  Mary  C.  F.  Loree,  1618  Cayuga  Street,  Philadelphia, 
Pa. 
LoETON,  Russell  Eugene,  seaman,  second  class.  United  States  Navy. 

Enlisted :   Cincinnati,  Ohio,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  7, 1918. 

Cause:   Angina  Pectoris. 

Next  of  kin :   Father,  Lewis  N.  Lorton,  route  7,  Springfield,  Ohio. 
LoBTZ,  Habold  Ray,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  June  3,  1918. 

Died :  Naval  air  station,  Eastleigh,  England,  October  21, 1918. 

Cause:   Pneumonia,  broncho. 

Next  of  kin :  Father,  William  Lortz,  Batavia,  N.  Y. 
LoxJDEE,   Samuel   Chestek,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  June  3,  1918. 

Died  :  Naval  training  station,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edwin  Louder,  508  Pairview  Street,  Riverside,  N.  J. 
Loudon,  William  Hobakt,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :   Louisville,  Ky.,  June  4,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  11, 1918. 

Cause :   Influenza. 

Next  of  kin  :  Mother,  Ida  Loudon,  rural  route  No.  1,  Depauw,  Ind. 
liOUGHLiN,  Michael,  mess  attendant,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Brooklyn,  N.  Y.,  May  21,  1918. 

Died :  U.  S.  S.  Galveston,  July  23,  1918. 

Cause :  Constipation. 

Next  of  kin :   Sister,  Mary  Curran,  85  Second  Place,  Brooklyn,  N.  Y. 
Ix)unsbekt,  Richard,  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :   Pelliam  Bay  Park,  N.  Y.,  April  18,  1918. 

Died :  Mount  Vernon  Hospital,  N.  Y.,  October  9,  1918. 

Cause :  Pneumonia. 

Next  of  kin :    Son,  Harold  Lounsbery,  234  North  Terrace  Avenue,  Mount 
Vernon,  N.  Y. 
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I-ovis,  AETHtiK   Vaughn,   seaman,  second  class.  United   States  Naval   Reserve 
Force. 

Enrolled :   Chicago,  111.,  June  11,  1918. 

Died :  Naval  hospital,  Pugtt  Sound,  Wash.,  October  3,  1918. 

Cause;  Influenza. 

Next  of  kin :   Father,  Harry  P.  Love,  7301  Park  Ridge  Road,  Chicago,  lU. 
Love,  Coleman  Stevens,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  September  18,  1917. 

Died :  U.  S.  S.  Lake.  Huron,  October  9,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Nellie  Love,  Coleman,  Tex. 
Love,  Stanley  John,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  August  18,  1917. 

Died :  Naval  hospital,  Ijeague  Island,  Pa.,  March  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Minnie  Love,  R.  1,  Box  21,  Benzonia,  Mich. 
Lovelace,  Feed  Jones,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  5,  1917. 

Died :  Naval  hospital.  Mare  Island,  Calif.,  February  10,  1918. 

Cause :  Mastoiditis,  acute. 

Next  of  kin :  Mother,  Elizabeth  Lovelace,  WiUlervUle,  Oreg. 
LovELL,  Benjamin  Pinkney,  quartermaster,  third  class,  United  States  Navy. 

Enlisted:  Meridian,  Miss.,  June  8,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  A.  Lovell,  Zimmerman,  La. 
LovELL,  Myeon  Waltek,  Jr.,  oiler,  United  States  Naval  Reserve  Force. 

Enrolled:  Jacksonville,  Fla.,  July  25,  1918. 

Died:  Fernandina,  Fla.,  October  16,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Olivia  A.  Lovell,  Sanford,  Fla. 
Lovely,  Lyman  Fredeeick,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  30,  1917. 

Died :  U.  S.  S.  F-1,  December  17,  1917. 

Cause :  Drowned. 

Next  ,of  kin :  Father,  Lyman  Lovely,  2343  Bryant  Street,  Denver,  Colo. 
Low,  Haeey  OEPiiEtrs,  machinist's  mate,  second  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  June  27,  1918. 

Died:  At  home,  September  18,  1918. 

Cause :  Pneumonia,  lobar. 

Next  .of  kin :  Wife,  Gladys  B.  Low,  616  Van  Buren  Street,  Jollet,  III. 
LowDEE,  John  David,  Jr.,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  March  28,  1916. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Killed  in  explosion  on  board  ship. 

Next  of  kin :  Father,  John  D.  Lewder,  Lisbon,  S.  C. 
Lowell,  Vance  Hanson,  seaman,  second  class,  United  States  Naval  Reserv* 
Force. 

Enrolled :  Portland,  Me.,  April  6,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edwin  A.  Lowell,  Lincoln,  Me.  * 
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LowENBEBQ,  Sam  Block,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  December  4,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  6,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Sophia  Lowenberg,  Natchez,  Miss. 
LowMAN,  Dewey  Nicholas,  fireman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Nicholas  Lowman,  Leedsville,  Md. 
LowRY,  Ct.fj.t.  Eixe,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Oklahoiua  City,  Okla.,  July  19, 1918, 

Died :  Naval  hospital.  New  Orleans,  La.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  M.  Lowry,  Weatherford,  Okla. 
liOWEY,  Maby  Gertbijde,  laudsman  for  yeoman   (F),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Philadelphia,  Pa.,  September  6,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  19, 1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Thomas  P.  Lowry,  805  South  Forty-ninth  Street, 
Philadelphia,  Pa. 
Lowey,  Will  Henky,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  30,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  E.  Lowry,  R.  F.  D.,  No.  2,  Oak  Grove,  Ky. 
LozwAY,  Eabl  Bebteum,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  21,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  July  4,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :   Mother,  Mary  Lozway,  124  South  Twenty-eighth  Avenue, 
West  Duluth,  St.  Louis,  Minn. 
Lucas,  Kenneth  Rodney,  carpenter's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Newport,  R.  L,  May  23, 1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Dora  L.  Lucas,  23  Brown  Street,  Waltham,  Mass. 
LucKAN,  Chaeles  Feancis,  seaman,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  August  19,  1914. 

Died :  Steamship  Vacuum,  April  28,  1917. 

Cause :  Result  of  sinking  of  ship. 

Next  of  kin :  Mother,  Marie  C.  Luckan,  124  South  Maderia  Street,  Balti- 
more, Md. 
LucKETT,  HoMEK,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  July  22,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Millie  Luekett,  Elsberry,  Mo. 


470 

Ltjka,  Stanmt,  carpenter's  mate,  third  class,  United  States  Naval- Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  August  8,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  18,  1918. 

Cause:  I'neumonia,  lobar. 

Next  of  kin :  Mother,  Stalawva  Luka,  Cicero,  111. 
Luke,  Isaac  William,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  June  27,  1918. 

Died :  Gallups  Island,  Mass.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Elie  E.  Luke,  Route  1,  Enigma,  Calif. 
Luke,  Ronald  Sands,  fireman,  second  class.  United  States  Navy: 

Enlisted :  New  Haven,  Conn.,  March  21,  1917. 

Died :  Roosevelt  Hospital,  New  York,  May  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  William  E.  Luke,  5  Tower  Place,  Danbury,  Conn. 
Ltjken,  Heeman  Bebnakd,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Omaha,  Nebr.,  June  11,  1918. 

Died :  Camp  Logan,  111.,  October  1,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Herman  Luken,  Hazel,  S.  Dak. 
LiJKBE,  Walter  Marion,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  March  6,  1917. 

Died :  U.  S.  S.  Solace,  October  5,  1917. 

Cause :  Compound  fracture  of  skull. 

Next  of  kin :  Father,  J.  W.  Luker,  Bashi,  Ala. 
LuMPP,  Frank,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  December  14,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  February  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Carry  Snyder,  R.  R.  1,  Pellston,  Mich. 
Lund,  Alfred,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause:  Infiuenza. 

Next  of  kin :  Mother,  Mary  Lund,  Nekoma,  N.  Dak. 
LuNDGEEEN,  FRANK  G.,  shlp's  cook,  second  class.  United   States  Naval  Re- 
serve Fprce. 

Enrolled :  New  Orleans,  La.,  March  20,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Emil  Lundgreen,  385  Prospect  Street,  Perth  Am- 
boy,  N.  J. 
LuNDY,  ViKGiL  Jackson,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  July  2,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 
'    Next  of  kin:  Wife,  Lucy  J.  Lundy,  321  Cottage  Grove,  Bloomington,  Ind. 
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LUNN,  RowLEs  Edgar,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  December  8,  1918. 

Died :  Naval  liospital,  NorfoUc,  Va.,  May  25,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin  :  Fatlier,  George  Lunn,  Coudersport,  Pa. 
Ltjpher,  Harry  James,  machinist's  mate,  first  class  (A),  United  States  Naval 
Eeserve  Force. 

Enrolled  i  Puget  Sound,  Wash.,  June  15,  1918. 

Died:  Naval  hospital.  Gulfport,  Miss.,  October  15,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Vonnie  G.  Lupher,  Deer  Lodge,  Mont. 
LusBT,  Harry  Elmer,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Little  Eock,  Ark.,  July  1,  1918. 

Died :  U.  S.  S.  Georgia,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Morgan  Lusby,  R.  F'.  D.  1,  Danville,  Ark. 
Lush,  Fred  Stanley,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  June  1,  1918. 

Died:  Great  Lakes,  111.,  October  13,  1918. 

Cause:  Burns. 

Next  of  kin :  Father,  Henry  W.  Lush,  Galeton,  Pa. 
LusK,  Grover,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  12,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  13,  1918. 

Cau.se:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Mai'ion  Lusk,  Larkinsville,  Ala. 
LusK,  Joe,  fireman,  first  class.  United  States  Naval  Reserve  Fdrce. 

Enrolled:  Puget  Sound,  Wash.,  April  10,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  June  14,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  N.  U.  Lusk,  Ovillia,  Wash. 
LusK,  Vernon  Allen,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  July  12,  1916. 

Died :  Lynn,  Mass.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Blanch  I.  Lusk,  Parish,  N.  Y. 
Lusso,  William,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  25,  1917. 

Died :  U.  S.  S.  Jenkins,  January  16,  1918. 

Cause:  Killed  by  shell  from  steamship  New  York. 

Next  of  kin :  Father,  John  Lusso,  1870  North  Twenty-seventh  Street,  Kan- 
sas City,  Kans. 
Lute,  Clarence  Melvin,  seaman.  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  December  15,  1917. 

Died:  Submarine  Base,  New  London,  Conn.,  September  29,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Kessa  Lute,  West  Union,  Ohio. 
Luther,  Fred  Leslie,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  August  22,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  April  5,  '1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Menter  J.  Luther,  Burney,  Ind. 
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LuTz,  CoNBAD  Albert,  landsman  for  blacksmith,  t^nited  States  Naval  Rftserve 

Force. 
Enrolled:  St.  Louis,  Mo.,  May  17,  1918. 
Died:  Receiving  ship  at  Philadelphia,  September  21.  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lizzie  Lutz,  Flint  Hill,  Mo. 
Ltjtz,   Valentine  Kilgoee,   hospital  apprentice,    second  class,   United   States 

Naval  Reserve  Force.  ' 

Enrolled:  Philadelphia,  Pa.,  June  29,  1918. 
Died:  Naval  hospital,  League  Island,  Pa.,  October  11,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Samuel  D.  Lutz,  Laurel,  Pa. 
Ltali,,   Sidney  Henet,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled:  San  Francisco,  Calif.,  June  4,  1918. 
Died:  San  Francisco,  Calif.,  October  30,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Lyall,  Verona,  Calif. 
Lycke,  Adouh  Nelson,  oiler.  United  States  Navy. 
Enlisted:  Annapolis,  Md.,  October  15,  1917. 
Died :  Naval  hospital,  Charleston,  S.  C,  March  7,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Anna  Lycke,  1829  North   Center   Street,  Stockton, 

Calif. 
Lyden,  Thomas  Francis,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled:  Brooklyn,  N.  Y.,  June  8,  1918. 
Died :  Naval  rifle  range,  Peeksklll,  N.  Y.,  October  7,  1918. 
Cause:  Influenza. 
Next   of  kin :  Father,    Michael  Lyden,   1067   Bedford   Avenue,   BrooklyTi, 

N.  Y. 
Lyles,  Clay  Tbnny,  seaman,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  June  1,  1916. 
Died :  U.  S.  S.  Pittsburgh,  July  23,  1917. 
Cause:  Killed  in  explosion. 

Next  of  kin :  Father,  Charles  R.  Lyles,  general  delivery,  Garland,  Tex. 
Lynch,  Andeew,   mess  attendant,   first  class,  United   States  Naval  Reserve 

Force. 
Enrolled:  Norfolk,  Va.,  October  15,  1917. 
Died;  Naval  hospital,  naval  base,  Virginia,  October  17,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Jennie  Lynch,  R.  F.  D.,  3,  Berkeley,  Va. 
Lynch,  Beenaed,  storekeeper,  third  class,  United  States  Naval  Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  April  4,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  20,  1918. 
Cause:  Influenza. 
Next  of  kin:  Sister,  Mary  A.  Murphy,  223  West  Twentieth  Street,  New 

York,  N.  Y. 
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Lynch,  Michakl  James,  chief  master  at  arms,  United  States  Naval  Reserye 
Force. 

Enrolled :  San  Francisco,  Calif.,  May  10,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  February  12,  1918. 

Cause :  Dilatation,  acute  cardiac. 

Next  of  kin:  Wife,  Margaret  M.  Lynch,  644  Second  Avenue,  San  Fran- 
cisco, Calif. 
Lynch,  John  Francis,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  July  27,  1917. 

Died :  Municipal  pier,  Chicago,  111.,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Lynch,  4555  Sheridan  Road,  Chicago,  111. 
Lynch,  Pateick  Feancis,  seaman.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  16,  1917. 

Died :  Naval  hospital.  Key  West,  Fla.,  October  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,   Timothy   Lynch,   31   South   Oxford   Street,   Brook- 
lyn, N.  Y. 
Lynch,  Roscoe,  engineman,  second  class.  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  January  22,  1918. 

Died :  U.  S.  A.  C.  T.  Ticond&roga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  B.  A.  Lynch,  Kenova,  W.  Va. 
Lynch,  Wttxtam  Feankmn,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  March  27,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  20,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Father,  William  D.  Lynch,  112  Pleasant  Street,  Franklin, 
Mass. 
Lynch,  Wuxjam  Heney,  jr.,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  28,  1917. 

Died :  U.  S.  S.  Covington,  July  1,  1918. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  William  H.  Lynch,  1250  Brown  Avenue,  Manchester, 
N.  H. 
Lyngaas,  Haeold  Toealf,  landsman  for  electrician  (B),  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  May  31, 1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  September  2,  1918. 

Cause:  Suicide. 

Next  of  kin :  Father,  Robert  Lyngaas,  924  Water  Street,  Bau  Claire,  Wis. 
Lynn,  Eddie  Lee,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  April  11,  1917. 

Died :  U.  S.  S.  New  Hampshire,  June  30,  1917. 

Cause :  Lost  at  sea. 

Next  of  kin:  Mother,  Caroline  Dorster,  Saint  Marys,  Ohio. 
Lyon,  John  Raymond,  seaman.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  January  24,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  January  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Gertrude  Dhu,  1530  South  Fifteenth  Street,  Terre 
Haute,  Ind. 


474 

Lyons,  Daniisi-  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  2,  1917. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  May  6,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Mother,  Margarent  Lyons,  1335  Wolf  Street,  Philadelphia,  Pa. 
Lyons,  Fkankijn  Jay,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  May  21,  1918. 

Died :  Naval  hospital,.  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Matilda  S.  Lyons,  Osakis,  Minn. 
Lyons,  John,  chief  water  tender,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  31,  1917. 

Died:  Naval  hospital.  New  York,  N.  Y.,  November  1,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Son,  John  Lyons,  jr.,  Van  Nest  Avenue,  Van  Nest,  N.  Y. 
Lyons,  Luthee  Don,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  April  11,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  J.  E.  Lyons,  Cosmopolls,  Wash. 
Lyons,  Raymond  Thomas,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  18,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  December  8,  1917. 

Cause:  Spinal  meningitis. 

Next  of.  kin :  Mother,  Ellen  Eacott,  147  East  One  hundred  and  twentieth 
Street,  New  York,  N.  Y. 
Lyons,  Thomas  Cankon,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  December  3,  1917. 

Died:  U.  S.  S.  Triton,  March  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mrs.  Jeremiah  J.  Lyons,  4457  Maiden  Street,  Chi- 
cago, 111. 

McAdams,  William  James,  chief  water  tender,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  December  14,  1915. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Annie  Jane  McAdams,  92  Morningslde  Avenue,  New 
York,  N.  Y. 

McAlister.  John  B.,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Portland,  Oreg.,  July  23,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Polly  Phillips,  Bayview,  Kootenai  County,  Idaho. 
McAllister,  Clabence  Heney,  ship's  cook,  third  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  7,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  Idn  :  Father,  Charles  McAllister,  Akron,  N.  Y. 
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McAllister,  Leonabd  N.,  coxswain,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  27,  1917. 

Died :  U.  S.  S.  Atlantic  Second,  November  10,  1918. 

Cause :  Accidentally  drowned. 

Next  of  kin :  Sister,  Lillian  McAllister,  Neoga,  111. 
McAlustek,  Wedworth  West,  chief  yeoman,  United  States  Naval  Eesorve 
Force. 

Enlisted:  New  York,  N.  Y.,- November  2, 1917. 

Died :  At  home,  Mittineague,  Mass.,  July  26, 1918. 

Cause :  Embolism  of  left  lung. 

Next  of  kin:  Mother,  Lillie  L.  McAllister,  31  Ames  Avenue,  Mitteneague, 
Mass. 
McAntjlty,  Brannon,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  February  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  9,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Francis  McAnulty,  Malone,  Fla. 
McAedle,  John  Paul,  carpenter's  mate,  third  class.  United  States  NavEil  Re- 
serve Force. 

Enlisted :  Chicago,  111.,  June  17,  1918. 

Died :  United  States  Naval  Auxiliary  Reserves  School,  Chicago,  111.,  August 
22,  1918. 

Cause:  Compound  fracture  of  skull. 

Next  of  kin:  Father,  E.  J.  McArdle,  111  Broadway,  Wilmete,  lU. 
McAbthitr,   Bakl  Btkon,   apprentice  seaman.   United   States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  August  6,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin':  Father,  Lyle  T.  McArthur,  704  Ravine  Avenue,  Peoria,  111. 
McBain,  Eabl  Weslei,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  April  9,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  May  18,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Cora  Coad,  Keystone.  S.  Dak. 
McBeide,  Eabl  Lyle,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  lU.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Frances  McBride  Clark,  Gray,  Okla. 
McBbite,  John  Alexander,  quartermaster,  first  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa.,  March  11,  1918. 

Died :  Submarine  chaser  209,  August  27,  1918. 

Cause :  Lost  life  when  vessel  was  nTistaken  for  enemy  submarine. 

Next  of  kin:  Mother,  Janet  McBride,  5419  Jefferson  Street,  Philadelphia, 
Pa. 
McBeide,  John  Gayden,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  May  14,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Life  lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  Louis  D.  McBride,  Florence,  Miss. 
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McBiTRNEY,  John  Fbancis,  landsman  for  electrician  (G),  United  States  Navy 

Enlisted :  Richmond,  Va.,  July  9,  1918. 

Died :  Naval  hospital,  Newport,  E.  I.,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  McBurney,  South  Roanoke,  Va. 
McCabb,  John  Leo,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  Marcii  21,  1918. 

Died :  Royal  Naval  Hospital,  Bermuda,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Philip  McCabe,  161  East  Seventy-fifth  Street,  New 
York,  N.  Y. 
McCabe,  Waeren  Bennett,  hospital  apprentice,  second  class.  United  States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  July  19,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mabel  McCabe,  RushvlUe,  111. 
McCatfeet,  Pateick  Feancis,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted:  Newport,  R.  I.,  May  8,  1918. 

Died :  Naval  training  station,  Newport,  R.  I.,  June  26,  1918. 

Cause:  Asphyxiation  by  illuminating  gas. 

Next  of  kin :  Father,  Patrick  McCaffrey,  523  Broad  Street,  Lonsdale,  R.  I. 
McCain,  Geoboe  Leo,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  4,  1916. 

Died :  U.  S.  S.  Bainbridge,  July  3,  1918. 

Cause:  Endocarditis,  acute. 

Next  of  kin :  Mother,  Bertha  G.  McCain,  508  North  Jackson  Street,  Robin- 
son, 111. 
McCalister,  Charles  Jackson,  blacksmith,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  9,  1915. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Daisy  McCalister,  459  North  First  Street,  Terre  Haute, 
Ind. 
McCall,  Fbank  Stephen,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  May  2,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  30,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Michael  McCall,  95  Cross  Street,  Providence,  R.  I. 
McCall,  George,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Jane  McCall,  Decorah,  Iowa. 
McCaixa,  Richard  Calvin,  chief  quartermaster  (A),  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  July  21,  1917. 

Died :  Naval  station,  Pensacola,  Fla.,  May  10,  1918. 

Cause:  Killed  in  seaplane  accident. 

Next  of  kin :  Sister,  Margaret  G.  Scott,  Johnson  City,  Tenn. 
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McCallan,  James  Lester,  landsmun  for  electrician   (G),  United  States  Naval 
Reserve  Force. 
Enlisted :  Milwaukee,  Wis.,  July  2,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  October  3,  1918. 
Cause:  Pneumonia,  broncho. 

Kextofkin:  Cousin,  Ella  Heiman,  876  Twenty-eighth  Street,  Milwaukee,  Wis. 
McCann,  Geokge  Henry,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Philadelphia.  Pa.,  January  10,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 
Cause:  Pneumonia. 

Next   of  kin:    Mother,   Catherine   McCann,   2501   Potter   Street,   Philadel- 
phia, Pa. 
McCann,  Richaed  Wahd,  landsman,  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 
Enlisted :  Detroit,  Mich.,  July  19,  1918. 
Died :  Naval  hospital.  Great  Lakes,  III.,  October  1,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Effie  Anna  McCann,  Willsboro,  N.  Y. 
McCaeter,  Jesse  Bbtan,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  August  24,  1916. 
Died :  U.  S.  S.  Pittsburgh,  October  21,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Perry  E.  McCarter,  Boaz,  N.  Mex. 
McCarthy,  Edwin  Geeakd,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 
Enlisted:  Boston,  Mass.,  August  6,  1918. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  October  29, 1918. 
Cause:  Influenza. 

Nest  of  kin  :  Mother,  Anna  Francis  McCarthy,  1540  Tremont  Street,  Rox- 
bury,  Mass. 
McCarthy,  John  Humphrey,  seaman  (signalman).  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  May  24,  1918. 
Died :  U.  S.  S.  New  Hampshire,  November  7,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Anna  Brown  McCarthy,  1006  University  Avenue,  East, 
Gainesville,  Fla. 
McCarthy,  Eugene  Simon,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 
Enlisted :  Peoria,  111.,  August  8,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  11,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Maurice  C.  McCarthy,  505  North  Roosevelt  Street, 
Bloomington,  111. 
McCarthy,  Robert  Florence,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  December  10,  1917. 
Died :  U.  S.  S.  Solace,  March  15,  1918. 
Cause:  Burns. 
Next  of  kin :  Father,  Eugene  McCarthy,  1929  Philip  Street,  Phllidelphia,  Pa. 
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McCartney,  Claeence  H.,  machinist's  mate,  second  class,  National  Naval  Volun- 
teers. 

Enlisted :  Brooklyn,  N.  Y.,  July  10,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Died :  Lost  life  when  vessel  foundered. 

Next  of  kin :  Stepmother,  Jennie  McCartney,  1108  Hancock  Street,  Brooklyn, 
N.  Y. 
McCauiet,  Hakoi-d  Weight,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  lU.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sappho  Lane  McCauley,  903  Burnett  Avenue,  Ames, 
Iowa. 
McCattxey,  Ikvon  Ewell,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  9,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  August  22,  1917. 

Cause:  Valvular  disease,  cardiac,  chronic. 

Next  of  kin :  Father,  John  E.  McCauley,  Warehouse  Point,  Conn. 
McCausland,  Haret,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  August  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  HI.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  McCausland,  Osborne,  Kans. 
McGlain,  Geoege  BtrsHNELi,,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  July  11,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Milton  H.  McClain,  318  McLemore  Avenue,  Memphis, 
Tenn. 
McCianahan,  Cakt,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mattie  MeClanahan,  Nicholasville,  Ky. 
McClanahan,  Gut  Stephen,  yeoman,  second  class.  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  June  4,  1917. 

Died :  Naval  hospital,  Washington,  D.  C,  August  25,  1918. 

Cause:  Endocarditis. 

Next  of  kin :  Father,  Prank  MeClanahan,  Farmersburg,  Ind. 
McCltjee,  Ralph  Edgab,  electrician,  second  class  (G),  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  October  3,  1916. 

Died :  U.  S.  S.  F-1,  December  17,  1917. 

Cause:  Drowned. 

Next  of  kin:  Mother,  Josephine  McOluer,  478i  Pallister  Avenue,  Detroit, 
Mich. 

McCluke,  Lloyd  Edwaed,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Peoria,  111.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Mary  P.  McClure,  Colchester,  111. 
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McCoMB,  Joe  Giixrs,  machinist's  mate,  first  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Mare  Island,  Calif.,  April  18,  1917. 
Died :  TJ.  S.  S.  Pueblo,  September  23,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Wife,  Edith  P.  McComb,  Oceanside,  Calif. 
McCoMisKEY,  William  Henkt,  carpenter's  mate,  third  class,  United  States 
Naval  Reserve  Force. 
Enlisted :  Newport,  R.  I.,  July  10,  1918. 
Died :  Naval  hospital,  Nevifport,  R.  I.,  September  29,  1918. 
Cause:  Pneumonia,  lobar. 

Nest  of  kin :  Father,  Edward  McComiskey,  South  Scituate,  R.  I. 
McCoNKEY,  Robert  Johnson,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Seattle,  Wash.,  June  30,  1917. 
Died :  U.  S.  S.  West  Bridge,  August  15,  1918. 
Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin :  Mother,  Ella  Little,  R.  F.  D.  3,  Mount  Vernon,  Wash. 
McCoNKELL,  Jesse  Howabd,  chief  gunner's  mate,  United  States  Naval  Reserve 
Force. 
Enlisted:  Sai>  Francisco,  Calif.,  September  17,  1917. 
Died :  United  States  Naval  Auxiliary  Reserve  School,  Chicago,  111.,  October 

12,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Nina  K.  McConnell,  1420  Brookes  Street,  San  Diego, 
Calif. 
McCo^^NEI,L,   Joseph  Maksee,  landsman   for  electrician,   United   States  Naval 
Reserve  Force. 
Enlisted :  Kansas  City,  Mo.,  February  8,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  11,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Weston  H.  McConnell,  La  Fontaine,  Kans. 
McCoKD,  lEwiN  Alonzo,  Seaman,  second  class.  United  States  Navy. 
Enlisted :  Indianapolis,  Ind.,  June  6,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  December  21,  1917. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Hannah  V.  McCord,  Frankton,  Ind. 
McCoEKLE,  Henkt,  mess  attendant,  third  class.  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  September  20,  1917. 
Died :  U.  S.  S.  Von  Steuben,  April  4,  1918. 
Cause :  Knife  wound. 

Next  of  kin:  Sister,  Viola  Johnson,  1816  North  Ringgold  Street,  Phila- 
delphia, Pa. 
McCoBKLE,  Hugh  Aschibau),  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 
Enlisted :  St.  Louis,  Mo.,  June  13,  1918. 

Died:  Naval  training  camp,  Seattle,  Wash.,  November  1,  1918. 
Cause:  Meningitis,  cerebrospinal. 
Next  of  kin :  Sister,  Mary  B.  Raines,  Beaman,  Mo. 
McConMTCK,  Emmett  Lawbence,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Houston,  Tex.,  August  10,  1918. 
Died :  Mare  Island,  Calif.,  October  31,  1918. 
Cause :  Influenza. 
Next  of  kin :  Father,  William  A.  McCormick,  Crystal  City,  Tex. 
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McCoEMiCK,  Feank  Henet,  quartermaster,  third  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  February  16,  1915. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Nora  Amundsen,  9869  Sunnyside  Street,  Oakland, 
Calif. 
McCoT,  AixisoN  Joe,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted  :  Pearl  Harbor,  Hawaii,  August  19,  1916. 

Died :  U.  S.  S.  Pittsburgh,  Octobet  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  F.  Crandall,  Box  283,  Deertrail,  Colo. 
McCoT,  FoKEEST  Rat,  Seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  May  4,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  15,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Edgar  M.  McCoy,  Urich,  Mo. 
McCraby,  Haery  Lee,  electrician,  first  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  February  7,  1917. 

Died :  Submarine  base,  San  Pedro,  Calif.,  December  9,  1917. 

Cause:  Died  from  injuries. 

Next  of  kin :  Sister,  Mary  B.  McCrary,  253  Maple  Street,  Laurel,  Miss. 
McCeay,  Robebt,  ship's  cook,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  10,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin:  Father,  Capus  McCray,  Navy  Yards,  care  of  Harry  Brown, 
Building  No.  5,  Charleston,  S.  C. 
McCeay,  Robeet  Feancis,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  May  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Nellie  McCray,  R  4,  Jamesport,  Mo. 
McCeeeky,  William  H.,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Brooklyn,  N.  Y.,  Decmber  14,  1917. 

Died:  Naval  hospital,  Pensacola,  Fla.,  February  11,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Robert  W.  McCreery,  168  Bank  Street,  Fall  River, 
Mass. 
McCeisaken,  Joseph  Beenabd,  pharmacist's  mate,  second  class.  United  States 
Navy. 

Enlisted:  Indianapolis,  Ind.,  April  16,  1917. 

Died :  U.  S.  S.  Marietta,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Phoeba  L.  McCrisaken,  101  Pearl  Street,  Washin^on, 

McCullah,  Herman  Elms,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  St.  Louis,  Mo.,  July  16,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  John  C.  McCullah,  R.  F.  D.  2,  Aurora,  Mo. 
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McCuLLOTJGH,  James,  coppersmith,  United  States  Naval  Reserve  Force. 
Enlisted:  Philadelphia,  Pa.,  April  7,  1917. 
Died:  Receiving  ship,  Philadelphia,  Pa.,  September  22,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,  Margaret  McOullough,  2827  Popular  Street,  Phila- 
delphia, Pa. 
McCuLLOUGH,  John  Oamekon,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 
Enlisted:  Pittsburgh,  Pa.,  May  9,  1918. 

Died:  Naval  hospital.  League  Island,  Pa.,  September  26,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  William  McCuUough,  4058  Hovyley  Avenue,  Pittsburgh, 
Pa. 
McCtTLLOUGH,  Lewis  David,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Kansas  City,  Mo.,  June  1,  1918. 
Died :  Naval  training  camp,  Seattle,  Wash.,  October  5,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  Clark  B.  CcCuUough,  Manhattan,  Kans. 
McCtjllough,  Silas  Martin,  fireman,  third  class,  United  States  Naval  Re.serve 
Force. 
Enlisted :  Birmingham,  Ala.,  June  3,  1918. 
Died:  U.  S.  S.  Comfort,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Fannie  McOullough,  Cleveland,  Ala. 
McCinxT,  Ravcson  Claebnce,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Denver,  Colo.,  December  12,  1917. 

Died:  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  14,  1918 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Addiline  Foster,  1226  East  Fifty-second  Street,  Los 
Angeles,  Calif. 
McCuBKT,  Joseph  Emeeson,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Georgetown,  S.  C,  June  17,  1918. 
Died :  U.  S.  S.  Montauk,  S.  P.,  392,  August  21,  1918. 
Cause:  Shipwrecked. 

Next  of  kin :  Wife,  Fannie  Mae  Hunt  McCurry,  220  West  Warley  Street, 
Florence,  S.  C. 
McDaniel,  Richaed  Hughie,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Jackson,  Miss.,  June  25,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  missing  ship. 

Next  of  kin;  Father,  Raleigh  D.  McDaniel,  Magnolia,  Miss. 
McDonald,  Hal  Bakee,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Parkersburg,  W.  Va.,  March  24,  1917. 
Died :  Naval  hospital,  Washington,  D.  C,  May  27,  1917. 
Cau-se :  Scarlet  fever. 
Next  of  kin :  Father,  James  E.  McDonald,  718  East  Montgomery  Aveinu-, 

Ashland,  Conn. 
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McDonald,  Jesse  Eli^vbs,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Houston,  Tex.,  August  15,  1918. 
Died :  Navy  Yard,  Mare  Island,  Calif.,  October  14,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Martha  E.  McDonald,  Spurger,  Tex. 
McDonald,  Jo.seph  Gabkiel,  conimis.snry  steward.  United  States  Naval  Reserve 
Force. 
Enlisted :  Washington,  D.  C,  .June  17,  1918. 
Died :  Naval  hospital,  naval  base,  Va.,  September  28,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mary  M.  McDonald,  2131  Pennsylvania  Avenue,  Wash- 
ington, D.  C. 
McDonald,  Joseph  Michael,  seaman,  second  class,   United  States  Naval  Re- 
serve Force. 
Enlisted :  Chicago,  111.,  May  22,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  30,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  McDonald,  721  Ninth  Street,  La  Salle,  111. 
McDonald,  Kabl,  landsman  for  musician.  United  States  Naval  Reserve  Force. 
Enlisted :  Cincinnati,  Ohio,  May  31,  1918. 
Died :  Naval  hospital,  Great  Lakes,  III.,  September  30,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Leroy  McDonald,  Ashville,  Ohio. 
McDonald,  Sidney  Sheebill,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Nashville,  Tenn.,  July  6,  1917. 
Died :  U.  S.  S.  Wicomico,  July  14,  1918. 
Cause:  Lost  overboard. 

Next  of  kin :  Mother,  Bell  Burse  McDonald,  Lafollette,  Tenn. 
McDoNOUGH,  Edward,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Seattle,  Wash.,  June  8,  1917. 
Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  3,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Bartholomew  McDonough,  general  delivery,  Seattle, 
Wash. 
McDonough,  Geohge  Joseph,  chief  boatswaiu's  mate.  United  States  Navy. 
Enlisted :  Norfolk,  Va.,  December  24,  1914. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  2,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin:   Brother,  Frank  X.  McDonough,  110  Edsall  A-venue,  New 
York,  N.  Y. 
McDouGALL,  Abraham  Clifford,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Atlanta,  Ga.,  December  11,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  January  8,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Eliza  B.  McDougall,  Tallahassee,  Fla. 
McDouGAiL,  William  Jas.,  Jr.,  engineman,  second  class.  United  States  Naval 
Reserve  Force. 
Enlisted :  Philadelphia,  Pa.,  March  23,  1917. 
Died :  U.  S.  S.  Chicago,  September  29,  1918. 
Cause :  Pneumonia. 

Next   of   kin:    Wife,   Jennie   McDougall,    1011    Oakdale    Street,    Philadel- 
phia, Pa. 
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McI>ovou:,    Benjamin    Homkr,    seaman,    second    class,    United    States   Naval 
Reserve  Force. 

Enlisted :  Jacksonville,  Fla.,  June  29,  1918. 

Died :  Naval  hospital,  Portsmouth,  Va.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  liin :  Father,  John  A.  McDougle,  R.  F.  D.  1,  Orlando,  Fla. 
McEuiEE,  Reuben,  coxswain,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  December  12,  1916. 

Died:  U.  S.  S.  Delaware,  June  25,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Ella  McElree,  SufEren,  N.  Y. 
McEmoT,  Jeeome,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Burlington,  Vt.,  March  19,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  20,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nellie  McElroy,  Montgomery,  Center,  Vt. 
McElveen,  Lowell  Hudson,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  December  15,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  27,  1918. 

Cause:  Spinal  fever. 

Next  of  kin :  Mother,  Zetta  McElveen,  Timmonsville,  S.  C. 
McElwee,  Joseph  Anthony,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  16,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Owen  McElwee,  Main  Street,  Sugar  Notch,  Pa. 
McElyea,  Geoege  Gheen,  apprentice  seaman.  United  States  Navy. 

EnUsted:  Houston,  Tex.,  August  16,  1918. 

Died:  Naval  training  camp.  Mare  Island,  Calif.,  October  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  H.  McElyea,  R.  1,  Yoakum,  Tex. 
McEnany,  "Vincent  Francis,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  July  12,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Peter  J.  McEnany,  R.  R.  1,  Bryan,  Iowa. 
McEvoY,  .Joseph  Aethub,  seaman,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  May  9,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  17,  1918. 

Cause:  Leukfemia. 

Next  of  kin :  Mother,  Mary  McArthur,  Lake  View,  Wash. 
McFadden,    .Iohn    Allen,    yeoman,   first   class.   United    States  Naval   Reserve 
Force. 

EnlLsted,  Washington,  D.  C,  June  6,  1918. 

Died:  Naval  hospital,  Washington,  D.  C,  October  18,  1918. 

Cause :  Influenza. 

Next  of  kin  :  AVife,  Pauline  A.  McFadden,  3243  P  Street  N.  W.,  Wasting- 
ton,  D.  0. 
McFaeland,  Foeest,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  November  12, 1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  17,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Prank  McFarland,  Winchester,  Ind. 
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McFaklane,  Geokge,  landsman  for  electrician   (G),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Kansas  City,  Mo.,  June  20,  1918. 

Died :  Naval  hospital.  Great  Lakes,  III,  September  24,  1918. 

Cause:  lutluenza. 

Next  of  kin :  Brother,  James  McFarlane,  Sussex  County  Hospital,  Brigh- 
ton, England. 
McGahn,  Leo  John,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  10,  1918. 

Died :  U.  S.  S.  Solace,  October  8,  1918. 
'  Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Nora  McGahn,  626  Bennett  Street,  Appleton,  Wis. 
MoGahben,  Geokge  Anthony,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Wilkes-Barre,  Pa.,  August  5,  1918. 

Died :  Naval  hospital.  Naval  Base,  Va.,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  John  McGahren,  36  Butler  Street,  Dorrance- 
ton.  Pa. 
McGalliaed,  Geoege  Tomlinson,  fireman,  first  class.  United   States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  22,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Charles  McGalliard,  R.  P.  D.,  5,  Bridgeton,  N.  J. 
McGeehan,  James,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  May  10,  1918. 

Died :  Naval  hospital.  Cape  May,  N.  J.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Patrick  McGeehan,  Fintown,  Ireland. 
McGhbb,  Robekt  Montgomery,  pharmacist,  second  class,  United  States  Navy. 

Enlisted :  Galveston,  Tex.,  June  30,  1913. 

Died :  Shangai  Isolation  Hospital,  Shangni,  China,  September  3,  1917. 

Cause:  Smallpox. 

Next  of  kin  :  Father,  J.  W.  McGhee,  Cleanan,  Fla. 
McGiNNEss,  Ebnest  Andrew,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted :  Little  Rock,  Ark.,  June  19,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Margaret  K.  McGinness,  Grange,  Ark. 
McGiNNEss,  John  Herbert,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  June  3,  1918. 

Died:  Naval  hospital.  Great  Lakes,  III,  October  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  McGinniss,  41  Andrew  Street,  Sharon,  Pa. 
McGinness,  Walter  Irvin,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  12,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lydia  McGinness,  R.  1,  Elma,  Iowa. 
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McGiNNis,  John  Fkanois,  boilermaker,  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  25,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  November  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Marvel  McGinnis,  2542  Eighth  Avenue,  Rock  Island,  111. 
McGiNTY,  John  William,  water  tender,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  26,  1916. 

Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin:  Brother,  Robert  McGinty,  25  Camden  Avenue,  Providence, 
R.  I. 
McGovERN,  John  Thomas,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  June  8,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Nest  of  kin ;  Mother,  Mary  McGovern,  6803  May  Street,  Chicago,  111. 
McGowAN,  John  Patrick,  ship  fitter,  first  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  February  26,  1915. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Margaret  McGowan,  15  Austin   Street,  Cambridge, 
Mass. 
McGowan,  Malset  Mark,  mess  attendant,  third  class.  United   States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  February  6,  1918. 

Died :  Receiving  ship.  New  York,  March  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Beatrace  Casperseu,  59  Courtland  Street,  Port  Rich- 
mond, N.  Y. 
McGowan,  Michael  Francis,  blacksmith,  first  class.  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  June  18,  1917. 

Died:  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Killed  in  explosion  on  board  ship. 

Next  of  kin :  Father,  James  F.  McGowan,  439  Oak  Street,  Scranton,  Pa. 
McGrath,  Frank  Xaviee,  boatswain's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  March  12,  1918. 

Died:  Kingston  Avenue  Hospi|-al,  Brooklyn,  N.  Y.,  October  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Eugene  T.  McGrath,  302  East  One  hundred  and  thirty- 
seventh  Street,  New  Y'ork,  N.  Y. 
McGrath,  George  Joseph,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  March  19,  1917. 

Died:  Halifax,  Nova  Scotia,  March  26,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  James  E.  McGrath,  1268  West  Twenty-third  Street, 
Los  Angeles,  Calif. 
McGrath,  George  Samuel,  ship's  cook,  fourth  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  May  7,  1917. 

Died :  Navy  Base  No.  17,  Inverness,  Scotland,  June  19,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Marian  McGrath,  16  Draper  Street,  Dorchester,  Mass. 
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McGbati-i,  Toskph  IfK.VNCis,  seaman,  secniid  class,  United  States  Naval  Reserve 
Force. 

Enlisteci:  Boston,  Mass.,  March  21,  1918. 

Died:  I.ynn,  Jrass,,  October  22,  3918. 

Cause :  Broncho-pneumonia  and  influenza. 

Next  of  kin  :  Mother,  Nora  A.  Mcdrath,  28  High  Rock  Street,  I^ynn,  Mass. 
McGeath,  THOJt.\s  Fr..\Ncis,  seaman,  second  class.  United  States  Xaval  Reserve 
Force. 

Enlisted  :  Kansas  City,  Mo.,  .July  15,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Thomas  Francis  McGriith,  sr.,  2323  Madison  street, 
Kansas  City,  Mo. 
McGbaw,  Leo,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  July  3,  1918. 

Died :  Naval  hcspital,  Norfolk,  Va.,  September  80,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Frank  McGraw,  ITli?  Sherman  Avenue,  Norwood,  Ohio. 
McGitieb,  Daniel  Francis,  seaman,  second  class.  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  April  14,  ]917. 

Died,  U.  S.  S.  Charleston,  July  13,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mary  McGuire,  Norvs^ich,  Conn. 
McGuLKE,  Jesse  Marion,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  29,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  June  7,  1917. 

Cause:  Suppurative  pleurisy. 

Next  of  kin :  Mother,  Maud  Mosley,  Brock,  Okla. 
McGtriRE,  Paul  Vincent,  landsman  for  electrician   (R),  United  States  Navy. 

Enlisted :  Peoria,  HI.,  January  14,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  Febraary  26,  1918. 

Cause:  Measles. 

Next  of  kin :  Mother,  Grace  B.  Davis,  716  South  Illinois  Street,  Springfleld, 
111. 

McGriEE,  WiLLiAit  Joseph  George,  seaman,  second  class    (C),  United   States 

Naval  Reserve  Force. 
Enlisted:  Milwaukee,  Wis.,  June  26,  1918. 

Died :  Mountainside  hospital,  Montclair,  N.  J.,  October  22,  1918. 
Cause:  Pneumonia. 
Next  of  kin:  Father,  John  B.  McGuire,  22  East  St.  Patrick  Street,  Rice 

Lake,  Wis. 

MoGuTEK,  John  Aloysius,  landsman  for  machinist's  mate  (A),  United  States 
Navy. 

Enlisted :  Buffalo,  N.  Y.,  December  13,  1917. 

Died:  Naval  hospital,  naval  operating  base,  Hampton  Roads,  Va.  Feb- 
ruary 6,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Father,  James  McGulrk,  Cherry  and  Walnut  Streets,  Towanda 
Pa. 
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McGuRR,  Chabi.es  Joseph,  flreiiian,  thii-cl  class,  United  States  Navy. 
Enlisted :  Newark,  N.  J.,  July  6,  1917. 

Died:  Marine  hospital,  Stapleton,  Staten  Island,  N.  Y.,  October  10,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  McGurr,  363  Montgomery  Street,  Jersey  City, 
N.J. 
MclNERNY,  James,  chief  water  tender.  United  States  Naval  Reserve  Force. 
Enlisted:  Boston,  Mass.,  November  7,  1916. 
Died :  Dispensary,  navy  yard,  Boston,  Mass.,  July  28,  1917. 
Cause :  Tuberculosis,  pulmonary. 

Next  of  kin :  Uncle,  Dennis  Mullins,  263  Beacon  Street,  Jersey  City,  N.  J. 
McInebny,  John  Aloysius,  gimner's  mate,  third  class,  United  States  Naval 
Reserve  Force. 
Enlisted:  Philadelphia,  Pa.,  April  25,  1917. 
Died :  Philadelphia,  Pa.,  March  12,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rose  O.  Mclnemy,  1917  North  Twenty-third  Street, 
Philadelphia,  Pa. 
MclNTosH,  James,  carpenter's  mate,  first  class,  United  States  Naval  Reserve 
Force. 
EnUsted :  Burlington,  VL,  April  30,  1918. 
Died :  Naval  hospital.  New  York,  N.  Y.,  September  25,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Lizzie  Taylor,  Box  225,  Barre,  Vt. 
MclNTOSH,  John  Aiister,  landsman  for  yoeman,  United  States  Navy. 
Enlisted :  New  Orleans,  La.,  April  21,  1917. 
Died:  Naval  hospital.  Great  Lakes,  111.,  May  23,  1917. 
Cause:  Measles,  suppurative  pleurisy. 

Next  of  kin :  Mother,  Maggie  S.  Mcintosh,  Moss  Point,  Miss. 
MclNTOSH,  Walter  Preston,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Columbia,  S.  C,  May  11,  1918. 
Died:  Naval  hospital,  Charleston,  S.  C,  September  22,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Maggie  Cato,  203  King  Street,  Bennettsvllle,  S.  C. 
McIntyre,  Thomas  Axoysius,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  December  10,  1917. 
Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 
Cause :  Lost  life  when  vessel  was  torpedoed  by  submarine. 
Next  of  kin:  Wife,  Mary  McIntyre,  2821  North  Waterloo  Street,  Pliiln- 
delphia.  Pa. 
McIsAAC,  Airorrs  JjEeoy,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Detroit,  Mich.,  June  24,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  28,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Bell  Rose  Mclsaac,  South  Rockwood,  Mich. 
McIsaac,  James,  fireman,  second  class,  United  States  Naval  Reserve  Fllr(■^^ 
Enlisted:  New  Orleans,  La.,  December  11,  1917. 
Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  5,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Margaret  M.  Mclsaac,  315  Kirby  Avenue,  ("liiitdi- 
nooga,  Tenn. 
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McIVEE,  William  Wallace,  quartermaster,  first  class,  United  States  NaYal  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  June  13,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Bstlier  E.  Mclver,  61  Dexter  Street,  Medford,  Mass. 
McKay,  Davib  Oaetbb,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  June  27,  1917. 

Died :  Harper  Hospital,  Detroit,  Mich.,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 
■       Next  of  kin:  Mother,  Jessie  D.  McKay,  232  Gladstone  Avenue.  Detroit, 

Mich. 
McKay,  John  Russell,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Wellfleet,  Mass.,  April  13,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Linnle  H.  McKay,  Wellfleet,  Mass. 
McKean,  Charles  Perkins,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  October  23,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va:.,  April  16,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Gertrude  McKean,  Groton,  Mass. 
McKban,  Walter  Myron,  fireman,  third  class,  N.  N.  V. 

Enlisted :  Seattle,  Wash.,  July  13,  1917. 

Died :  Base  2,  November  24,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Maud  McKean,  Pall  City,  Wash. 
McKee,  Dallas,  fireman,  third  class.  United  States  Naval  Reserve  Force.- 

Enlisted :  Chicago,  111.,  July  19,  1918. 

Died :  U.  S.  S.  Solace,  October  8,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Scott  McKee,  Glad  Springs,  Va. 
McKeen,  Donald  Jane,  blacksmith,  second  class.  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  May  17,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin  :  Sister,  Fannie  Serna,  Santa  Rita,  N.  Mex. 
McKelvey,    Lucius    Sinclair,    landsman    for    machinist's   mate    (A),    United 
States  Naval  Reserve  Force. 

Enlisted :  Portland,  Oreg.,  June  10,  1918.  • 

Died:  Naval  hospital,  Gulfport,  Miss.,  October  13,  1918. 

Cause :  Infiuenza. 

Next  of  kin:  Wife,  Hazel  McKelvey,  230  East  Forty-ninth  Street,  Port- 
land, Oreg. 
McKenna,  Eugene  William,  blacksmith,  first  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  4, 1917. 

Died :  U.  S.  S.  Jason,  January  1,  1918. 

Cause :  Poisoned  by  illuminating  gas. 

Next  of  kin :  Mother,  Marie  McKenna,  Fort  Benton,  Mont. 
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McKexna,  Haeky  Albert,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted  :   Jolm&town,  Pa.,  June  28,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  2.5,  1918. 
Cause:   Influenza. 

Next  of  kin  :   Sister,  Catherine  McKenna,  318  Forty-fifth  Street,  Pittsburgh, 
Pa. 
JIcKenna.   Joseph  Leo,  seaman,   second  class.   United   States  Naval  Reserve 
Force. 
Enlisted:   Washington,  D.  C,  March  30,  1918. 
Died :  Naval  hospital,  Washington,  D.  C,  October  18,  1918. 
Cause :   Influenza. 

Next  of  kin :   Father,  Peter  J.  McKenna,  24  Waterman  Street,  Valley  Falls, 
R.  I. 
McKenzie,  Edwakd  Joseph,  seaman,  siscond  class.  United  States  Navy. 
Enlisted :  Boston,  Mass.,  December  31,  1917. 
Died :  Receiving  ship.  New  York,  N.  Y.,  March  22,  1918. 
Cause :   Cerebrospinal  fever. 

Next  of  kin :    Mother,  Catherine  McKenzie,  31  Marcella  Street,  Boston, 
Mass. 
McKenzie,  Kexneth  Dickson,  landman  for  quartermaster.  United  States  Naval 
Reserve  Force. 
Enlisted :  Boston,  Mass.,  July  18,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 
Cause:   Influenza. 

Next  of  kin :  Wife,  Ethel  McKenzie,  1202  Boyleston  Street,  Brookline,  Mass. 
McKenzie,  Wuxiam  Frank,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  December  15,  1917. 
Died :.  Naval  hospital,  Norfolk,  Va.,  January  10,  1918. 
Cause :  Pneumonia. 

Next  of  kin :   Father,  J.  W.  McKenzie,  Lindsey,  Okla. 
McKeown,  Bernard  Joseph,  fireman,  first  class.  United  States  Navy. 
Enlisted  :   Philadelphia,  Pa.,  August  28,  1914. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause :   Killed  in  action  with  enemy  submarine. 

Next  of  kin :   Brother,  Francis  Patrick,  2650  North  Palethrope  Street,  Phil- 
adelphia, Pa. 
,"\IcKeown,  Michael  John,  carpenter's  mate,  first  class.  United  States  Naval 
Reserve  Force. 
Enlisted :  Philadelphia,  Pa.,  August  29,  1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  4,  1918. 
Cause:   Influenza. 

Next  of  kin :  Wife,  Laura  P.  McKeown,  box  75,  Camden,  Del. 
McKiLLOP,  Matthew  John,  carpenter's  mate,  first  class.  United  States  Navy. 
Enlisted  :   Norfolk,  Va.,  August  13,  1914. 
Died  :  Naval  hospital,  Norfolk,  Va.,  March  15,  1918. 
Cause :   Broncho-pneumonia. 

Next  of  kin :  Father,  Michael  McKillop,  Holyoke,  Mass. 
McKiNLEY,  Thomas  Jackson,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Montgomery,  Ala.,  June  29,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  Member  of  crew  on  missing  Cyclops. 
Next  of  kin :  Father,  Pinkney  S.  McKinley,  Evergreen,  Ala. 


490 

McKiNNEY,  DooLEY  Oaki.ky,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Washington,  D.  C,  Dec.  11,  1917. 

Died :  Naval  air  station,  Peusacola,  Fla.,  October  4,  1918. 

Cause :  Killed  in  seaplane  accident. 

Next  of  klu :  Wife,  Ida  W.  McKiuney,  4533  Ashland  Avenue,  St.  Louis,  Mo. 
McKiNNEY,  .Joseph  Ghkistopher,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  March  29,  1917. 

Died :  U.  S.  A.  C.  T.  Antilles,  October  17,  1917. 

Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin :  Father,  Andrew  L.  McKinney,  73  Goble  Street,  Newark,  N.  J. 
McKiNNEY,   William  Benjamin,   seaman,   second  class.   United   States  Naval 
Reserve  Force. 

Enlisted :  Sault  St.  Marie,  Mich.,  May  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  lU.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Helen  McKinney,  2130  Fourth  Avenue,   Sault  Ste. 
Marie,  Mich. 
McKissoN,  Donald  Edwin,  electrician,  third  class   (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  June  4,  1917. 

Died :  At  home,  December  28,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Katherlne  McKlsson,  2157  Glenwood  Avenue,  Toledo, 
Ohio. 
McKnight,  Herbert  Frank,  seaman,  second  class.  United  States  Navy. 

Enlisted ;  Montgomery,  Ala.,  April  21,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  June  18,  1917. 

Cause:  Tuberculosis. 

Next  of  kin :  Uncle,  George  A.  Hall,  Poarch,  Ala. 
McKnight,   John   Joseph,   apprentice  seaman.   United   States  Naval   Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Anna  McKnight,  2016  McOlellan  Street,  Philadelphia 
Pa. 

McLain,  Feed  Thomas,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Minneapolis,  Minn.,  July  25,  1918. 

Died  :  U.  S.  S.  Mercy,  October  29,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Mary  McLain,  Kenwood  Park,  R.  4,  Duluth,  Minn. 
McLarney,  John  Ward,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  6,  1917. 

Died :  Navy  Base  Hospital  No.  5,  March  15,  1918. 

Cause:  Edema  of  lung. 

Next  of  kin:  Father,  John   F.  McLarney,   134  Frank   Street,  Bridgeport 
Conn.  ' 
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McLaughlik,  James,  fireuiiin,  first  class,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  August  21,  1918. 
Died:  Naval  hospital,  Azores,  October  22,  1918. 
Cause:  Pneumonia. 

Next    of    kin:  Mother,    Kate    McLaughlin,    936    Harford    Avenue,    Balti- 
more, Md. 

McLaughlin,   John   Joseph,   ship'.s   cook,    fourth   cla.ss.   United   States   Naval 

Reserve  Force. 
Enlisted:  Boston,  Mass.,  March  27,  1918. 

Died:  Naval   hospital,   League   Island,  Pa.,    September  28,   1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Bridget  McLaughlin,  Marley,  Ireland. 
McLaughlin.  Pateick  A.,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  Buffalo,  N.  Y.,  June  5,  1918. 
Died:  Hazleton,  Pa.,  November  5,  1918. 
Cause:  Pneumonia. 
Next   of   kin:  Father,   Patrick   McLaughlin,   546   North   Wyoming    Street, 

Hazleton,  Pa. 

McLaughlin,    Stephen   Pekcy,    seaman,    second    class,   United    States   Naval 
Reserve  Force. 

EnUsted:  Boston,  Mass.,  July  11,  1917. 

J>ied:  Naval  hospital,  Chelsea,  Mass.,  September  15,  1918. 

Cause:  Influenza. 

Next   of   kin:  Mother,    Margaret   McLaughlin,   618   Dudley    Street,   Dor- 
chester, Mass. 
McIyAUGHLiN,    William    James,    seaman,    second    class.    United    States    Naval 
Reserve  Force. 

ISnlisted:  New  Haven,   Conn.,   May  24,   1918. 

Died :  Kingston  Avenue  hospital,  Brooklyn,  N.  Y.,  October  16,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  McLaughlin,  156  Bristol  Street,  Southiugton, 
Conn. 
McLennan,  Mekbill  Dewey,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  9,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  July  28,  1917. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  Hugh  McLennan,  242  West  Sixth  Street,  Sheridan, 
Wyo. 
McLeod,  DANrEL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Provincetown,  Mass.,  April  9,  1918. 

Died:  U.  S.  S.  Maine,  October  1,  1918. 

Cause :  Pneumonia. 

Nextvof  kin:  Mother,  Euphemia  McLeod,  Mlddlesboro,  Mass. 
McLeod,  Oscak  Edison,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted:  Birmingham,  Ala.,  May  1,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  8,  1918. 

Cause:  Spinal  fever. 

Next  of  kin:  Father,  Alexander  B.  McLeod,  De  Funiack   Springs,   Fla. 
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McLey,  James  Nelson,   apprentice  seaman,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  March  5,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  April  15,  1917. 

Cause:  Measles,  broncho-pneumonia   and   suppurative  pleurisy. 

Next  of  kin :  Mother,  Mary  Bray,  Edgar,  Nebr. 
McLoTJGHLiN,   Frank   Joseph,   electrician,   second  class.   United   States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  25,  1918. 

Died :  'New  York,  N.  Y.,  October  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Brother,  Bartholomew  McLoughlin,  431  West  Forty-fourth 
Street,  New  York,  N.  Y. 
McLoTJGHLiN,  Geobge  IGNATIUS,  Chief  yeonian.  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  December  3,  1917. 

Died :  Home,  Rosindale,  Mass.,  October  4,  1918. 

Cause :  Pneumonia  following  influenza. 

Next  of  kin :  Mother,  Mary  F.  McLoughlin,  73  Newberg  Street,  Rosindale, 
Mass. 
McMahan,  John  Francis,  landsman  for  electrician  (E),  United  States  Naval 
Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  March  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  McMahon,  McCordsville,  Ind. 
McMahan,  John  Joseph,  seaman,  second  class,  United  States  Navy  . 

Enlisted :  Boston,  Mass.,  April  30,  1918. 

Died :  U.  S.  S.  Mercy,  October  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Delia  McMahan,  19  South  Whipple  Street,  Lowell, 
Mass. 
McMahon,  Axotsius  Patrick,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  June  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  McMahon,  Camp  City,  Ulmer  Park,  Brook- 
lyn, N.  Y. 

McMahon,  Donald  Mansfield,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  June  3,  1918. 

Died :  Boston,  Mass.,  October  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Cornelius  McMahon,  Stowe,  Vt. 
McMahon,  Earl  Jeffrey,  ship's  cook,  fourth  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  May  13,  1918. 

Died :  Naval  air  station,  Paulllac,  France,  October  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  Jeffrey  McMahon,  box  45,  Yalmar,  Mich. 
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McMahon,  Samuel,  water  tender,  United  States  Navy. 

Enlisted  :  New  York,  N.  Y.,  May  2,  1916. 

Died :  Naval  hospital,  New  York,  N.  Y.,  Jfay  17,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Sister,  Selena  Burns,  123  State  Street,  North  Haven,  Coun. 
McMirxAW,  AscHiE  Edward,   seaman,   second  class,  United   States  Naval  Re- 
serve Force. 

Enlisted :  Great  Lakes,  111.,  May  31,  191S. 

Died :  Navy  yard,  Puget  Sound,  Wash.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Emma  McMillan,  2421  Ballow  Street,  Chicago,  111. 
McMiLLiAN,  Gabnett  Eldeed,  chief  pharmacist's  mate.  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  February  23,  1915. 

Died:  Brooklyn,  N.  Y.,  November  1,  1918. 

Cause:  Railway  accident. 

Next  of  kin:  Wife,  Ethel  L.  McMillan,  R.  F.  D.  1,  Lometa,  Tex. 
McMiLLEN,  William  Ai.len,  quartermaster,  second  class    (A),  United  States 
Navy. 

Enlisted :  Louisville,  Ky.,  February  G,  1918. 

Died :  Naval  air  station,  Rockaway  Beach,  Long  Island,  October  16,  1918. 
'Cause:  Pneumonia. 

Next  of  kin :  Mother,  Julia  McMillen,  Tenth  Street,  Ashland,  Ky. 
McMillon,  Stokelt,  commissary  steward.  United  States  Navy. 

Enlisted :  Annapolis,  Md.,  February  7,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Fay  Mae  McMillon,  1238  B  Street,  Portsmouth,  Va, 
McMtjllen,  James  Walter,  Blacksmith,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Chicago,  111.,  May  27,  1918. 

Died:  Naval  air  station,  Pauillac  France,  September  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  McMullen,  411  South  Broadway,  Aurora,  111. 
McMuBKAY,  Willie  Oliver,  quartermaster,  third  class.  United  States  Navy. 

EnUsted :  New  Orleans,  La.,  April  30,  1917. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  September  16,  1918. 

Cause:  Acute  nephritis. 

Next  of  kin :  Sister,  Sarah  McMurray  Rawlins,  1425  Florida  Street,  Baton 
Rouge,  La. 
McNabb,  John,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  28,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  27,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Wife,  Bessie  Lillian  McNabb,  R.  B.  1,  Moshlem,  Tex. 
McNaik,   Samuel  Robinson,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Buffalo,  N.  Y.,  .lune  3,  1918. 

Died :  U.  S.  S.  Mercy,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Hugh  Robinson  McNiiir,  Dansville,  N.  Y. 
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McNai.ly,   Phillh-  Fhancis,   seiiniiui,   second   cluss,   United   States   Naval   Re- 
serve Force. 

Enlisted :  Pittsburgh,  Pa.,  July  31,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Bridget  McNally,  220  Fourtll  Avenue,  Homestead,  Pa. 
McNamaba,  Koger  Beknaed,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Detroit,  Mich.,  June  6,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  15,  1918. 

Next  of  kin  :  Wife,  Verona  Chopman  McNamara,  41  Avery  Avenue,  Detroit, 
Mich. 
McNeal,  George  Mason,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  March  29,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  J.  Y.  McNeal,  404  Powell  Street,  Birmingham,  Ala. 
McNeely,  Cr.AuDE  Johnson,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  St.  Louis,  Mo.,  May  22,  1918. 

Died:4Naval  air  station,  Eastleigh,  England,  October  15,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Laura  Mabel  Tucker,  Box  11,  Thebes,  111. 
McNees,   Steeling  Evans,  apprentice  seaman.   United   States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  July  19,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Oscar  Park  McKees,  R.  8,  Lawrence,  Kans. 
McNeil,  Haery,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  August  30,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  November  23,  1917. 

Cause:  Tuberculosis. 

Next  of  kin :  Mother,  Otillia  McNeil,  79  Fifty-fifth  Street,  Carona,  N.  Y. 
McNeil,  James,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  2,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  4,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Edith  Leach,  616  East  Chestnut  Street,  Ohiey,  III. 
McNeil,  John  Edward,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Providence,  R.  I.,  AprU  30,  1917. 

Died :  Steamship  iMclcenbaoh,  October  12,  1917. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  James  McNeil,  132  S  Street,  Plainville,  Mass. 
McNelly,  Eugene  Franklin,  coxswain.  United  States  Navy. 

Enlisted:  Naval  station,  Portland,  Oreg.,  June  27,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next   of  kin:  Father,   George   F.   McNelly,   1072  East   Fifteenth   Street, 
Portland,  Oreg. 
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McNiCHOLAs,  William  Patkick,  water  tender,  United  Stat(>s  Niwy 
Enlisted:  Chicago,  III.,  July  14,  1917. 
Died:  Kavy  collier  Cyclops,  June  14,  1918. 
Cause:  Member  of  crew  on  mis.sing  Cyclops. 

Next  of  kin:  Father,  Bernard   McNicholas,   4935  South  Halstead   Street 
Chicago,  111. 

McNiEKNEY,  WiLOAM  Fbancis,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 
Enlisted:  Great  Lakes,  III.,  September  11,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin :  Brother,  Cornelius  McNierney,  111  North  Drake  Street,  Tltus- 
ville.  Pa. 

McNuLTV,  WiLLiAit  John,  fireman,  first  class.  United  States  Navy. 
Enlisted  :  Boston,  Mass.,  April  19,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 
Cause :  Influenza. 

Next  of  kin:  Wife,  Catherine  McNulty,  13  Putnam   Street,   Charlestown, 
Mass. 

McNtjtt,  Henry  Teolungee,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Richmond,  Va.,  June  11,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Mannie  McNutt,  Ceres,  Va. 
McNuTT,  Joseph,  Isaac,  fireman,  third  class,  United  States  Navy. 
Enlisted:  New  Orleans,  La.,  July  27,  1917. 
Died :  Naval  hospital,  naval  base.  Virginia,  October  8,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  John  C.  McNutt,  Cheneyville,  La. 
McPartland,   William   Pateick,   seaman,   second  class.   United   States  Naval 
Reserve  Foi;ce. 
Enlisted:  Syracuse,  N.  Y.,  April  12,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  23,  1918. 
Cause :  Bronco-pneumonia, 

Next  of  kin  :  Father,  James  McPartland,  West  Coxsackie,  N.  Y. 
McPhebson,  John  Eabl,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Portland,  Oreg.,  April  20,  1917. 

Died:  Naval  Hospital,  Hampton  Roads,  Va.,  February  16,  1918. 
Cau.se:  Spinal  meningitis. 

Next  of  kin :  Mother,  Daisy  G.  M.  McPherson,  Grangeville,  Idaho. 
McPherson,  Weldon  A.,  seaman.  United  States  Naval  Reserve  Force. 
Enlisted:  Boston,  Mass.,  April  6,  1917. 
Died :  Receiving  ship,  Boston,  Mass.,  April  18,  1917. 
Cause:  Gunshot  wound. 

Next  of  kin :  Aunt,  Eliza  McPherson,  20  Oayson  Avenue,  Dorchester,  Mass. 
McQuADE,  John  Patkick,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  October  17,  1917. 
Died :  U.  S.  S.  Chicago,  September  25,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Brother,  William  McQuade,  South  Street,  Woonsocket,  R.  I. 
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McQuEAEy,  Gkken,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Louisville,  Ky.,  July  13,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  Ellen  McQueary,  Eller,  Ky. 
McQuillan,  Evekeit,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Provincetown,  Mass.,  December  10,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  March  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Sarah  McQuillan,  23  Court  Street,  Provincetown, 
Mass. 
McRae,  Duncan  Akchie,  electrician,  first  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  May  18,  1917. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause :  Drowned. 

Next  of  kin :  Sister,  Florence  Mary  McRae,  Blaine,  Wash. 
JIcRee,  Hobace  Levy,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :   San  Francisco,  Calif.,  November  14,  1916. 

Died :  Balboa  Heights,  Canal  Zone,  June  5,  1918. 

Cause  :  Acute  miliary  tuberculosis. 

Next  of  kin :  Sister,  Lula  McRee,  R.  F.  D.  7,  Wesson,  Copish  County,  Miss. 
McReynolds,  Taylor  Leech,  seaman.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  March  8,  1917. 

Died :  Naval  hospital.  Fort  Lyons,  Colo.,  January  5,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Father,  John  L.  McReynolds,  2901  Morrison  Avenue,  Houston, 
Tex. 
JIcShefeeby,  Geobgb,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  December  11,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  12,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :   Mother,   Katherine   McShefCrey,   Bunagee,   Culdaff   County, 
Donegal,  Ireland. 
McSoELEY,  Prank  Leo,  Jr.,  yeoman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  November  15,  1917. 

Died:  St.  Elizabeth's  Hospital,  Elizabeth,  N.  J.,  October  29,   1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Frank  L.  McSorley,  sr.,  40  Cedar  Street,  Brooklyn, 
N.  Y. 
McSpadden,  Frank  Garrett,   seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  29,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  James  JI.  McSpadden,  Byers,  Tex. 
McSwEEN,  Bonnie,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  October  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  15,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Malcomb  McSween,  Picayune,  Miss. 


497 

McVay,  Heney  Jacob,  seamau,  United   States  Naval  Reserve  Force. 

Enlisted:  St.  Louis,  Mo.,  May  31,  1918. 

Died:  Naval   hospital,    Philadelphia,    Pa.,    September   22,   1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Letha  McVay,  R  4,  Joplln,  Mo. 
McVeigh,  John  James,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  14,  1917. 

Died:  Naval  air  station,   St.  Trojan,   Charente  Inferire,  Prance,  August 
23,  1918. 

Cause :  Wound  received  in  seaplane  accident. 

Next  of  kin :  Father,  James  McVeigh,  1706  Master  Street,  Philadelphia,  Pa. 
McVeigh,   Joseph.  Fbancis,   seaman,    second   class.   United   States   Navy. 

Enlisted :  Ney?  York,  N.  Y.,  April  25,  1917. 

Died:  Steamship  Florence  H.,  April  17,  1918. 

Cause :  Killed  in  explosion. 

Next  of  kin:  Father,  Patrick  McVeign,  136  Slater  Street,  Paterson,  N.  J. 
McVey,  Chaiii.ES  Albert,  fireman,  third   class.   United   States  Naval  Reserve 
Force. 

Enlisted:  St.  Louis,  Mo.,  July  8,  1918. 

Died:  U.  S.  S.  Massachusetts,  October  2,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Ferdinand  D.  McVey,  Marthasville,  Miss. 
McVicAE,  Geokge  Waed,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  December  12,  1917. 

Died:  Naval  training  station,  San  Francisco,  Calif.,  April  4,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin  :  Father,  George  A.  McVicar,  Onaga,  Kans. 
McWiLLiAMS,  Ekle,  seaman.  United  States  Navy. 

Enlisted:  Cincinnati,    Ohio,   April   19,    1917. 

Died :  U.  S.  S.  Al\bert,  April  21,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  Carrol  McWilliams,  Granville,  Ohio. 
MacDonald,  Arnold,  landsman  for  electrician   (G),  United  States  Naval  Re- 
serve Force. 

Enlisted :  East  Providence,  R.  I.,  March  5,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  J.  MacDonald,  42  Camp  Street,  Providence, 
R.  I. 
MacDonald,  Edwaed  Stephen,  yeoman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Navy  yard,  Boston^  Mass.,  February  6,  1918. 

Died :  Naval  hospital,  Washington,  D.  C,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Margaret  MacDonald,  AUston,  Mass. 
MacDonald,  Geoege  Clayton,  machinist's  mate,  second  class.  United  States 

Naval  Reserve  Force. 

Enlisted :  Chester,  Pa.,  April  23,  1917. 

Died :  At  home,  Philadelphia,  Pa.,  November  9,  1918. 

Cause:  Myocarditis,  acute. 

Next  of  kin :  Mother,  Anna  B.  MacDonald,  22  Madison  Street,  Chester,  Pa. 

174483—20 32 
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MaoDonald,  RoDEKiCK  D.,  fireman,  third  class,  National  Naval  Volunteer. 

Enlisted:  Bristol,  R.  I.,  March  2,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  .January  17,  1918. 

Cause :  Nephritis,  acute. 

Next  of  kin :  Jennie  MacDonald,  54  Hayward  Street,  Providence,  R.  I. 
MacDonneli,,  Thomas  Fkancis,  electrician,  third  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  14,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Memher  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  John  MacDonald,  536  Broadway,  South  Boston,  Mass. 
Macedo,  Thomas  Raymond,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  February  7,  1916. 

Died :  Naval  hospital,  New  London,  Conn.,  May  23,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Mother,  Ursula  B.  Macedo,  268  Prospect  Street,  Hayward, 
Calif. 
MacFeeters,  William  James,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  April  5,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  12,  1918. 

Cause :  Pneumonia. 

Next   of   kin :  Mother,    Flora    C.    MacFeeters,    10703    Englewood    Avenue, 
Cleveland,  Ohio. 
MacGregor,  Rob  Rot,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  December  10,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  January  28,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Peter  MacGregor,  Pequannock,  N.  J. 
MacIntyhe,  John,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  January  21,  1914. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  January  7,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Mother,  Katherine  Maclntyre,   2315  Redner   Street,   Phila- 
delphia, Pa. 
Mackenzie,  Arthur  James,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  1,  1917. 

Died :  Naval  prison,  Portsmouth,  N.  H.,  February  22,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Mother,  Katheryn  O'Neil,  240  West  Fifteenth  Street,  New 
York,  N.  Y. 

Mackenzie,  Feed,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  28,  1917. 

Died :  Navy  Base  Hospital  No.  5,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  George  Mackenzie,  2353  Washington  Avenue,  New 
York,  N.  Y. 
Macket,  William  Edward,  electrician,  third  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  July  13,  1917. 

Died :  U.  S.  S.  North  Dalcota,  January  15,  1918. 

Cause:  Washed  overboard. 

Next  of  kin :  Mother,  Maggie  C.  Mackey,  Sherman,  Tex. 
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Mackin,  Edwakd  Thomas,  seanwu,  seodud  class,  United  States  Naval  Reserve 

Force. 
Enlisted  :  Newark,  N.  J..  April  8,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  2,  1918. 
CauHf :  Pneumonia,  bronclio. 
Next   of  kin:  Brother,   Joseph   Michel  Mackin,  66  West  Eleventh   Street, 

Bayonne,  N.  J. 

Mackwood,  Hakoli)  Prudketcic,  flreuuui,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Buffalo,  N.  Y.,  .July  6,  1918. 

Died:  Naval  hospital,  Crreat  Lakes,  III,  October  11,  1918. 

Cause :  Influenza. 

Next    of    kin:  Father,    Robert    Nelson    Mackwood,    569    Sawyer    Street, 
Rochester,  N.  Y. 
MacNaixt,  Edwabi)  Aloysius,  landsman  for  electrician.  United  States  Navy. 

Enlisted :    Philadelphia,  Pa.,  May  15,  1917. 

Died :  Naval  hospital,  New  York,  N  Y.,  June  13*  191T. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Joseph  MacNally,  319  State  Street,  Springfield,  Mass. 
MacNamaka,  George  Robert,  hospital  apprentice,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  February  25,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  9,  1918. 

Cause  :  Abscess  of  brain. 

Next  of  kin :  Mother,   Sarah  J.  MacNamara,   409   Seventh   Street,   Fargo, 
N.  Dak. 
MacYittie,  Carl  DorfJLASs,  quartermaster,  third  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Niagara  Fall,  N.  Y.,  February  19,  1917. 

Died :  U.  S.  S.  Von  Sleuben,  September  6,  1928. 

Cause :  Lost  overboard. 

Next  of  kin :  Mother,  Clara  MacVittie,  63  Duane  Avenue,  La  Salle,  N.  Y. 
Maddkk,  Arthur  Auj:n,  Jr.,  machinist's  mate,  second  class.  United  States  Naval 
Re.serve  Force. 

Enlisted:  Columbia,  S.  C,  May  15,  1918. 

Died  :  Naval  Hospital,  Philadelphia,  Pa.,  October  2,  1918.- 

Causi' :  Influenza. 

Next  of  kin:  Mother,  Nellie  Jliiddcn,  1408  Hampton  Avenue,  Oolnmbla,  S.  C. 
Madden,  Charles  Henry,  mt'ss  attendant,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mas.s.,  Noveiiili^r  22,  1917. 

Died:  Naval  Hospital,  Chelsea,  Mass.,  February  12,  1918. 

Cause :   Pleurisy,  suppurative. 

Next  of  kin  :  Mother,  Mary  E.  Madden,  169  Winsor  Avenue,  Waterloo,  Mass. 
Madden,  Wuajam  Francis,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  December  3,  1917. 

Died  :  U.  S.  S.  Arkansas,  June  13,  1918. 

Cause:   Poisoning,   heroin. 

Next  of  kin  :  Mother,  Elizabeth  Madden,  217  Mercer  Street,  Jersey  City, 
N.  J. 
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Madigan,  Edward  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  May  27,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N  Y.,  October  15,  1918. 

Cause:  Pneumonia,  broncbo. 

Next  of  kin :  Mother,  Delia  Madigan,  227  First  Street,  Albany,  N.  Y. 
Madison,  Maxwell  David,  seaman.  United  States  Navy. 

Enlisted:  Port  Royal,  S.  C,  May  19,  1917. 

Died :  Naval  Hospital,  Newport,  R.  I.,  April  5,  1918. 

Cause:  Acute  nephritis. 

Next  of  kin :  Brother,  Charles  Madison,  1944  Bussel  Street,  Detroit,  Mich. 
Madlingek,  August  Louis,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Newark,  N.  J.,  July  13,  1918. 

Died :  Naval  Hospital,  Pelham  Bay  Park,  N.  Y.,  October  29,  1918. 

Cause :  Appendicitis,  acute. 

Next  of  kin :  Father,  Frank  X.  Madlinger,  11  South  Cherry  Street,  Pough- 
•keepsie,  N.  Y. 
Mabndee,  Leo  Edwin,  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  27,  1917. 

Died :  Naval  Hospital,  Brooklyn,  N.  Y.,  October  30,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Adolph  Gus  Maender,  St.  Louis,  Mo. 
Maektins,  Walter  Charles,  machinist's  mate,  first  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  March  22,  1917. 

Died :  Naval  Hospital,  New  London,  Conn.,  October  3,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Sophia  Maertins,  27  Aldrich  Street,  Bosindale,  Mass. 
Magdaluyo,  Manuel,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  July  27,  1918. 

Died :  Navy  Yard,  Mare  Island,  Calif.,  October  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Consolacion  Reyes,  Callbo,  Capiz,  P.  I. 
Magenheimer,  Frederick,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  March  8,  1916. 

Died :  U.  S.  S.  Jacol)  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Brother,  Robert  P.  Magenheimer,  387  Charlotte  Place,  Glen- 
dale,  Long  Island,  N.  Y. 
Maggio,  Frank,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  21,  1917. 

Died :  U.  S.  S.  Von  Steulen,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Santo  Maggio,  143  Wyona  Street,  Brooklyn,  N.  Y. 
Maglinti,  Cieiaco,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Cavite,  P.  I.,  May  23,  1917. 

Died :  U.  S.  S.  Abarenda,  October  25,  1918. 

Cause:  Killed  on  boat. 

Next  of  kin :  Mother,  Crisanta  Pimbal,  Cavite,  P.  I. 
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Magneb,  Edmund  Francis,  yeoman,  first  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  Boston,  Mass.,  November  12,  1917. 
Died :  V.  S.  S.  Saletn,  September  29,  1918. 
Cause :  Missing  from  boat  returning  with  liberty  party. 
Next  of  kin :  Mother,  Mary  B.  Magner,  Martins  Lane,  Hingham,  Mass. 
Magner,   James  Lawrence,  hospital  apprentice,  second  class.  United   States 

Navy. 
Enlisted :  New  York,  N.  Y.,  January  3,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  April  18,  1918. 
Cause:  Cerebrospinal  fever. 
Next  of  kin:   Sister,  Marie  Magner,   226  Bast  Eighty-sixth   Street,  New 

York,  N.  Y. 
Magntjs,  Philip  Edmund,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enlisted :  Minneapolis,  Minn.,  July  8,  1918. 
Died  :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Henry  Magnus,  R.  R.  4,  Foley,  Minn. 
Magoni,  Charles,  water  tender.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  January  30,  1917. 
Died :  U.  S.  S.  Manley,  March  19,  1918. 
Cause :  Died  as  result  of  explosion  on  board  ship. 
Next  of  kin:  Brother,  .lohn  Magoni,  26  Merrick  Street,  West  Springfield, 

Mass. 

Magoon,  Chester  Earl,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Burlington,  Vt.,  October  10,  1917. 
Died:  Naval  hospital,  NorColk,  Va.,  March  21,  1918. 
Cause:  Broncho  pneumonia. 

Next  of  kin :  Mother,  Mary  E.  Magoon,  72  North  Maine  Street,  Burre,  Vt. 
Mahar,  John  Joseph,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Albany,  N.  Y.,  May  27,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  3,  1918. 
Cause :  Lobar  pneumonia. 

Next  of  kin :  Sister,  Catherine  Leffler,  300  East  Street,  Rensselaer,  N.  Y. 
Mahathet,  James,  water  tender.  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  March  6,  1917. 
Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 
Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin  :  Wife,  Jennie  Mahathey,  1519  Jackson  Street,  Philadelphia,  Pa. 
Maheb,  Conrelius  Patrick,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 
Enlisted :  New  York,  N.  Y.,  July  26,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  12,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Johanna  Maher,  2070  Ryer  Avenue,  New  York,  N.  Y. 
Maheu,  Frank  William,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Albany,  N.  Y.,  February  15,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  April  13,  1917. 
Cause :  Acute  rheumatic  fever. 
Next  of  kin :  Mother,  Madeline  Maheu,  606  Court  Street,  Hoboken,  N.  J. 
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Mahoney,  Francis  Michael,  flremau,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Pittsburgli,  Pa.,  May  10,  1918. 

Died :  U.  S.  S.  Nebraska,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin:  Michael  Mahoney,  father,  6635  Lyric  Street,  Pittsburgh,  Pa. 
Mahoney,  Jambs  Aiphonsus,  landsman  for  machinist's  mate.  United  States 
Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  January  21,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  5,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Katherine  Mahoney,  Roxbury,  Mass. 
Mahony,  Samuel  Thomas,  tiuartermaster,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  May  24,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Charlotte  Mahony,  107  Garfield  Avenue,  Revere,  Mass. 
Mahee,  Ronald  Heney,  hospital  apprentice,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  May  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  August  Mahre,  Amery,  Wis. 
Mallloux,  Cyeil  D.  J.,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  New  Bedford,  MaSs.,  May  7,  1917. 

Died :  Woods   Hole   section,   second   naval   district,   Newport,    E.   I.,    Sep- 
tember 22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Cyril  Mailloux,  137  River  Road,  New  Bedford,  Mass. 
Main,  Eaet  Tatob,  seaman,  United  States  Naval  Reserve  Pojce. 

Enlisted :  Albany,  N.  T.,  May  20,  1918. 

Died :  United  States  naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  No- 
vember 5,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ruth  A.  Main,  724  Warren  Street,  Hudson,  N.  Y. 
Maisenhaitee,  John  Joseph,  seaman.  Fleet  Naval  Reserves. 

Enlisted :  Cincinnati,  Ohio,  January  14,  1918. 

Died :  Naval  hospital.  Fort  Lyons,  Colo.,  June  15,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  Mn :  Father,  968  McMillan  Street,  Cincinnati,  Ohio. 
Majewski,  Casimlr,  Andrew  Matthew,  seaman,  second  class.  United  States 
Navy. 

Enlisted:  Chicago,  111.,  January  30,  1917. 

Died :  U.  S.  S.  Jouett,  September  30,  1917. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Mary  Metier,  4104  Cornelia,  Chicago,  111. 
Makowski,  Michael  Peteb,  shipfitter,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Milwaukee,  Wis.,  May  8,  1918. 

Died:  Bellevue  Hospital,  New  York,  N.  Y.,  September  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Katherine  Makowski,  716  Ninth  Avenue,  Milwaukee 
Wis. 


503 

Malaney,  Eaei.  Ex,bekt,  sejiman,  stcond  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  May  7,  1917. 

Died :  U.  S.  S.  Solace,  January  16,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Mother,  Eva  Lena  Malaney,  Redding,  Iowa. 
Malewitz,  Joseph  Waiter,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  June  29,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Killed  in  explosion  on  board  ship. 

Next  of  kin :  Father,  Thomas  Malewitz,  53  Valley  Avenue,  Grand  Kapids, 
Mich. 

MAiiiNS,  Joseph  Patkick,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enlisted:  Brooklyn,  N.  Y.,  May  16,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 
Cause :  Pneumonia. 
Next  of  kin :  IMother,  Evelyn  Malllns,  251  West  Twenty-ninth  Street,  New 

York,  N.    Y. 

Maxlon,   Haeky  Anthony,   apprentice  seaman,   United   States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  August  8,  1918. 

Died:  Naval  hospital,  Puget  Sound,  Washington,  September  27,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Josephine  F.  Mallen,  213  Seaside  Avenue,  Atlantic 
City,  N.  J. 
Mallon,  James  Huntek,  yeoman,  third  class.  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  June  21,  1917. 

Died :  U.  S.  S.  Mercy,  August  1,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  Joseph  Mallon,  259  West  One  hundred  and  fifty-third 
Street,  New  York,  N.  Y. 
Malloky,  John  Robertson,  mess  attendant,  third  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  Nashville,  Tenn.,  June  29,  1918. 

Died :  Naval  forces,  foreign  service,  October  12,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Marion  Watson,  Springfield,  Tenn. 
Mat.ixjey,  John  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  July  8,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Sarah  M.  Mallory,  Cantrall,  111. 
Malloy,  Laweknce  Jerome,  yeoman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  June  11,  1918. 

Died:  St.  Mary's  Hospital,  Philadelphia,  Pa.,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin:   Wife,  Teresa  Malloy,  130  Park  Avenue,  Wilkes-Barre,   Pa. 
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Malnoky,  Raymond  Lestek,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted :  Detroit,  Mich.,  July  13,  1918. 
Died :  Navy  rifle  range,  Camp  Logan,  111.,  October  8,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin:  Mother,  Margaret  N.  Malnory,  R.  F.  D.,  No.  1,  Lake  Ann, 

Mich. 
Malone,  Antone,  vi^ater  tender.  United  States  Naval  Reserve  Force. 
Enlisted :  Fall  River,  Mass.,  March  29,  1917. 

Died:  Naval  hospital.  New  London,  Conn.,  September  22,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Sarah  Malone,  68  Oregon  Avenue,  Fall  River,  Mass. 
Malone,  Eael  Wiiiiam,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  April  16,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  September  28,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  A.  J.  Malone,  Box  106,  Leeds,  Mo. 
Malone,   Edward  William,   quartermaster,  second   class    (A),   United   States 

Navy. 
Enlisted :  Newark,  N.  J.,  January  22,  1918. 

Died:  Naval  air  station,  Montauk,  L.  I.,  N.  Y.,  October  10,   1918.  • 
Cause :  lobar  pneumonia. 

Next  of  kin :  Mother,  Jennie  Malone,  30  Oak  Street,  Trenton,  N.  J. 
Malone,  James  Bethel,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Nashville,  Tenn.,  November  21,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  December  23,  1917. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Harrison  Malone,  Right,  Tenn. 
Malone,   John   James,   seaman,   second   class.   United   States   Naval    Reserve 

Force. 
Enlisted :  New  York,  N.  Y.,  May  10,  1918. 
Died :  U.  S.  S.  Granite  State,  July  21,  1918. 
Cause:  Drowned. 
Next   of  kin :   Father,   William   F.   Malone,   2114  Mohegan   Avenue,   New 

York,  N.  Y. 
Manchester,  Russell  Brace,  seaman,  N.  N.  V. 
Enlisted :  Fall  River,  Mass.,  April  9,  1917. 
Died :  U.  S.  S.  Kearsarge,  June  22,  1918. 
Cause :  Drowned. 
Next  of  kin:   Father,   Stephen  A.  Manchester,  96  Brayton  Avenue,   Fall 

River,  Mass. 
Mandeville,   Gaeeett  Thompson,    chief   quartermaster.   United    States   Naval 

Reserve  Force. 
Enlisted :  Minneapolis,  Minn.,  November  19,  1917. 
Died :  Naval  air  station,  Pensacola,  Fla.,  August  12,  1918. 
Cause :  Killed  in  seaplane  accident. 

Next  of  kin :  Mother,  Clara  E.  Mandeville,  2115  Lyndale  Avenue,  Minne- 
apolis, Minn. 
Mandeville,  William,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Williamsport,  Pa.,  July  3,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  November  2, 1918. 
Cause :  Influenza. 
Next  of  kin  :  Mother,  Mary  Mandeville,  Canton,  Pa. 
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Manigeo,  David,  mess  attendant,  first  class,  United  States  Navy. 
Enlisted :  Albany,  N.  Y.,  April  17,  1917. 
Died.:  Naval  hospital,  Brooklyn,  N.  Y.,  October  19,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Ida  Manigeo,  131  West  Fortieth  Street,  New  York,  N.  Y. 
Manifa",   Geokge  -Herbert,   landsman   for   quartermaster    (A),    United    States 

Navy. 
Enlisted :  Baltimore,  Md.,  March  27,  1917. 
Died :  Tours,  Prance,  August  21, 1917. 
Cause :  Died  as  result  of  aviation  accident. 
Nest  of  kin:  Father,  Herbert  N.  Manley,  28  Woodland  Road,  Maplewood, 

N.  J. 
JIann,  Chables  Wtt.ttam,  seaman,  second  class,  United  States  Navy. 
Enlisted:  New  York,  N.  Y.,  June  18,  1917. 
Died :  Archangel  hospital,  Russia,  October  21,  1917. 
Cause :  Bronchial  pneumonia. 
Next  of  kin :  Father,  Adam  Mann,  528  East  Eighty-fourth  Street,  New  York, 

N.  Y. 
Mann,  Claude,  oiler,  United  States  Navy. 
EnUsted :  Chicago,  111.,  June  23,  1916. 
Died :  U.  S.  S.  Manley,  March  19,  1918. 
Cause :  Killed  in  explosion  on  board  ship. 

Next  of  kin :  Mother,  Fannie  Mann,  811  Columbia  Station,  Joliet,  lU. 
Mann,  Walker  Hillman,  landsman  for  electrician   (R),  United  States  Naval 

Reserve  Force. 
Enlisted :  Washington,  D.  C,  April  26,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  21,  1918. 
Cause :  Influenza. 

Next  of  kin :  William  A.  Mann,  Wingina,  Va. 
Manner,  William  Kline,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted:  Indianapolis,  Ind.,  October  13,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  24,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Wife,  Flora  Manner,  2064  Hamilton  A.venue,-  Detroit,  Mich. 
Manning,  Henrt  Clay,  mess  attendant,  third  class.  United  States  Naval  Reservfr 

Force. 
Enlisted :  Baltimore,  Md.,  July  1,  1918. 
Died :  U.  S.  S.  Mercy,  October  4, 1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  William  S.  Manning,  Tappahannock,  Va. 
Manning,  John  Patrick,  boiler  maker,  United  States  Naval  Reserve  Force. 
Enlisted :  Boston,  Mass.,  December  7,  1917. 
Died :  Gallops  Island,  Mass.,  September  30,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Father,  Michael  J.  Manning,  1523  River  Street,  Hyde  Park, 

Mass. 
Mansfield,  Harry  Albert,  seaman,  second  class,  United  States  Naval  Reserve- 
Force. 
Enlisted:  Boston,  Mass.,  May  31,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  August  12,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Matilda  T.  Mansfield,  192  Winter  Street,  Manchester,, 

N.  H. 
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Mansfield,  William  Henky,  seaman,  second  class,   United  States  Naval   Re- 
serve Force. 

Enlisted :  Louisville,  Ky.,  May  20,  1918. 

Died :  U.  S.  S.  Vtah,  October  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  ^Villiam  Thomas  Mansfield,  133  Estill  Avenue,  Ilich- 
mond,  Ky. 
Mabaheens,  Gael  Feedekick,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  September  24,  1917, 

Died:  V.  S.  S.  Michigan,  January  15,  1918. 

Cause :  Fractured  skull. 

Next  of  kin:  Guardian,  William'  Butcher,  14  New  Chambers  Street,  New 
York,  N.  Y. 
Maeble,  Ralph  Leandee,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  June  4,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next   of   kin :   Brother,   Herbert   Marble,   108   Twenty-eighth    Street,   Mil- 
waukee, Wis. 
Maechbanks,  Roy  Nimeod,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  December  4,  1917. 

Died :  Receiving  ship,  New  York,  N.  Y.,  March  19,  1918. 

Cause :  Purpura  hemorrhage. 

Next  of  kin :  Father,  Eliza  Marchbanks,  Whitman,  Nebr. 
Makion,  Alva  Ray,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Portland,  Oreg.,  April  9,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mothei-,  Florence  Marion,  New  Sharon,  Iowa. 
Maeion,  Feancis  James,  seaman,  United  States  Navy. 

Enlisted :  Buftalo,  N.  Y.,  October  18,  1917. 

Died :  U.  S.  S.  SoZope,  October  1,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:   Father,   James   H.   Marion,  127  Virginia   Street,   Waterloo, 
N.  Y. 
Maek,  Melvin  Ray,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Denver,  Colo.,  July  1,  1918. 

Died:  Receiving  ship,  Mare  Island,  Calif.,  October  21,  1918. 

Cause :  Infl.uenza. 

Next  of  kin :  Uncle,  George  Russell,  Seibert,  Colo. 
Maekley,  Chaeles  Fkedeeick,  yeoman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa.,  May  23,  1918. 

Died:  Philadelphia,  Pa.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sadie  Markley,  203  North  Tenth  Street,  Reading,  Pa. 
Maeks,  Maynaed  Thomas,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  August  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  15,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Augustus  L.  Marks,  56  Humphreys  Street,  Dorchester, 
Mass. 
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Masks,  Vaynk  Dale,  electrician,  second  class  (K),  United  States  Navy. 
Knlisted :  Puget  Sound,  Wash.,  November  24,  1916. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  14,  1918. 
Cause:  Influenza. 

Next  of  kin  :  Sister,  \eva  Barnett,  5095  Oabaune  Street,  St.  Louis,  Mo. 
Makoon,  Claude  Leslie,  l)oatswain's  mate,  second  class.  United  States  Naval 

Reserve  Force. 
Enlisted:  Chico,  Calif.,  November  10,  1917. 
Died :  Section  naval  base,  San  Diego,  Calif.,  November  2,  1918. 
Cause :  Influenza. 
Next  of  kin :   Mother,   Emma  Houston,   708   Santa  Clara   Street,   Vallejo, 

Calif. 

Marquez,  Pascual,  cabin  cook,  United  States  Navy. 

Enlisted:  Ncav  York,  N.  Y.,  August  9,  1916. 

Died :  U,  S.  S.  Solace,  March  30,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Niece,  Nemecia  Marquez,  Albay,  P.  I. 
Mark,  William  Samuel,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  May  21,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ella  Sloan,  625  Norrls  Street,  Ottumwa,  Iowa. 
Maesh,  Frank,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  October  25,  1917. 

Died:  V.  S.  S.  Melville,  November  10,,  1918. 

Cause:  Tuberculosis,  meningitis. 

Next  of  kin :  Father,  King  Marsh,  312  North  Coyal  Street,  Pensacola,  Pla. 
Marshall,  Cliffoed  Frank,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  11,  1917. 

Died :  U.  S.  S.  Montana,  June  3,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Jennie  E.  Haynes,  Bastrop,  Tex. 
Marshall,  Clifton  Goi'i.d,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Portland,  Me.,  June  18,  1918. 

Died:  Quarantine  station,  Gallop's  Island,  Mass.,  September  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Stella  Gould  Marshall,  West  Upton.  Mass. 
Marshall,  George,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  July  30,  1918. 

Died:  Naval  station.  Mare  Island,  Calif.,  October  31,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sophia  Marshall  Wright,  Box  118,  Bartlesville;  Okla. 
Marshall,  Harry  Everett,  seaman,  second  class.  United  States  Nsival  Reserve 
Force. 

Enlisted :  Kansas  City,  Kans.,  July  8,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Motlier,  Nannie  Isabel  Marshall,  R.  R.  No.  1,  De  Soto,  Kans. 
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Makshall,  Peblby  Roscoe,  lanclsnian  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  July  8,  1918. 

Died :  Quarantine  station,  Gallop's  Island,  September  2Y,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Reva  Vera  Marshall,  Clear  Lake,  Iowa. 
Marshall,  Richard  Foster,  engineraan,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted:'  Boston,  Mass.,  June  24,  1918. 

Died :  Gallops  Island,  October  1,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Lillian  Marshall,  69  Reservoir   Street,  Cambridge, 
Mass. 
Maeshall,  Thebon  Waldo,  hospital  apprentice,  first  class,  United  States  JNavy. 

Enlisted:  Peoria,  111.,  July  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Frank  Marshall,  Abingdon,  111. 
Marshall,  William  Garfield,  warrant  officer,  steward,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  December  19,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin:  Wife,  Gladys  Marshall,  111  West  One  hundred  and  thirty- 
eighth  Street,  New  York,  N.  Y. 
Maeshbubn,  Djalma,  quartermaster,  second  class.  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  April  9,"  1917. 

Died :  U.  S.  N.  A.  S.  Dunkirk,  May  20,  1918. 

Cause :  Drowning. 

Next   of   kin:    Father,    Otis   M.   Marshburn,    201    South   Baylau    Avenue, 
Raleigh,  N.  C. 
Maestees,  Ralph  Geant,  chief  boatswain's  mate,  United  States  N,^val  Reserve 
Force. 

Enlisted :  New  London,  Conn.,  June  15,  1917. 

Died :  Naval  hospital.  New  London,  Conn.,  October  13,  1918. 

Next  of  kin :  Mother,  Carrie  B.  Marsters,  22  Ledyard  Street,  New  London, 
Conn. 
Mabston,  Eael  Harold,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  22,  1917. 

Died :  Naval  Hospital,  Newport,  R.  I.,  May  26,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Estelle  Marston,  Canton,  Me. 
Maetel,  Joseph  Louis,  boatswain's  mate,  second  class.  United   Statfs  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  Dec.  5,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  Sept.  30,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin  :  Mother,  Mary  A.  Martel,  Ipswich,  INiass. 
Martin,  Benjamin  Franklin,  coxswain,  for  W.  M.,  United  States  Navy. 
.     Enlisted:  Philadelphia,  Pa.,  February  9,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next   of  kin:    Father,    Samuel   W.    Jtartin,   234   East   New    Street,    Lan- 
caster, Pa. 
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Maktin,  Chaeles  Amos,  machinist's  mate,  first  class,  XJnitecl  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  December  7,  1917. 

Diecl :  Naval  hospital.  New  York,  N.  Y.,  March  23,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  William  H.  Martin,  518  Andover  Street,  Lawrence, 
Mass. 
Maktin,  Claeence  Lofton,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  New  Orleans,  La.,  December  14,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  April  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Constance  T.  Martin,  Avenue  K  and  Sixtli  Street,  Crowley,  La. 
Martin,  Eabl  Ckouse,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  January  10,  1918. 

Died :  Naval  hospital.  League  Island,  Pa.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Harry  W.  Martin,  1924  Penn  Street,  Harrisburg,  Pa. 
Maktin,  EitCEii  Wilijam,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  September  21,  1917. 

Died :  U.  S.  S.  Von  Steuben,  March  5,  1918. 

Cause :  Killed  in  explosion. 

Next  of  kin:  Father,  William  J.  Martin,  1012   South  Chadwick  Street, 
Philadelphia,  Pa. 
Maktin,  Geobge  Bdwakd,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Dallas,  Tex.,  July  16,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  18,  1918. 

Cause :  Pericarditis. 

Next  of  kin  :  Sister,  Clide  Martin,  Goodlett,  Tex. 
Maktin,  Geoege  Ellswokth,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Buffalo,  N.  Y.,  July  13,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  Martin,  113  Bird  Avenue,  Buffalo,  N.  Y. 
Martin,  Herald  Veenon,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  May  6,  1917. 

Died:  Naval  hospital.  New  York,  N.  Y.,  September  19,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Father,  Vern  Martin,  Fort  Scott,  Kans. 
Martin,  Herschel  Net,  apprentice  seaman.  United  Slates  Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  July  18,  1918. 

Died:  Naval  hospital.  Great  Lakes,  III.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Hortense  A.  Martin,  433a  Kimbrough  Street,  Spring- 
field, Mo. 
Maktin,  Hugh  Geary,  yeoman,  first  class.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  2,  1917. 

Died :  U.  S.  S.  Roanoke,  July  2,  1918. 

Cause :  Fell  from  express  train. 

Next  of  kin:  Mother,  Julia  Martin,  232  Front  Street,  McComb,  Miss. 
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Martin,  Joseph,  fireman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  5,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  January  20,  1918. 

Cause :  Septicemia. 

Next  of  kin :  Father,  Edward  J.  Martin,  62  Rodman  Street,  Quincy,  Mass. 
Maktin,  John  Adrian,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

P:;nlisted :  New  Haven,  Conn.,  June  4,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  3,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Brother,  Henry  P.  Martin,  185  Maple  Street,  New  Britain, 
Conn. 
Mabtin,  Joseph  Akthuk,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  March  15,  1916. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  13,  1918. 

Cause:  Pneumonia,  lobar. 

Ne^t  of  kiri :  Mother,  Jennie  A.  Martin,  1145  Saginaw  Street,  Salem,  Mass. 
Mabtin,  .Joseph  Dennis  Telesphore,  jr.,  fireman,  third  class.  United  States 
Navy. 

Enlisted :  Boston,  Mass.,  June  23,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October"21,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  .Joseph  D.  T.  Martin,  854  Brockton  Avenue,  Arling- 
ton, Mass. 
Mabtin,  Rudolph  Henry,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  July  20,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  October  9,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Daniel  F.  Martin,  Nesses,  S.  C. 
Mabtin,  Shiei.ey  Williamson,  hospital  apprentice,  second  class,  United  States 
Navy. 

Enlisted :  Montgomery,  Ala.,  April  21,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  16,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nancy  Martin,  Five  Mile,  Ala. 
Martin,  Van  M.,  chief  quartermaster  (A),  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  20,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Margueritte  C.  Martin,  Hutchinson,  Kans. 
Mabtin,  Walter  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  November  24,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  November  4,  1918. 

Cause :  Jaundice  and  catarrh. 

Next  of  kin :  Father,  John  Francis  Martin,  Frazee,  Minn. 
Mabtine,  Geoege,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  August  7,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Herman  Martlne,  Chaseburg,  Wis. 
Mabtinez,  Manuel-  Joseph,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  El  Paso,  Tex.,  October  11,  1917. 

Died:  Section  1,  Norfolk  Va.,  October  12,  1918. 

Cause :  Pneumonia. 

Next  of  kin ;  Mother,  Siisana  L.  Martinez,  box  273,  Laukersham,  Calif. 


511 

Mabtone,  Angiolino,  LuesK  Httendimt,  third  class,  United  States  Naval  Reserve 

Force. 
Enlisted:  New  York,  N.  Y.,  June  11,  1918. 
Pied :  U.  S.  S.  Leviathan,  September  14,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Martoue,  Cervinara,  Italy. 
MARVEIJ.E.  Paul  LeBabon,  gunner's  mate,   second  class,  United   States  Navy. 
Enlisted :  Newport,  R.  I.,  November  19,  1914. 
Died :  U.  S.  S.  Seneca,  September  16,  1918. 
Cause :  Drowned  when  U.  S.  S.  Seneca  came  to  the  rescue  of  the  torpedoed 

Wellington. 
Next  of  kin :  Father,  James  A.  Marvelle,  45  Main  Street,  Wareham,  Mass. 
Maso,  WiLLiAit  Fkedkrick,  Seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enlisted :  Milwaukee.  Wis.,  July  8,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111..  September  25,  1918. 
Cause :  Influenza. 

Next  of  kin :  Wife.  Charlotte  Maso,  West  Washington  Street,  Monroe,  Wis. 
Mason,  Bernard  Wiixiam,  machinist's  mate,  second  class.  United  States  Naval 

Reserve  Force. 
Enlisted :  Tompkiusville,  N.  Y.,  July  9,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin:  Father,  William  L.  Sfason,  7.3  Sand  Street,  Stapleton,  Staten 

Island.  N.  Y. 
Mason.    Charles   Et-cene.   apprentice   seaman.   United    States   Naval   Reserve 

Force. 
Enlisted :  Philadelphia,  Pa.,  July  27,  1918. 
Died:  Naval  hospital,  Philadelphia,  Pa.,  October  13,  1918. 
Cause:  Influenza. 
Next  of  kin  :  Sister,  Jennie  Mason,  405  North  Redfield  Street,  Philadelphia, 

Pa. 
Mason.  Francis  Arthur,  hospital  apprentice,  first  class.  United  States  Navy. 
Enlisted :  Nashville,  Tenn.,  June  7,  1917. 
Died :  Naval  hospital,  Portsmouth,  N.  H.,  February  20,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Samuel  Knox  Mason,  La  Fayette,  Ga. 
Majson.  Walker  Briggs,  landsman  for  electrician    (R),  United   States  Naval 

Reserve  Force. 
Enlisted:  Indianapolis,  Ind.,  November  30,  1917. 
Died :  Naval  hospital,  Great  Lakes,  III.,  May  19,  1918. 
Cause:  Mumps. 

Next  of  kin :  Father,  Otis  N.  Mason,  Wrentham,  Mass. 
Masotes,  Flobencio,  steerage  cook.  United  States  NaVy. 
Enlisted :  Montevideo,  Uruguay,  February  14,  1918. 
Died:   Willard  Parker  Hospital,  New  York,   N.   Y.,   October  1,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Paula  Ingua,  Real  Street,  Camalig,  Albay,  P.  I. 
Massee,  Needham  Jerome,  machinist's  mate,  second  class.  United  States  Naval 

Reserve  Force. 
Enlisted :  Atlanta,  Ga.,  December  10,  1917. 
Died  :  Naval  hospital,  New  London,  Conn.,  October  9,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Mother,  Ludie  B,  Massee,  Marishallville,  Ga. 
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Massey,  James,  chief  macbinist's  mate,  United  States  Navy. 

Enlisted :  Charleston,  S.  O.,  June  15,  1918. 

Died :  Receiving  ship,  Norfolk,  Va.,  August  30,  1918.    ■ 

Cause:  Epilepsy. 

Next  of  kin:  Wife,  Nellie  Massey,  521  Fayette  Street,  Portsmouth,  Va. 
Matchett,  John  Robert,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  May  21,  1918. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  September  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  S.  Matchett,  R.  2,  Kingston,  Mo. 
Mathbny,  Chbistopher  Lovell,  landsman  for  yeoman.  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  April  20,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  18,  1917. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  J.  W.  Matheny,  Holly  Hill,  S.  C. 
Mathers,  John  Terry,  electrician,  third  class   (R),  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  April  24,  1917. 

Died:  S.  S.  Lake  City,  October  3,  1918. 

Cause:  Killed  in  collision. 

Next  of  kin :  Mother,  Lilly  Ellen  Mathers,  503  North  Marion  Avenue,  Wash- 
ington, Iowa. 
Matheson,  Charles  B.,  mess  attendant,  first  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  February  20,  1917. 

Died :  Yarmouth,  Nova  Scotia,  September  10,  1917. 

Cause :  Spinal  meningitis. 

Next  of  kin :  Mother,  Isabelle  Matheson,  Mattapau,  Mass. 
Mathews,  William  Clyde,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  3,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Amanda  Mathews,  San  Augustine,  Tex. 
Mathis,  Arthur  Frank,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Pensacola,  Pla.,  December  28,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kip :  William  E.  Mathis,  Cottonplant,  Ark. 
Matiasek,  Louis  John,  carpenter's  mate.  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Barbara  Matiasek,  2405  Winfield  Avenue,  Berwyn, 
111. 
Matic,  Felix,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  8,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Maria  Andaya,  Bacolor,  Pampanga,  P.  I. 
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Ma*ee,  Lawkence  Sylvanous,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  June  17,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Catherine  Matre,  6458  Magnolia  Avenue,  Chicago,  111. 
Matson,  Maeshall  Bwald,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  March  8,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  April  15,  1918. 

Cause :  Pleurisy. 

Next  of  kin  :  Mother,  Anna  Matson,  2629  Mallon  Street,  Chicago,  111. 
Mattataix,  Fkank  Sanboen,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Portland,  Me.,  July  3,  1918. 

Died :  Quarantine  station.  Gallops  Island,  Mass.,  October  1, 1918. 

Cause:  Pleurisy.  ' 

Next  of  kin :  Mother,  Mary  Eva  Mattatall,  East  Machias,  Me. 
Matter,  Sheeman  Edwin,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  29,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Hattie  Matter,  Plainfield,  111. 
Matteson,  Wtlliam  Francis,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  April  6,  1917. 

Died :  U.  S.  S.  Hull,  December  14,  1917. 

Cause :  Lost  overboard.  , 

Next  of  kin :  Father,  William  Matteson,  Main  Street,  Natick,  R.  I. 
Matthews,  David  Sanders,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Birmingham,  Ala.,  July  17,  1918. 

Died :  Naval  air  station,  Killingholme,  November  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Oscar  Matthews,  Ozark,  Ala. 
Matthews,  Edgab  Andrew,  bandsman  for  quartermaster  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  July  17,  1918. 

Died:  Dunwoody,  naval  training  school,  Minneapolis,  Minn.,  November  9, 
1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Roswell  Matthews,  Southwick,  Mass. 
Matthews,  Ernest  Leopold,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  July  9,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2, 1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Frederick  G.  Matthews,  route  No.  1,  Mora,  Minn. 
Matthiessen,  Alitked  Henry,  ship's  cook,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Reno,  Nev.,  September  25,  1917. 

Died :  Section  naval  base,  San  Diego,  Calif.,  October  29,  1918. 

Cause :  Influenza. 

JVext  of  kin  :  Mother,  Lillie  Cora  Simonson,  Pavlak,  Nev. 
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Matticks,  John  Wesley,  hospital  apprentice,  first  class.  United  States  Naval 
Reserve  Force. 
EnUsted :  Baltimore,  Md.,  December  7,  1917. 

Died:  University  of  Maryland,  Baltimore,  Md.,  October  18,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mrs.  Hattle  C.  Matticks,  115  West  Broad  Street, 
Millvllle,  N.  J. 
MAia-iNGLT,  George  Guyton,  fireman,  third  class,  United  States  Navy. 

Snlisted :  Cincinnati,  Ohio,  March  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  HI.,  May  25,  1918. 

Oai.se :  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  W.  Mattingly,  R.  R.  2,  Nlcholasville,  Ky. 
Matiison,  Homek  Edwakd,  electrician,  third  class   (R),  United  States  Naval 
Reserve  Force. 

EnUsted :  Albany,  N.  Y.,  June  3,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Alice  Mattison,  Comstock,  N.  T. 
Mattox,  Baeney  William,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  18,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Dennis  Mattox,  Southville,  Miss. 
Mattson,  Beknhard,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  1,  1915. 

Died :  U.  S.  S.  Dochra,  November  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  S.  M.  Johnston,  Bowas  Mora,  Sweden. 
Mattson,  Edward  John,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  January  8,  1917. 

Died :  U.  S.  S.  North  Dakota,  January  15,  1918. 

Cause:  Drowned. 

Next  of  kin :  Sister,  Lila  Mattson,  Eveleth,  Minn. 
Matz,  Roy  Gustav,  seaman.  United  States  Naval  Reserve  Force. 

Enlisted:  San  Pedro,  Calif.,  December  11,  1917.- 

Died:  Naval  training  camp,  San  Pedro,  Calif.,  November  8,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Sister,  Lucille  Matz,  333  California  Street,  San  Francisco, 
Calif. 
Maupin,  Harry,  coxswain  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  19»  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  MUichia  Angeline  Maupin,  Richland,  Wash. 
Matjree,  John  Sherman,  hospital  apprentice,  first  class.  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  May  7,  1917. 

Died :  Dun  woody.  Industrial  Institute,  Minneapolis,  Minn.,  August  11,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Alice  Maurer,  Bast  A  Street,  Ontario,  Calif. 
Maxwell,  David  Marion,  pharmacist's  mate,  second  class.  United  States  Navj-. 

Enlisted  :   Dallas,  Tex.,  December  31,  1914. 

Died :  Company  A,  Fifth  Marines,  in  France,  June  17,  1918. 

Cause:   Wounds  received  In  action. 

Next  of  kin :   Father,  David  A.  Maxwell,  Lockesburg,  Ark. 
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Maxwell,  Jennings  Bkyan,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :   Peoria,  111.,  June  5,  1918. 

Died  :   Tv'aval  hospital.  Naval  Base,  Va.,  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  John  A.  Maxwell,  McLean,  111. 
JiAY.  Frank  Heney,  fireman,  third  class.  United  States  Navy. 

Enlisted  :   Omaha,  Nebr.,  December  8,  1917. 

Died  :   Naval  station,'  Great  Lake.s,  IIU,  January  18,  1918. 

Cause :    Pneumonia,  broncho. 

Next  of  kin :   Patiier,  Joseph  May,  Sturgls,  S.  Dak. 
May,  .Joseph  E-iRi,,  fireman,  second  class,  United  States  Navy. 

Enlisted :    Birmingham,  Ala.,  June  2,  1917. 

Died  :   Xnval  hospital,  Brooklyn,  N.  Y.,  November  22, 1917. 

Cause:   Pneumonia,  lobar. 

Next  of  kin  :   Father,  E.  J.  May,  Riley  Station,  Birmingham,  Ala. 
Mayer.  Frank  Joseph,  baker,  second  class.  United  States  Navy. 

Enlistt  d  :   Cincinnati,  Ohio,  March  31,  1917. 

Died :   U.  S.  S.  OrizaM,  August  17,  1918. 

Cause :  Lost  life  when  depth  charge  exploded  on  vessel. 

Next  of  kin :   Brother,  John  Mayer,  512  Dandridge  Street,  Cincinnati,  Ohio. 
Mayer,  John  Valentine,  landsman  for  machinists'  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :   Buffalo,  N.  Y.,  July  11,  1918. 

Died  :   Naval  hospital.  Great  Lakes,  111.,  October  1, 1918. 

Cause:  Influenza. 

Next  of  kin :  Herman  F.  Mayer,  221  East  Utica  Street,  Buffalo,  N.  Y. 
Mayees,  Edmund,  oiler,  United  States  Navy. 

Enlisted :   New  York,  N.  Y.,  June  30,  1916. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  November  22,  1917. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :   Wife,  Cora  Mayers,  188  Sumner  Avenue,  Brooklyn,  N.  Y. 
Mayes,  Charles  Wesley,  seaman.  United  States  Navy. 

Enlisted :   Houston,  Tex.,  April  11,  1917. 

Died  :  Naval  hospital.  New  York,  N.  Y.,  October  4,  1918. 

Cause :    Broncho-pneumonia. 

Next  of  kin  :   Mother,  Cora  Mayes,  Barker,  Tex. 
Baynard,  Hakhy  Aenel,  seaman,  second  class,  United  States  Navy. 

Enlisted :   Dallas,  Tex.,  April  29,  1917. 

Died :   Naval  Officers  Training  School,  Baltimore,  Md.,  November  1,  1918. 

Cause :   Pneumonia. 

Next  of  kin :    Mother,  Ellen  Maynard,  West  Booth  and  College  Streets, 
Paris,  Tex. 
May'o,  Henry  Carl,  machinist's  mate,  first  class  (A),  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  3,  1917. 

Died:  Red  Cross  Military  Hospital  No.  806,  Malabry,  Paris,  October  31, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Minnie  Mayo,  Rouses  Point,  N.  Y. 
Meachan,  Robert  Webster,  engineman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  August  10,  1917. 

Died :  U.  S.  S.  Lakenioor,  April  11,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin  :  Mother,  Lyda  B.  Meachan,  Blissfield,  Mich. 
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Mead,  Iri,  Edson,  landsman  for  electrician  (R),  United  States  Naval  Keservo 
Force. 

Enlisted :  Detroit,  Mich.,  May  25,  1918. 

Died :  Naval  hospital.  Great  Ijakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin:- Father,  Frank  Mead,  Elberta,  Benzie,  Mich. 
Meadob,  Aaron  Edward,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  April  12,  1918. 

Died :  Naval  station,  Great  Lakes,  111.,  May  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Of  allow  R.  Meador,  Arlington,  Nebr. 
Meagher,  Joseph,  chief  turret  captain,  Fleet  Naval  Reserves. 

Enlisted :  Philadelphia,  Pa.,  June  29,  1917. 

Died:  In  ambulance  on  way  to  hospital,  Philadelphia,  Pa.,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Marcella  B.  Meagher,  2614  South  Rosewood   Streff, 
Philadelphia,  Pa. 
Meau^ey,  Thaddbus,  chief  yeoman.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  9,  1914. 

Died :  St.  Elizabeths  Hospital,  Washington,  D.  C,  December  15,  1917. 

Cause:  Dementia,  paralytica. 

Next  of  kin :  Wife,  Laura  M.  Mealley,  407  Leedon  Street,  Jenkintown,  Pa. 
Means,  Lawrence  Aliceson,  seaman,  second  class.  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  April  24,  1917. 

Died:  Naval  training; camp,  San  Diego,  Calif.,  September  28,  1917. 

Cause :  Meningitis,  cerebrospinal.  ■    - 

Next  of  kin :  -Mother,  Fannie  Means,  box  2338,  Globe,  Ariz.  ; 

Means,   Owen   Gilbert,   seaman,   second   class,  United   States  Naval   Reserve 
Force. 

Enlisted:  Peoria,  111.,  June  17,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918.     ' 

Cduse :  Influenza. 

Next  of  kin :  Mother,  Nellie  Bates  Means,  908  South  Clayton  Street,  Bloom- 
ington.  111. 
Mechaber,  Edward,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Bedford,  Mass.,  May  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Mechaber,  87  Kenyon   Street,  New  Bedford, 
Mass. 

Mechalke,  Joseph  MiTCHEtL,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Buffalo,  N.  Y.,  July  12,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 
Cause:  Influenza. 

Next  of  kin:  Father,  Robert  Louis  Mechalke,  757J  Harper  Street,  Che- 
mung County,  Elmira,  N.  Y. 

Medicis,  Martin  Andrew,  Jr.,  oiler,  United  States  Navy. 
Enlisted :  Galveston,  Tex.,  November  4,  1914. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  July  1,  1917. 
Cause :  Arthritis,  acute. 
Next  of  kin :  Father,  Martin  A.  Medicis,  Opelousas,  La. 
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Medioldia,  Victoe,  mess  attendant,  third  class,  United  States  Navy. 
Enlisted :  Cavite,  P.  I.,  November  7,  1916. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crevif  on  missing  Cyclops. 
Next  of  kin :  Mother,  Teodora  Magdo,  Copez,  P.  I. 
Meech,  John  William,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  December  8,  1917. 
Died  :  Naval  station.  Great  Lakes,  111.,  January  30,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  John  W.  Meech,  Blue  Mound,  Kans. 
Meffoed,  Geoege  Dewey,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Louisville,  Ky.,  July  3,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  9,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Sadie  MefEord,  New  Castle,  Ky. 
ilEiNiG,  Robebt  William,  carpenter's  mate,  second  class.  United  States  Naval 
Reserve  Force. 
EnUsted :  Omaha,  Nebr.,  July  1,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 

NeiT  of  kin:  Father,  Carl.  A.  Meinig,  3604  North  Forty-second   Street, 
Omaha,  Nebr. 
Meistee,  Andeew  Feed,  gunner's  mate,  third  class.  United  States  Navy. 
Enlisted :  Hampton  Roads,  Va.,  September  5,  1916. 
Died :  U.  S.  S.  Michigan,  October  30,  1917. 
Cause :  Member  of  crew  when  vessel  was  lost. 

Next  of  kin :  Mother,  Anna  Klose,  57  Kinney  Street,  Wilkes-Barre,  Pa. 
Meitzleb,  Haeold  Raymond,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Peoria,  111.,  June  4,  1918. 
Died :  Naval  hospital.  Great  Lakes,  September  30,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Paris  Andrew  Meitzler,  Armstrong,  111. 
Melick,  Jay  Russell,  landsman  for  electrician  (R),  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  December  12,  1917. 
Died:  Naval  station,  Great  Lakes,  111.,  February  21,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Tnono  Melick,  131  Hyland  Street,  Ames,  Iowa. 
Mellies,  Claeence  John,  apprentice  seaman.  United  States  Navy. 
Enlisted  :  St.  Louis,  Mo.,  August  5,  1918. 
Died :  Navy  yard,  Mare  Island,  Calif.,  October  23,  1918. 
Cause :  Influenza. 

Next  of  kin  :  Mother,  Lydia  F.  Mellies,  Owensville,  Mo. 
Mellingee,  Oscae  James,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Butte,  Mont.,  November  19,  1914. 
Died :  Naval  prison,  Mare  Island,  Calif.,  October  16,  1917. 
Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Aunt,  Emma  Butler,  1396  East  Market  Street,  Akron,  Ohio. 
Melton,  Rannel,  landsman  for  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 
Enrolled  :  Indianapolis,  Ind.,  July  6,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 
Cause :  Infiuenza. 
Next  of  kin  :  Mother,  Mary  .lane  Melton,  Dixon,  Ky. 
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Melvin,  Feed  Lawbence,  flremaii,  third  class,  United  States  Naval  Heserve  Foice. 

Enrolled :  Indianapolis,  Ind.,  June  17,  1918. 

Died :  Bellevue  hospital,  New  York,  N.  Y.,  October  6, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Emma  Melvin,  E.  K.  3,  box  33,  Wayuestowu,  Ind. 
Mekagh,  William  Francis,  engineman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  April  11,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Aunt,  Mrs.  Mary  Henderson,  198  Hoyt  Street,  Brooklyn,  N.  V. 
Menaed,  Heotoe  Napoleon,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  April  20,  1917. 

Died :  U.  S.  S.  Hancock,  January  10,  1918. 

Cause;  Drowning. 

Next  of  kin:  Mother,  Mrs.  Agnes  Menard,  250  Willow  Street,  Bridgeport, 
Conn. 
Mendelsohn,  Roy  BIilton,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  December  11, 1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Sonia  Mendelsohn,  621  South  Marshfield  Avenue, 
Chicago,  111. 
Mendes,  Jose  Anthony,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  July  29,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Father,  Antonio  S.  Mendes,  139  Laurel  Hill  Avenue,  Provi- 
dence, R.  I. 
Mense,  Ewald,  landsman  for  electrician  (R),  United  States  Naval  Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  May  6,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  15,  1918. 

Cause:  Influenza. 

Next  of  kin ;  Mother,  Catherine  Mense,.  5605  Etzel  Avenue,  St.  Louis,  Mo. 
Mekoado,  IjUcio,  native  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  8,  1913. 

Died  :  Naval  hospital,  Canacao,  P.  I.,  May  14,  1917. 

Cause:  Tuberculosis,  acute. 

Next  of  kin :  Father,  Gaton  Mercado,  Sllan,  Cavite,  P.  I. 

Meecee,  Alfked  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  June  13,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Wife.  Eva  May  Mercer,  Washington  Road,  Washington  Park, 
Baltimore,  Md. 

Mercek,  Emeey,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Navy  rifle  range.  Camp  Logan,  111.,  January  8,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  February  24,  1918. 
Cause :  Scarlet  fever. 
Next  of  kin :  Mother,  Malida  Mercer,  Springport,  Mich. 
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Meecer,  Mahion  Atlee,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  May  28,  1917.     , 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  21,  1918. 
Cause :  Influenza. 

Next  of  kin :  Sister,  Mary  E.  Goodwin,  501  Summit  Avenue,  Westville,  N.  J. 
Mebchant,  Finis  King,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  December  14,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  January  23,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  C.  D.  Merchant,  Ashville,  Ala. 
Meekei.,  Geoege  Oheistian,  machinist's  mate,  first  class.  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  May  27,  1914. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Katherine  Merkel,  258  East  Phillellena  Street,  Phila- 
delphia, Pa. 
Mebkel,  Laweence,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  April  20,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  Member  of  crew  on  missing  Cyclops. 
Next  of  kin :  Morris  Merkel,  1123  Laurens  Street,  Baltimore,  Md. 
Mebeiam,  Roy  Stewart,  coxswain,  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  March  27,  1914. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  Member  of  crew  on  missing  Cyclops. 
Next  of  kin :  Father,  William  A.  Merriam,  Hickman,  Calif. 
Meetens,  Theodore  Ernest,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Cincinnati,  Ohio,  .June  3,  1918. 
Died :  Naval  hospital.  New  Orleans,  La.,  October  5,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Minnie  Mertens,  68  Hanford  Street,  Columbus,  Ohio. 
Mebwin,  John  Jitlian,  landsman  for  electrician   (R),  United  States  Navy. 
Enlisted :  New  Haven,  Conn.,  January  2,  1918. 
Died:  Naval  Radio  School,  Cambridge,  Mass.,  April  10,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  John  Julian  Merwln,  77  Whalley  Avenue,  New  Haven, 
Conn. 
Mekz,  Walter  Edwaed,  seaman.  United  States  Navy. 
Enlisted:  Syracuse,  N.  Y.,  September  8,  1917. 
Died :  U.  S.  S.  Florence  H.,  April  17.  1918. 
Cause :  Explosion  on  board  the  steamship  Florence  H. 
Next  of  kin :  Mother,  Helen  Merz,  921  Highland  Street,  Syracuse,  N.  Y. 
Messang,   John   Peter  Albert,   chief   machinist's  mate.  United   States  Navy. 
Enlisted :  Chicago,  III.,  February  13,  1913. 
Died:  U.  S.  S.  F-1,  December  17,  1917. 
Cause :  Drowned. 

Next  of  kin :  Wife,  Anna  Messang,  2253  North  Hope  Street,  Philadelphia, 
Pa. 
Messenger,  Clarence  Henry,  electrician,  first  class.  United  States  Navy. 
Enlisted:  Denver,  Colo.,  October  14,  1915. 
Died :  Naval  hospital,  Charleston,  S.  C,  October  13,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Wife,  Edna  Messenger,  3837  Howe  Street,  Oakland,  Calif. 
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Messieb,  Ai^honse  Joseph,  hospital  apprentice,   second  class,  United   States 
Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  June  7,  1918. 

Died :  Naval  hospital,  Mass.,  November  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Georglanna  Messier,  45  Kinsley  Street,  Nashua,  N.  H. 
Metoalf,  Fbedeeick  Aethtir,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  30,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  William  Metcalf,  Kimball,  Minn. 
Metcalf,  Habet  Sawyer,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Albany,  N.  Y.,  June  11,  1918. 

Died:  Naval  recruiting  station,  Burlington,  Vt.,  November  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Mabel  E.  Metcalf,  Fort  Covington,  N.  Y. 
Metcalf,  Victob  Shabp,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Richmond,  Va.,  June  27,  1918. 

Died :  Naval  hospital,  naval  base,  "Virginia,  October  3,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:  Mother,  Ruth  Sharp  Metcalf,  University  of  Virginia,  Char- 
lottesville, Va. 
Methvin,  Benjamin  Levi,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  May  7,  1917. 

Died :  Naval  Hospital,  Norfolk,  Va.,  August  1,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lucy  Methvin,  R.  F.  D.  A,  Amerlcus,  6a. 
Mettalstadt,   Clinton   Haeeis,  landsman  for  machinist's  mate    (A),  United 
States  Naval  Reserve  Force. 

Enlisted:  San  Francisco,  Calif.,  June  5,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  7,  1918. 

Cause:  Disease. 

Next  of  kin :  Mother,  Lydia  Annie  Anderson,  913  East  Fourteenth  Street, 
Kansas  City,  Mo. 
Mbtz,  Gbovee  Edwin,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  April  24,  1917. 

Died :  U.  S.  S.  F-1,  December  17,  1917. 

Cause:  Drowning. 

Next  of  kin :  Wife,  Hazel  Metz,  904  Davlsadero   Street,   San  Francisco, 
Calif. 
Mbtz,  Shabon  Emmet,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  9,  1917. 

Died :  U.  S.  S.  Missouri,  July  26,  1918. 

Cause :  Automobile  accident. 

Next  of  kin :  Father,  Thomas  Metz,  1634a,  Texas  Avenue,  St.  Louis,  Mo. 
Metzgee,  Beenaed  Edwabd,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  August  8,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  November  4,  1918. 

Cause:  Multiple  Injuries. 

Next  of  kin :  Mother,  Tena  Metzger,  220  East  Seventy-eighth  Street,  New 
York,  N.  Y.    . 
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Mbteb,  Chestee  Henet,  seaman,  second  class,  United  States  Naval  Eeserve 
Force. 
Enlisted :  St.  Louis,  Mo.,  May  13,  1918. 
Died :  Naval  hospital,  Newport,  E.  I.,  September  20,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Conrad  Henry  Meyer,  2015  Benton  Street,  St.  Louis, 
Mo. 
Meyee,  Heney  Joseph,  hospital  apprentice,  second  class,  United  States  Navy. 
Enlisted :  Jackson,  Miss.,  November  19,  1917. 
Died:  Naval  hospital,  Newport,  R.  I.,  February  19,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ida  L.  Spencer,  3529  Itaska  Avenue,  St.  Louis,  Mo. 
Meyeb,  Howaed  Phillip,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 
Enlisted:  Milwaukee,  Wis.,  May  10,  1918. 
Died:  Naval  hospital,  Chelsea,  Mass.,  September  23,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  George  P.  Meyer,  Kiel,  Wis. 
Meyee,  Maetin,  seaman,   second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  New  London,  Conn.,  May  25,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  October  3,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elsie  Meyer,  Norwich,  Conn. 
Metees,  Aethue,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  June  3,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Louis  Meyers,  434  West  One  hundred  and  twentieth 
Street,  New  York,  N.  Y. 
Meyees,  Louis  "Richaed,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  New  York,  N.  Y.,  May  18,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lena  Manson,  69  Third  Avenue,  Paterson,  N.  J. 
MiANO,  Fbank  Laweence,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 
Enlisted:  Buffalo,  N.  Y.,  June  20,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Lawrence  Miano,  493  Seventh  Street,  Buffalo,  N.  Y. 
Miccio,  Maeie  Elizabeth,  yeoman  (F),  third  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  New  York,  N.  Y.,  September  9,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October,  2,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Vincent  Miccio,  934  Atlantic  Avenue,  Brooklyn,  N.  Y. 
MiCHALEO,  John,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Boston,  Mass.,  March  30,  1917. 
Died :  U.  S.  S.  Jacoh  Jones,  December  6,  1917. 
Cause:  Lost  life  when  vessel  was  toi-pedoed. 
Next  of  kin :  Sister,  Mary  Osizto,  18  Medow  Street,  Adams,  Mass. 
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lliCKELSON,  LotTis,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  June  28,  1918. 

Died :  Naval  hospital,  &reat  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next   of  kin:   Mother,   Sarah   F.   Mickelsom,   1412  North   Seventh   Street, 
Philadelphia,  Pa. 
^IicKUM,  Maktin  Wilem,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  May  1,  1917. 

Died :  Naval  hospital.  League  Island,  March  5,  1918. 

Cause;  Pneumonia. 

Next  of  kin:  Mother,  Rachel  Mickum,  2511  East  Dauphin  Street,  Phila- 
delphia, Pa. 
MiDDi,EKAMP,  Lester  William,  seaman,  second  class,  N.  N.  V. 

Enlisted :  St.  Louis,  Mo.,  August  15,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  January  18,  1918. 

Cause :  Fever. 

Next  of  kin :  Mother,  Mary  Middlekanip,  Warrenton,  Mo. 
MiDDLETON,  Henbt  Boyd,  Seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  April  21,  1917. 

Died :  U.  S.  S.  Nevada,  July  2,  1917. 

Cause:  Jumped  overboard. 

Next  of  kin:  Father,  Isaac  F.  Middleton,  1006  Main  Street,  Fredericks- 
burg, Va. 
MiDGLEY,  Samuel  Eric,  blacksmith,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  December  21,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  21,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Friend,  F.  M.  Sampson,  16  Crystal  Street,  Worcester,  Mass. 
Mihalik,  Henby  Christian,  seaman.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  16,  1917. 

Died:  Steamship  Tyler,  May  2,  3918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed. 

Next   of  kin:   Mother,   Caroline  B.   Mihalik,   1814   Dauphin   Street,   New 
Orleans,  La. 
MiKELS,  James  Herman,  storekeeper,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  2,  1918. 

Died :  Philadelphia,  Pa.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Ruth  Mikels,  95  Broad  Street,  Stroudsburg,  Pa. 
Mikesell,  Dean  Wilbur,  landsman  for  electrician.  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  May  31,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lucy  P.  Mikesell,  R.  R.  2,  Rochester,  Ind. 
Mikesell,  Earl  William,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  May  3,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Charles  H.  Mikesell,  New  Madison,  Olilo. 


Milam,  Cakteb,  phamincist's  iuiite,seconcl  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  8,  1917. 

Died :  U.  S.  S.  Louisville,  September  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Ellw  Milam,  2001  Broadway,  Nashville,  Tenn. 
MiLAYA,  Agkipino,  mess  attendant,  first  class.  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  February  18,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Tarcela  Ogbec,  Pinamalayan,  Mindoro,  P.  I. 
MiuBOUEN,   Irwin   Mykij:,  fireman,  third  class.  United   States  Naval  llescrve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  25,  1T)18. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  David  K.  Milbourn,  El  Dorado,  Kans. 
MrLBXJRN,  Charlie  Hamilton,  .chief  boatswain's  mate,  United  States  Navy. 

Enlisted  :  San  Francisco,  Calif.,  October  2,  1918. 

Died :  Kansas  City,  Mo.,  October  28,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Katherine  McAffee,  2919  Hardesty   Street,  Kansas 
City,  Mo. 
Miles,  Charlie  McKinlet,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  July  10,  1918. 

Died:  Naval  hospital,  Puget  Sound,  Wash.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Brother,  Clarence  C.  Miles,  4351  Prairie  Avenue,  Chicago,  111. 
Miles,  Ira  Wilmer,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  July  22,  1918. 

Died :  Naval  hospital,  navy  base,  Virginia,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Leila  R.  Miles,  Spartan  Heights,  Spartanburg,  S.  C. 
Miles,  John  Henky,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  August  29,  1917. 

Died :  Naval  hospital.  League  Island,  Pa.,  December  22,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Patrick  Miles,  Shortsville,  N.  Y. 
Miles,  Ralph  Thomas,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Johnstown,  Pa.,  December  25,  1917. 

Died :  U.  S.  S.  Raleigh,  April  15,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  Isaac  Miles,  189  Ebensburg  Road,  Johnstown,  Pa. 
Miles,   Virgil  Lee,   engineman,   second   class.   United   States  Naval   Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  August  1,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Martha  Herman,  Prairie  Depot,  Ohio. 
MiLLAGE,  OscAE,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Omaha,  Nebr.,  August  19,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  Silas  Millage,  Pukwana,  S.  Dak. 
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MiLLAN,  Charles  Van  Buben,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 
Enlisted :  Parkersburg,  W.  Va.,  May  10,  1918. 
Died :  Base  Hospital  No.  5,  France,  September  30, 1918. 
Cause :  Pneumonia. 

Next  of  kin:  Mothei-,  Josephine  MUlan,  320  Locust  Street,  Manningtoni 
W.  Va. 
Mttt.ab,  William  Thomas,  fireman,  first  class,  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  November  16,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Jeannette  Millar,  60  West  Avenue,  San  Francisco, 
Calif.  ' 

MiLLEE,  Albert,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Buffalo,  N.  Y.,  July  12,  1918. 
Died :  U.  S.  S.  Mercy,  October  13,  1918. 
Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  John  Miller,  New  Albion,  N.  Y. 
MiLLEE,  Albert  McKinley,  gunner's  mate,  third  class.  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  May  1,  1917. 

Died :  Naval  torpedo  station,  Newport,  B.  I.,  October  19,  1917. 
Cause:  Suicide. 

Next   of  kin:   Father,   William   I.   Miller,   738   Center  Avenue,   Ottumwa, 
Iowa. 
Miller,  Archie  Anderson,  seaman,  second  class,  United  States  Navy. 
Enlisted :  San  Diego,  Calif.,  June  28,  1917. 
Died :  Naval  hospital.  New  York,  N.  Y.,  March  11,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Stepmother,  Mary  R.  Miller,  Lakeside,  Calif. 
iliLLBE,  Arthur  Ratmokd,  chief  commissary  steward,  United  States  Navy. 
Enlisted:  New  York,  N.  Y.,  February  6,  1918. 
Died:  U.  S.  S.  Siboney,  October  18,  1918. 
Cause :  Influenza  complicated  by  pneumonia. 

Next  of  kin  :  Wife,  Bertha  G.  Miller,  2604  South  Camac  Street,  Philadel- 
phia, Pa. 
Mii.lek,  Bayard  Frankli?v-,  seamiui,  second  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  St.  Louis,  Mo.,  May  27,  1918. 

Died:  Naval  training  camp,  Detroit,  Mich.,  October  5,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Margaret  Jones  Miller,  Eldon,  Mo. 
Miller,  Bernhard  Roheet,  boatswain's  mate,  second  class.  United  States  Navy. 
Enlisted:  Houston,  Tex.,  April  18,  1917. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  November  1,  1918. 
Cause :  Cerebrospinal  fever. 
Next  of  kin :  Mother,  Lottie  Miller,  Hondo,  Tex. 
Miller,   Gary  Francis,   hospital   .ipprentice,  first  class.  United   States  Naval 
Reserve  Force. 
Enlisted:  Norfolk,  Va.,  June  18,  1018. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  14,  1918. 
Cause:  Pneumonia. 
Next  of  Idu  :  Father,  Eugene  X.  Miller,  Bridgewater,  Va. 


525 

Miller,  Carl  August,  boiler  maker.  United  States  Navy. 
Enlisted:  San  Francisco,  Calif.,  March  12,  1913. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  Cyclops. 

Next  of  kin :  Sister,  Bertha  J.  Donovan,  213  Fifth  Street,  Santa  Rosa,  'Calif. 
Miller,  Carl  Julius,  coxswain.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  October  28,  1916. 
Died :  Naval  Hospital,  New  York,  N.  Y.,  January  15,  1918. 
Cause:  Hemorrhage,  cerebral. 

Next  of  kin:   Sister,  Hanna  Svendsen,  Villa  Dovra,  Stebeck,   Christiana, 
Norway. 
MrttBR,   Charles  Burke,  fireman,   third  class.  United   States  Naval   lleservo 
Force. 
Enlisted:  Louisville,  Ky.,  July  17,  1918. 
Died :  Naval  Hospital,  Great  Lakes,  111.,  October  1,  1918. 
.  Cause :  Influenza. 
Next  of  kin :  Mother,  Anna  Mary  Miller,  106  Vernon  Street,  Ironton,  Ohio. 
Miller,  Charles  Connforth,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 
Enlisted :  New  London,  Conn.,  June  4,  1918. 
Died:  Naval  Hospital,  New  London;  Conn.,  September  30,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Bell  Miller,  47  Elm  Street,  Waterville,  Me. 
Miller,  Charles  Joseph,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Peoria,  111.,  August  2,  1918. 

Died :  Naval  Hospital,  Hampton  Roads,  Va.,  .October  17,  1918. 
Cause :  Pneumonia. 

Next  of  Mn :  Father,  Charles  Miller,  R.  R.  5,  box  19,  Newton,  111. 
Miller,  Charles  William,   apprentice  seaman.  United  States  Naval  Reserve 
Force. 
Enlisted :  Atlantic  City,  N.  J.,  April  10,"'1917. 
Died :  Philadelphia,  Pa.,  April  2,  1918. 
Cause:  Meningitis. 

Next  of  kin:  Father,  Robert  C.  Miller,  24  North  Delancy  Place,  Atlantic 
City,  N.  J. 
MiLLEE,  Clarence  Edgar,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  December  14,  1917. 
Died :  Norfolk,  Va.,  October  15,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  James  H.  Miller,  R.  R.  3,  box  124A.,  St.  Joseph,  Mo. 
Miller,  Danct  Monroe,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  July  31,  1917. 
Died :  Naval  hospital,  Portsmouth,  Va.,  April  26,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Anna  Burnsed  Miller,  Bunnell,  Fla. 
Miller,  Davidson  Clair,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Cleveland,  Ohio,  June  4,  1917. 
Died :  U.  S.  S.  Texas,  January  16,  1918. 
Cause :  Lost  overboard  at  sea. 
Next  of  kin :  Father,  F.  M.  Miller,  Yeagertown,  Pa. 
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Miller,  Donald  A.,  yeoman,  third  class.  United  States  Naval  Reserve  Force. 
Enlisted :  Camp  Logan,  111.,  December  3,  1917. 
Died:  Navy  rifle  range,  Wakefield,  Mass.,  March  16,  1918. 
Cause:  Diptheria. 

Next  of  kin :  Father,  Newton  E.  MUler,  Athens,  Mich. 
MiLLEB,  Donald  Joseph,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Peoria,  111.,  October  1,  1918. 

Died :  Naval  section,  seaman  apprentice  training  camp,  University  of  Illi- 
nois, Urbana,  111.,  October  12,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mabel  C.  Miller,  Hart  Road,  Vincennes,  lad. 
Miller,  Eael  Louis,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Salt  Lake  City,  Utah,  May  3,  1917. 
Died :  Submarine  base,  San  Pedro,-  Calif.,  October  10,  1917. 
Cause:  Drowned. 

Next  of  kin :  Father,  Julian  Eugene  Miller,  Loup  City,  Nebr. 
Miller,  Earle  Richard,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 
Enlisted :  Omaha,  Nebr.,  June  5,  1918. 
Died :  Naval  hospital,  Nebraska,  October  19,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Henry  F.  Miller,  Logan,  111. 
Miller,  Edwaeb,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Richmond,  Va.,  July  8,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 
tJause :  Pneumonia. 

Next  of  kin :  Father,  Melvin  Miller,  Shell  Creek,  Tenn. 
Miller  Edward  Goar,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Jackson,  Miss.,  December  17,  1917. 
Died  :■  Naval  hospital,  Norfolk,  Va.,  January  14,  1918. 
Cause :  Pleurisy. 

Next  of  kin :  Wife,  Louisa  Miller,  McCool,  Miss. 
Miller,  Elwood  Hubert,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Los  Angeles,  Calif.,  April  22,  1918. 
Died :  Naval  training  camp,  San  Diego,  Calif.,  July  4,  1918. 
Cause :  Pleurisy. 

Next  of  kin :  Father,  Martin  Miller,  R.  R.  B.  box  68,  Reedley,  Calif. 
MiLLEB,  Emet  Rosco,  Seaman,  second  class.  United  States  Navy. 
Enlisted :  Louisville,  Ky.,  January  9,  1918. 
Died:  Naval  hospital,  Philadelphia,  Pa.,  September  3,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Frank  Miller,  R.  F.  D.  No.  1,  Rumsey,  Ky. 
Miller,  Frank  Calvin,  water  tender.  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  December  13,  1917. 
Died :  U.  S.  S.  MoKee,  September  17,  1918. 
Cause :  Drowned. 

Next  of  kin :  Mother,  Flora  Clothier,  111  West  Haley  Street,  Santa  Bar- 
bara, Calif. 
Miller,  Frank  Leslie,  electrician,  first  class  (R),  United  States  Navy. 
Enlisted :  Chicago,  111.,  March  29,  1917. 

Died:  Naval  radio  station,  Marion,  Mass.,  September  12,  1918. 
Cause :  Influenza. 

Next  of  kin  :  Father,  Leslie  D.  Miller,  4625  West  Hermitage  Avenue,  Chi- 
cago, 111. 


527 

.Mii.LEK,  Frank  Lyue,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Peoria,  111.,  August  6,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  Wesley  Miller,  Nauvo,  111. 
Miller,  Frank  Monroe,  landsman  for  musician,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  August  5,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Noah  H.  Miller,  64  Madison  Street,  Westminster,  Md. 
Miller,  Frederick  C,  yeoman,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  June  15,  1917. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  April  1,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Mother,  Sarah  Miller,  1085  Greene  Avenue,  Brooklyn,  N.  Y. 
Miller,  George  Sanders,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  September  17,  1917. 

Died :  U.  S.  S.  President  Grant,  June  15,  1918. 

Cause :  Acute  nephritis. 

Next  of  kin  :  Sister,  Roberta  Fannin,  Detroit,  Mich. 
Miller,  Gordon  Lothian,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Pittsburgh,  Pa.,  May  28,  1918. 

Died :  Naval  hospitaj,  Gulfport,  Miss.,  October  7,  1918. 

Cause :  Influenza,  broncho-pneumonia. 

Next  of  kin :  Wife,  Annetta  Miller,  5317  Broad  Street,  Pittsburgh,  Pa. 
Miller,   Harry  Albert,   machinist's  mate,  second  class.  United   States  Naval 
Reserve  Force. 
-Enlisted:  New  London,  Conn.,  July  30,  1918. 

Died :  New  London,  Conn.,  October  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Rose  Petransky,  184  Arch  Street,  New  Britain,  Conn. 
Muxer,  Harry  Carl,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  July  26,  1916. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Father,  William  J.  Miller,  Novi,  Mich. 
Miller,  Harry  Maurice,  coppersmith,  first  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  December  18,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  13,  1918. 

Cause:  Pleurisy  suppurative. 

Next  of  kin:  Mother,  Catherine  Miller,  Oakland  Beach,  R.  I. 
Miller,  James  Joseph,  boilermaker.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  22,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Sister,  Clara  Miller  Allen,  1214  Sotith  Franklin  Street,  New 
Orleans.  La. 
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MiLLEB,  Jasper  Cliffoed,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted  :  Dallas,  Tex.,  June  15,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Levi  Allen  Miller,  821  Palm  Street,  Abilene,  Tex. 
MiLLEB,  John,  Jr.,  machinist's  mate,  first  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  April  12,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Marie  Miller,  734  East  One-hundred  and  sixty-sixth 
Street,  New  York,  N.  Y. 
Miller,  John  Benjamin,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  July  29,  1918. 

Died :  Naval  hospital.  Great  Lakes,  lU.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Louise  Preston  MiUer,  702  Center  Street,  Bowling. 
Green,  Ky. 
Miller,  John  Henry,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  7,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  23,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Susan  F.  Miller,  222  North  Arch  Street,  Lancaster,  Pa. 
Miller,  John  Kogeks,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  4,  1918. 

Died :  U.  S.  S.  Mercy,  October  10,  1918. 

Cause:  Pneumonia.  , 

Next  of  kin :  Father,  William  R.  Miller,  Belle  Mead,  N.  J. 
Millee,  John  Rtjssel,  electrician,  second  class,  United  States  Navy. 

Enlisted:  Salt  Lake  City,  Utah,  November  21,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.;  October  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Miller,  74  South  Martha  Avenue,  Akron,  Ohio. 
Miller,  Jonathan  Lee,  seaman  (S),  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  December  13,  1917. 

Died :  U.  S.  S.  New  Hampshire,  September  17, 1918. 

Cause:  Drowned. 

Next  of  kin:  Mother,  Phoebe  Miller,  R.  F.  D.  1,  Mauckport,  Ind. 
MiLLEK,  Leo  Floyd,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  June  5,  1918. 

Died :  City  contagious  hospital,  Seattle,  Wash.,  November  8,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Josie  Pittman  Miller,  Spooner,  Minn. 
MiLLEB,  Lemuel  Bland,  jr.,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C,  April  9,  1917. 

Died :  Newport  News,  Va.,  October  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Mamie  C.  Miller,  337  Twenty-seventh  Street,  Newport 
News,  Va. 
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MniER,  Norman  Dweeth,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  April  11,  1917. 

Died :  U.  S.  S.  Solace,  March  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Jennie  Miller,  Box  29,  R.  F.  D.,  Leesville,  S.  C. 
MiLi.EE,  OuvER,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  May  26,  1918. 

Died :  U.  S.  S.  Merman  Frasch,  October  4,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Luannia  Miller,  Big  Clifty,  Ky. 
MiixEE,  Rat  Adam,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  August  7,  1918. 

Died :  Navy  Yard,  Mare  Island,  Calif.,  October  18,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Daniel  W.  Miller,  R.  F.  D.  1,  Box  34,  Gerster,  Mo. 
MrtxEB,  Rat  Eugene,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted:  Louisville,  Ky.,  July  5,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23, 1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Scottia  Miller,  R.  R.  3,  Nicholasville,  Ky. 
MitLEK,  Rat  Record,  landsman  for  yeoman.  United  States  Naval  Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  May  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  Henry  Miller,  route  No.  1,  Morristov^n,  Ind. 
MttLER,  Robert  Lee,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  21,  1918. 

Cause :  Pneumonia,  lobar. 

Nest  of  kin :  Mother,  Amanda  Emma  Miller,  Washington  College,  Tenn. 
MrLLER,  Rot  Ferdinand,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

EnUsted:  St.  Louis,  Mo.,  July  1,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  James  Robert  Miller,  226  West  Spring  Street,  Boon- 
ville.  Mo. 
MnxER,  Samuel,  plumber  and  fitter.  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  May  2,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Ralph  Miller,  139  Starr  Street,  Brooklyn,  N.  Y. 
Miller,  Samuel,  jr.,  chief  quartermaster.  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  March  4,  1918. 

Died :  Naval  air  station.  Bay  Shore,  Long  Island,  N.  Y.,  October  21,  1918. 

Cause ;  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Louise  Miller,  5  Quincy  Place  NE.,  Washington,  D.  C. 
Miller,  Vern,  landsman  for  electrician,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  April  30,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  October  11,  1917. 

Cause:  Pleurisy. 

Next  of  kin :  Sister,  Mrs.  S.  O.  Noyes,  route  2,  Gobleville,  Mich. 
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MiLLEB,  Wabken  J.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  May  13,  1918. 

Died :  Camp  Logan,  111.  (Navy  rifle  range),  October  6, 1918. 

Cause:  Pneumonia. 

Next  of  kin;  Father,  Frank  L.' Miller,  Way'nesvlUe,  Ohio. 
MiLLEB,  Wayne  Jackson,  hospital  apprentice  (second class), United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  June  4,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Sister,  Hazel  Miller,  Biscoe,  N.  C. 
MiLLEB,  William  Feedebick,  plumber  and  fitter,  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  November  28,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Wife,  Anna  H.  Miller,  3140  Reach  Street,  Philadelphia,  Pa. 
MiLLEK,  William  Harrison,  boiler  maker.  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  June  27,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Killed  by  explosion  on  board  ship. 

Next  of  kin :  Father,   James   R.   Miller,  1411  Grandvlew  Avenue,   Ports- 
mouth, Ohio. 
MiLLEE,  William  Reginald,  seaman,  second  class.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif,  December  21,  1917. 

Died:  Naval  training  camp.  Mare  Island,  Calif.,  September  11,  1918. 

Cause:  Knife  wound. 

Next  of  kin  :  Mother,  Mary  E.  Miller,  New  Pine  Creek,  Oreg. 
MnxBE,  Willie  Peael,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Birmingham,  Ala.,  August  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Willie  G.  Miller,  Dorcas,  Okla. 
MiLLiGAN,  Joseph  Richie,  carpenter's  mate,  third  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin:  Father,  Thomas  Milligan,  2036  East  York  Street,  Philadel- 
phia, Pa. 
MiLLiMAN,  Guy  Raymond,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  June  24,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Bertha  Milllman,  265  Ninth  Street,  Troy,  N.  Y. 
MiLLTo,  Chbist,  ship's  cook,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Bridgeport,  Conn.,  August  17,  1917. 

Died :  U.  S.  S.  Shaw,  October  9,  1918. 

Cause :  Lost  life  when  U.  S.  S.  Shaw  collided  with  steamship  Aquitania. 

Next  of  kin :  Wife,  Vacilia  Millio,  Kozane,  Macedonia,  Greece. 
Mlllman,  Raymond  Theodoee,  landsman  for  electrician.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  July  2,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  Millman,  R.  F.  D.  2,  Red  Bud,  111. 
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Mills,   Geobge  Nelson,  molder,  second  class,   United   States  Naval  Reserve 
Force. 

Enlisted:  Portland,  Oreg.,  July  11,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ida  Mills,  521  Rhine  Street,  Portland,  Oreg. 
Milne,  Thomas  Linklatee,  hospital  apprentice,  first  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Detroit,  Mich.,  August  2,  1918. 

Died :  On  leave,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Alice  Hortenze  Milne,  Standish,  Mich. 
Mllnee,  Geokge  Edwaed,  Jr.,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Chicago,  111.,  March  15,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  May  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Margaret  G.  Milner,  Constantine,  Mich. 
MiLNEK.  John  Thomas,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  April  3,  1917. 

Died:  Naval  hospital.  New  York,  N.  T.,  February  11,  1918. 

Cause :  Septicemia. 

Next  of  kin :  Father,  Henry  Milner,  R.  F.  D.  4,  Huntsville,  Ala. 
Milsaps,  Earnest  Madison,  seaman,  scond  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Atlanta,  Ga.,  July  10,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  29,  1918. 

Cause :  Pneumonia,  broncho. 

Xext  of  kin :  Mother,  Orgie  Lane  Milsaps,  Greenback,  Tenn. 
Milton,  Alfeed  Geokge,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  28,  1917. 

Died  :  Naval  training  station.  Great  Lakes,  111.,  August  14,  1917. 

Cause :  Drowned. 

Next  of  kin:  Guardian,  Joseph  Milton,  564  Marshall  Avenue,   St.  Paul, 
Minn. 
MiLTONBEEGEE,  Reed,  fireman,  third  class,  United  States  Navy. 

Enlisted:  San  Pedro,  Calif.,  August  12,  1918. 

Died :     United  States  submarine  base,  San  Pedro,  Calif.,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Wife,  Ruth  Miltonberger,  Pocatello,  Idaho. 
MiNCH,  Louis,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  20,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  Minch,  1935  Oakdale  Street,  Philadelphia,  Pa. 
MiNDEE,  Rat,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted:  Lamar,  Colo.,  May  2,  1917. 

Died :  Receiving  ship,  New  York,  N.  Y.,  March  18,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Sally  Elizabeth  Minder,  Lamar,  Colo. 
MiNKAU,  Chaeles  Joseph,  chief  water  tender.  United  States  Navy. 

Enli.sted:  Philadelphia,  Pa.,  January  12,  1918. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Anna  Minkau,  19  Loomls  Street,  Rochester,  N.  Y." 
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MiNKEE,  Claeence  STANLEY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  3,  1917. 

Died :  Receiving  ship,  New  York,  N.  Y.,  March  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Sarah  Minker,  R.  F.  D.  9,  Salem,  Oreg. 
MrwKLE,  Haeold  Watson,  seaman,  second  class.  United  States  Navy. 
.  Enlisted :  Des  Moines,  Iowa,  May  16,  1917. 

Died:  Naval  training  station.  Cedar  Falls,  Iowa,  December  4,  1917. 

Cause :  Killed  by  train. 

Next  of  kin:  Mother,  Jennie  Minkle,  706  West  First  Street,  Cedar  Falls, 
Iowa. 
MiNNAGH,  WitLiAM  FRANCIS,  fireman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  October  29,  1917. 

Died :  WyckofE  Hospital,  Brooklyn,  N.  Y.,  September  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Delia  Minnagh,  729  Humboldt  Street,  Brooklyn,  N.  Y. 
MiNOE,  Waxtek  Claeence,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  July  23,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Josephine  Minor,  R.  F.  D.  3,  Oskaloosa,  Iowa. 
MrNsTEB,  Gsov-BE,  Seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  30,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Joseph  Minster,  261  Water  Street,  Paterson,  N.  J. 
MiTCHELi.,  Albee  Lewis,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  7,  1917. 

Died :  Receiving  ship,  Norfolk,  Va.,  April  25,  1917. 

Cause :  Spinal  meningitis. 

Next  of  kin :  Mother,  Mary  Mitchell,  Rex,  Ga. 
Mitchell,  Earl  William,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  June  14,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  James  B.  Mitchell,  706  West  State  Street,  Spring- 
field, Ohio. 
Mitchell,  Eugene  Davts,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Lexington,  Ky.,  May  2,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Lost  life  as  result  of  explosion. 

Next  of  kin :  Father,  Samuel  J.  Mitchell,  116  Holmes  Street,  Frankfort,  Ky. 
Mitchell,  Homer  Warner,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  July  22,  1918. 

Died :  U.  S.  S.  Mercy,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Isaac  Thomas  Mitchell,  R.  R.  5,  Bloomington,  111. 
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Mitchell,  Howaed  Fkedekic,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 
Knlisted :  Boston,  Mass.,  June  14,  1918. 

Died :  United  States  Naval  training  camp,  Bumkin  Island,  Mass.,  Septem- 
ber 16,  1918. 
Cause :  Influenza,  bronchial  pneumonia. 

Next  of  kin :  Mother,  Mary  Mitchell,  65  Adella  Avenue,  West  Newton,  Mass. 
Mitchell,  Joseph  Fbeeman,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Montgomery,  Ala.,  July  19, 1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Jula"  A.  Mitchell,  341  Fourth  Street,  Pratt  City,  Ala. 
Mitchell,  Olivek  Charles,  yeoman,  third  class,  United  States  Navy. 
Enlisted :  Albany,  N.  Y.,  April  2,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  May  25, 1917. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nellie  C.  Mitchell,  Elizabethtown,  N.  T. 
Mitchell,  Raymond  Edwaed,  hospital  apprentice,  second  class,  United  States 
Navy. 
Enlisted:  New  Haven,  Conn.,  September  24,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  December  21,'  1917. 
Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Elizabeth  Carrie  Mitchell,  104  School  Street,  West 
Hartford,  Conn. 
Mitchell,  Robert  Geoege,  chief  yeoman.  United  States  Naval  Reserve  Force. 
Enlisted :  San  Francisco,  Calif.,  June  11,  1917. 
Died :  San  Francisco,  Calif.,  July  14,  1918. 
Cause:  Drowned. 

Next  of  kin :  Mother,  Florence  Mitchell,  Fairfax,  Calif, 
Mitchell,  William  Jennings  Beyan,  fireman,  third  class.  United  States  Naval 
Reserve  Force. 
Enlisted :  Kansas  City,  Mo.,  July  19,  1918. 
Died :  Na-*al  hospital.  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 

Next  of  kin  :  Father,  Charles  W.  Mitchell,  Fayette,  Mo. 
Mitchell,  William  Walter,  seaman.  United  States  Naval  Reserve  Force. 
Enlisted :  Kansas  City,  Mo.,  February  8,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  2,  1918. 
Cause :  Influenza. 

Next  of  kin:  Mother,  Katy  Hampton  Mitchell,  R.  F.  D.,  4,  Miltonvale, 
Kans. 
MixTER,  Gordon,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  June  11,  1917. 
Died :  U.  S.  S.  Mercy,  October  20,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Clarence  D.  Mixter,  210  Austin  Street,  Worcester, 
Mass. 
MizE,  Austin,  seaman.  United  States  Navy. 
Enlisted :  Montgomery,  Ala.,  April  16,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 
Next  of  kin  :  Father,  Louis  M.  Mize,  Oclenville,  Ala. 


534 

MoEHL,  Geoboe  Andbbw,  landsman  for  yeoman,  United  States  Naval  Reserv* 
Force. 

BnUsted :  Great  Lakes,  III,  January  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  lU.,  March  28,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  George  W.  Moehl,  Washington,  III. 
MoBLtEB,  Heebebt,  coxswaln.  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  18,  1917. 

Died :  U.  S.  S.  LouisviUe,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Henry  Moeller,  341  Fifty-seventh  Street,  New  York, 

■     N.  Y. 
MoHB,  Feed,  molder,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  July  29,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Ne:yt  of  kin :  Wife,  Helen  Molir,  1101  North  Wood  Street,  Chicago,  III. 
MoHE,  Joseph  Wiixiam,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  December  4,  1917. 

Died :  U.  S.  S.  Saranao,  April  27,  1918. 

Cause:  Fracture. 

Next   of  klri:   Father,   Joseph   Mohr,   1043   Irving  Park   Boulevard,   Chi- 
cago, 111. 
MoHEMANN,  WlixLAM  JoHN  NICHOLAS,  machinist's  mate,  second  class,  United 
States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  27,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  November  9,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  William  F.  Mohrmann,  265  Second  Avenue,  College 
Point,  Long  Island,  N.  Y. 
MoLEENcop,  Eael  WILLIAM,  plumber  and  fitter.  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  February  16,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Passenger  on  missing  Cyclops. 

Next  of  kin:  Mother,  Mandy  Mollencop,  429  Twenty-first  Street,   Salem, 
Oreg. 
MoNAHAN,  Maby  Agnes,  yeomau  (F),  first  class.  United  States  Naval  Reserva 
Force. 

Enlisted :  Boston,  Mass.,  March  12,  1918. 

Died :  First  naval  district,  Boston,  Mass.,  September  5,  1918. 

Cause:  Killed  in  accident. 

Next  of  kin :  Sister,  Catherine  Daly,  24  Center  Street,  Maiden,  Mass. 
MoNiz,  Tony  Albeet,  landsman  for  machinist's  mate  (A),  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  December  7,  1917. 

Died:  Naval  air  station,  San  Diego,  Calif.,  February  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Isabel  Moniz,  R.  F.  D.  2,  Sequin,  Wash. 
Monk,  Robeet  Silas,  chief  pharmacist's  mate.  United  States  Navy. 

Enlisted:  Washington,  D.  C,  October  17,  1914 

Died:  Naval  hospital,  Chelsea,  Mass.,  August  10,  1918. 

Cause:  Poisoning. 

Next  of  kin:   Wife,  Marie  F.  Monk,   631   East  Capital  Street,  Washing- 
ton, D.  C. 
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MoNEOE,  John  Theodore,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Wilmington,  N.  C,  May  7,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  A.  Monroe,  Marion,  S.  0. 
MoNEOE,   T0V7NSEND  Lance,   landsman  for  yeoman.  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  August  8,  1918. 

Died:  Poughskeepsie,  N.  Y.,  October  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Verna  Monroe,  White  Springs,  Fla. 
MoNSON,  David  Christopheb,  fireman,  first  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Minneapolis,  Minn.,  June  3,  1918. 

Died :  Wlllard  Parker  hospital.  New  York,  N.  Y.,  October  6,  1918. 

Cause :  Spinal  Meningitis. 

Next  of  kin :  Mother,  Bertha  Monson,  Granite  FaUs,  Minn. 
MoNTGOMESY,   GoRMLET   JOSEPH,   Seaman,  second  class,  United   States  Naval 
Reserve  Force. 

Enlisted:  Brooklyn,  N.  Y.,  May  4,  1918. 

Died :    U.  S.  S.  Sylvan  Arrow,  September  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Elizabeth  Montgomery,  857  Prospect  Place,  Brook- 
lyn, N.  Y. 
Montgomery,   Hiram   Willis,   fireman,   third   class.   United   States  Navy. 

Enlisted  :  Oklahoma  City,  Okla.,  May  1.5,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next    of    kin:  Mother,    Mary    E.    Montgomery,    Shattuck,    Okla. 
Montgomery,  John  William,  quartermaster,  second  class  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  April  3,  1918. 

Died :    U.  S.  S.  Shaw,  October  9,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  Robert  Montgomery,  Natick,  Mass. 
MoNTiEL,   Alfonso,   mess   attendant,   second   class.   United   States  Navy. 

Enlisted :  Cavite,  P.  I.,  May  29,  1914. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin:  Mother,   Hermongena   Maestro,   Romblou,   Caplz,  P.   I. 
Montmorency,  John  Victor,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  17,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Paul  Montmorency,  15  Walnut  Street,  Detroit, 
Mich. 
Montorfano,  Louis,  seaman.  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  March  27,  1917. 

Died:  U.S.  S.  Alabama,  August  1,  1918. 

Cause :  Acute  cholangitis. 

Next   of   kin:  Father,    Paul    Montorfano,    523   Highpoint   Avenue,    West 
Hoboken,  N.  J. 
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Moody,  John  Kenneth,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  June  18,  1918. 

Died :  Navy  Yard,  Mare  Island,  Calif.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Herbert  Lyle  Moody,  Redding,  Calif. 
MooK,  Obeib  Claie,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Houston,  Tex.,  June  5,  1917. 

Died :  U.  S.  S.  Utah,  October  25,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Father,  O.  O.  Mook,  747  Seventh  Street,  Port  Arthur,  Tex. 
Moon,  Albeet  Tilton,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  June  3,  1918. 

Died :  Naval  training  station,  San  Francisco,  Calif.,  August  9,  1918. 

Cause:  Meningitis,  cerebral. 

Next  of  kin :   Mother,  Bessie  Case  Moon,  2575  Thirty-first  Avenue,   San 
Francisco,  Calif. 
MooNET,  Cheistophee,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  March  22,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  April  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Julia  Mooney,  146  Spruce  Street,  Paterson,  N.  J. 
MooNET,  RoBEET  Emmett,  Seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Richmond,  Va.,  June  29,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin ;  Father,  John  G.  Mooney,  Flatwoods,  Va. 
MooEE,  Chaeles  Albeet,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  November  12,  1917. 

Died :  Naval  hospital.  Key  West,  Fla.,  October  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Willma  Duncan,  Days  Creek,  Oreg. 
MooEB,  Chaeois  Richaed,  water  tender.  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  April  14,  1916. 

Died :  U.  S.  S.  Wm.  Rockefeller,  May  18,  191S. 

Cause:  Killed  when. ship  was  torpedoed. 

Next  of  kin :  Father,  George  Moore,  Somerset,  Pa. 
MooEE,  Claeence  Staee,  quartermaster,  fij^t  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Puget  Sound,  Wash.,  May  26,  1917. 

Died :  U.  S.  submarine  chaser  No.  311,  July  17,  1918. 

Cause:  Lost  at  sea. 

Next  of  kin :  Mother,  May  H.  Lewis,  3823  Alki  Avenue,  Seattle,  Wash. 
MooKE,  David  Beooks,  quartermaster,  second  class   (A),  United  States  Nava, 
Reserve  Force. 

Enlisted :  San  Diego,  Calif.,  August  9,  1918. 

Died:  Naval  training  station,  San  Diego,  Calif.,  November  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  E.  Moore,  3421  Woolman  Avenue    San  Dieso 
Calif.  *  ' 


537 

MooKE,  Frank  Hugh,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  May  29,  1918. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lelia  Moore  Simmons,  Gilmore,  Ark. 
MooEE,  Glen  Almanan,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Syracuse,  N.  Y.,  May  1,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Gertrude  Moore,  Minoa,  N.  Y. 
MooKE,  Hakky  Joseph,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  July  2,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,   Maude  Eleanor  Brockie,  2047  Brandywine  Street, 
Philadelphia,  Pa. 
MooBE,  Ibving  T.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  April  14,  1917. 

Died :  Headquarters,  Newport,  R.  I.,  December  19,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Jessie  I.  Moore,  1829  East  First  Street,  Duluth,  Minn. 
Moore,  James  Beenabd,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  October  26,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Nephew,  John  A.  Moore,  Pocomoke  City,  Md. 
Moore,  Jeremiah,  hospital  apprentice,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind.,  July  10,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  30, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  Moore,   Lyons,  Ind. 
MooBE,  Lawrence  Henry,  flreman,  first  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  October  22,  1913. 

Died :  Naval  station.  Key  West,  Fla.,  July  21,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  James  Alfred  Moore,  R.  F.  D.  6,  Tyler,  Tex. 
MooBE,  Lee  BLirTcHABD,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted:  Oshkosh,  Wis.,  February  8,  1918. 

Died :  Naval  station.  Great  Lakes,  111.,  May  17,  1918. 

Cause :  Measles. 

Next  of  kin :  Father,  William  Henry  Moore,  Galloway,  Wis. 
MooBE,  Leslie  Alcott,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  April  19,  1918. 

Died :  U.  S.  S.  Nebraslca,  September  25,  1918. 

Cause :  Spanish  influenza. 

Next  of  kin :  Wife,  Bessie  Amelia  Moore,  84  River  Street,  Mattapan,  Mass. 
MOoBE,  Marshall,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  3,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  March  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  Moore,  Webster  Grove,  Mo. 
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Moore,  Roscoe  Chester,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  July  10,  1918. 

Died :  Naval  hospital.  Great  Lakes,  III.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Morris  Emery  Moore,  Osborne,  Kans. 
MooEE,  Russell  Robinson,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  13,  1917. 

Died :  Receiving  ship,  Washington,  D.  C,  October  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  B.  Moore,  101  Blast  Sixth  Street,  Wilmington, 
Del. 
MooBE,  Sidney  Hill,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  May  9,  1918. 

Died :  Navy  Base  Hospital  No.  5,  November  5,  1918. 

Cause:  Erysipelas. 

Next  of  kin:  Father,  Prank  Arthur  Moore,  Americus,  Kans. 
MooEE,  Stanley  Mathews,  seaman.  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  October  27,  1915. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  May  27,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  Jesse  B.  Moore,  post-office  box  21,  Cincinnati,  Ohio. 
MooEE,  Stevcaet  Maek,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Jackson,  MisS).,  July  20,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 
•  Next  of  kin :  Mother,  Fannie  Moore  Pugh,  Wildsville,  La. 
MooEE,  William  Chaeles,  machinLst's  mate,  second  class   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  December  24,  1917. 

Died :  Naval  air  station,  Miami,  Fla.,  October  18,  1918. 

Cause:  Lobar  pneumonia. 

Next  of-  kin :  Father,  Michael  Moore,  804  Classon  Avenue,  Brooklyn,  N.  Y. 
MooEE,  William  Heney,  chief  yeoman.  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  November  24,  1917. 

Died :  New  York,  N.  Y.,  October  22,  1918. 

Cause :  Acute  indigestion. 

Next  of  kin :  Father,  William  Henry  Moore,   sr.,  151  West  Ninety-sixth 
Street,  New  York,  N.»Y. 
MooEE,  Wineielu  Hekbeet,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Houston,  Tex.,  Nov.  16,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Perry  Moore,  Barker,  Tex. 
MooEES,  Hebman  Geay,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  July  6,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops.  ' 

Next  of  kin :  Mother,  Lillian  Moores,  Muir,  Ky. 


539 

MooEHEAD,  Thomas  Joseph,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  May  4,  1918. 

Died :  Naval  hospital,  Ne\vport,  R.  I.,  September  26,  1918. 

Cause :   Pneumonia,   lobar. 

Next  of  kin  :  Father,  James  Moorhead,  22  Court  Street,  Newtonville,  Mass. 
MooKMAN,  Lew  Kulboukn,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  June  18,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause :  Pneumonia. 

Next    of    kin :    Mother,    Frances    Elizabeth    Moorman,    114    South    Creek 
Street,  Dewey,  Okla. 
MooTz,  Eugene  William,  seaman,  United  States  Navy. 

Enliisted :  Buffalo,  N.  Y.,  November  13,  1915. 

Died  :  U.  S.  A.  C.  T.  Tioonderogu,  September  30,  1918. 

Cause :  Lost  life  a\  hen  vessel  was  torpedoed. 

Next  of  kin:   Father,  Adam  Joseph  Mootz,  620  William  Street,  Buffalo, 
N.  Y. 
MoBAN,  Albert  Feancis,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Des  Moines,  Iowa,  May  -15,  1918. 

Died :  Naval  hospital.  New  York,  N.  T.,  November  5,  1918. 

Cause :  Steam  burns. 

Next  of  kin :  Mother,  Catherine  Morau,  R.  R.  1,  Onslow,  Iowa. 
MoEAN,   Edward  Bartholomew,  seaman,  second  class.    United    States    Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  June  24,  1918. 

Died :  Naval  training  camp,  Hinghara,  Mass.,  October  3,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin  :  Father,  Michael  James  Moran,  Brattleboro,  Vt. 
MoBAN,  .Taiees  Watkiss,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  11,  1917. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  Fetffuary  15,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ella  Moran,  Una,  Tenn. 
MoEAN,  John  Thomas,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  May  23,  1917. 

Died :  Steamship  Aotaeon,  November  25,  1917. 

Cause :  Killed  when  vessel  was  torpedoed. 

Next  of  kin :  Aunt,  Margaret  Moran,  245  Graiiston  Street,  Providence,  R.  I. 
MoEAN,   Theodore  Edward,  seaman,   second  class,  United  States  Naval  Re- 
serve B'orce. 

Enlisted :  Peoria,  111.,  June  11,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  29,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:   Father,  Mark  Francis  Moran,  754  East  Cantrell   Street, 
Decatur,  111. 
MoEAN  Thomas  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  July  20,  1917. 

Died :  U.  S.  S.  Solace,  Base  No.  2,  March  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Hanora  Moran,  249  Fifth  Street,-  Jersey  City,  N.  J. 
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MoRBACH,  Feed,  shipfitter,  first  class,  United  States  Navy. 
Enlisted :  Newark,  N.  J.,  July  14,  1917. 
Died :  U.  S.  S.  Leonidas,  October  23,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Henry  N.  Morbach,  351  North  Sixth  Street,  Newark, 
N.  J. 
MoBENcy,  Omeb,  fireman,  first  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Boston,  Mass.,  May  28,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  18,  1918. 
Cause:  Inftuenza. 

Next  of  kin :  Father,  Ferdinand  Morency,  Salem,  Mass. 
MoEESCo,   William   Michael,   landsman   for   machinist's  mate.   United   States 
Naval  Reserve  Force. 
Enlisted :  New  York,'  N.  Y.,  July  16,  1918. 
Died :  Naval  hospital,  Charleston,  S.  C,  September  27,  1918. 
Cause :  Lobar  pneumonia. 

Next  of  kin :  Wife,  Carrie  A.  Moreseo,  570  Neptune  Avenue,  Brooklyn,  N.  Y. 
Moegan,  Claekson  Mooeb,  chief  machinist's  mate.  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  August  12,  1914. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 
Cause:  Hemorrhage. 

Next  of  kin:  Mother,  Elmira  Morgan,  Harrison ville,  N.  J. 
Morgan,  Edwaed,  fireman,  third  class,  United  States  Navy. 
Enlisted :  El  Paso,  Tex.,  July  3,  1917. 
Died :  Receiving  ship,'  Norfolk,  Va.,  March  14,  1918. 
Cause:  Suicide. 

Next  of  kin :  Mother,  Constance  Morgan,  6  North  Street,  Portland,  Oreg. 
Morgan,  Edwaed  Scott,  Jr.,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Baltimore,  Md.,  July  9,  1917. 
Died :  Navy  coUier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Edward  Scott  Morgan,  sr.,  1364  Columbia  Road  NW., 
Washington,  D.  C. 
Morgan,  Eugene  John,  yeoman,  second  class,  United  States  Navy. 
Enlisted:  Cleveland,  Ohio,  February  14,  1916. 
Died :  U.  S.  S.  Jaco6  Jones,  December  6,  1917. 
Cause:  Killed  in  action. 

Nex;t  of  kin :  Brother,  Frank  J.  Morgan,  Jacksonville,  Fla. 
MoRGil*,-  James,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Portland,  Oreg.,  December  10,  1917. 
Died :  Naval  station.  Mare  Island,  Calif.,  February  2,  1918. 
Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Lulu  Morgan,  Harrisburg,  Oreg. 
Morgan,  Jefferson  Davis,  ship's  cook,  first  class,  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  March  14,  1916. 
Died :  Marine  Hospital,  Baltimore,  Md.,  October  3,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Sister,  Carrie  Jennings,  809  Fifth  Avenue,  Boyles,  Ala. 
Morgan,  Moses  Leonard,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Montgomery,  Ala.,  April  30,  1917. 
Died :  U.  S.  S.  Louisiana,  June  1,  1918. 
Cause:  Accidentally  killed. 
Next  of  kin :  Father,  Len  Morgan,  Gulf  Point,  Fla. 
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MoEGAN,  Myeon,  coxswain,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  June  30,  1917. 

Died:  Naval  aviation,  foreign  service.  Army  base  liospital,  Talence,  Bor- 
deaux, France,  July  23,  1918. 

Cause :  Chloroform  poisoning  while  undergoing  operation. 

Next  of  kin :  Father,  Abraham  Morgan,  Independence,  Me. 
MoKGENSTEKN,  Chakles  Otto,  coxswaiu.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  7,  1915. 

Died :  U.  S.  S.  New  York,  February  16,  1918. 

Cause :  Lost  overboard. 

Next    of   kin:    Mother,    Magdalena    Wise,    Maple    Creek,    Saskatchewan, 
Canada. 

MoKONG,  John  Arthur,  seaman,  first  class.  United  States  Navy. 
Enlisted :  Boston,  Mass.,  March  19,  1917. 
Died:  Naval  hospital.  New  York,  N.  Y.,  November  11,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mae  Dudley,  36  Monument  Square,  Charlestown,  Mass. 
Mokehj:.,  George  Henry,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted:  Marblehead,  Alass.,  March  19,  1917. 
Died :  Brooklyn,  N.  Y.,  October  19,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Hattie  S.  Morrill,  41  Crossman  Avenue,  Beach  BlufC, 
Mass. 
MoEEis,  Alfred,  wardroom  steward.  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  December  18,  1917. 
Died :  Philadelphia,  Pa.,  November  3,  1918. 
Cause :  Poison. 

Next  to  kin :  Wife,  Bellar  Morris,  1433  South  Twenty-second  Street,  Phila- 
delphia, Pa. 
Morris,  Albert  Sidney,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  July  20,  1917. 
Died :  U.  S.  S.  Salem,  September  29,  1918. 
Cause :  Drowned. 

Next  of  kin :  Sister,  Sally  Jones,  415  North  Taylor  Street,  Gainesville,  Tex. 
MoBRis,  Charley,  Jr.,  mess  attendant,  third  class.  United  States  Naval  Reserve 
Force. 
Enlisted :  Meridian,  Miss.,  June  4,  1918. 
Died :  Naval  air  station,  Pauillac,  France,  September  24,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Charley  Morris,  sr.,  319  Muscadine  Street,  Greenville, 
Miss. 
Morris,  Charles  Odeey,  shipwright.  United  States  Navy. 
Enlisted :  Little  Rock,  Ark.,  April  25,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  June  12,  1918. 
Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  George  W.  Morris,  1121  Emerson  Avenue,  Farrell,  Pa. 
Morris,  Earl  Leslie,  coxswain.  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  January  9,  1918. 
Died :  U.  S.  S.  Rijnland,  September  3,  1918. 
Cause :  Falling  Into  hold  of  vessel. 
Next  of  kin :  Father,  Jonah  Leslie  Morris,  R.  B.  1,  St.  Joseph,  Mo. 
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Morris,  Frank  Munneklyn,  apprentice  seaman,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  December  18,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  February  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  M.  B.  Morris,  Eagle  Hill,  N.  Mex. 
Morris,  Lundy  Piatt,  fireman,  third  class.  United  States  Navy. 

EnUsted :  Atlanta,  Ga.,  October  11,  1916. 

Died :  U.  S.  S.  Louisiana,  June  8,  1917. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Anna  Morris  Overby,  119  Auburn  Avenue,  Atlanta, 
Ga. 
Morris,  Milton  Palmer,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mith.,  July  22,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Minnie  Elizabeth  Morris,  221  Baldwin  Avenue,  De- 
troit, Mich. 
Morris,  Norman,  seaman,  second  clas.'?,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  January  10,  1918. 

Died :  U.  S.  S.  Mercy,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lizzie  Courtney  Morris,  Lessley,  Miss. 
MoREis,  Wendall  Ney,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  March  12,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  April  15,  1917. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Mary  Morris,  general  delivery,  Rhone,  Tex. 
Moekison,  Dave,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Little  Rock,  Ark.,  June  29,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  W.  W.  Morrison,  R.  F.  D.  1,  Malvern,  Ark. 
Morrison,  Elmer  Lbavitt,   apprentice  seaman.   United   States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  October  1,  1918. 

Died :  Naval  unit,  University  of  Kansas,  October  22,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Henrietta  C.  Morrison,  R.  F.  D.  2,  Culver,  Kans. 
Morbissette,  Walter,  ship's  cook,  first  class.  United  States  Navy. 

Enlisted :    San  Francisco,  Calif.,  December  20,  1915. 

Died :   U.  S.  S.  .7aco6  Jones,  December  6,  1917. 

Cause :   Multiple  injuries. 

Next  of  kin :    Jlother,  Carrie  Jlorrissette,  808  East  Twenty-ninth  Avenue, 
Council  Bluffs,  Iowa. 

Morrow,  Aunee  Rush,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 
Enlisted:   Birmingham,  Ala.,  April  8,  3918. 
Died :   Naval  hospital,  Chelsea,  Mass.,  September  23,  1918. 
Cause :   Influenza. 
Next  to  kin :  Wife,  Em.  P.  Morrow,  Eutaw,  Ala. 
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MoRBow,  GiJiNM  Morton,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enlisted :   Kansas  City,  Mo.,  May  7,  1918. 
Died :   Camp  Logan,  lU.,  October  1,  1918. 
Cause :    Broncho-pneumonia. 
Next  of  kin:   Father,  James  C.  Morrow,  614  North  Ninth  Street,  Neodesha, 

Kans. 

Morrow,  Haelet  Edg-m:,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:   Meridian,  Miss.,  July  ]0,  1918. 
Died;  Naval  hospital.  New  Orleans,  La.,  October  14,  1918. 
Cause :   Influenza. 

Next  of  kin  :   Father,  Tom  Morrow,  Hazlehurst,  Miss. 
MoESE,  Aethlte  AVilson,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Boston,  Mass.,  December  13, 1917. 
Died  :  U.  S.  S.  Mount  Vernon,  September  5, 1918. 
Cause :   Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Nellie  Morse,  16  Chase  Avenue,  Manchester,  N.  H. 
MoETL,  Otto  Vincent,  apprentice  seaman,  United  States  Navy. 
Enlisted  :   Peoria,  111.,  June  7,  1918. 

Died  :  Naval  hospital,  Chelsea,  Mass.,  September  29,  1918. 
Cause :    Influenza. 

Next  of  kin :   Father,  Martin  Mortl,  320  North  Hamilton  Street,  Lincoln,  111. 
MoETON,  Oren  Edwaed,  apprentice  seaman.  United  States  Navy. 
Enlisted :   Los  Angeles,  Calif.,  July  10,  1917. 

Die"d  :  Naval  training  station,  San  Francisco,  Calif.,  September  7,  1938. 
Cause :    Obstruction,  acute  Intestinal. 
Next  of  kin  :   Mother,  Leota  Wilson,  Bishop,  Calif. 
MosES,  Eenest  Own,  mess  attendant,  third  class.  United  States  Navy. 
Enlisted  :   Philadelphia,  Pa.,  May  8,  1917. 
Died :   Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :    Father,  Isaiah  Moses,  sr.,  109  Chestnut  Street,  Darlington, 
S.  C. 
MosES,  Robert  Netl,  seaman,  second  class,  United  States  Navy. 
Enlisted :   Cleveland,  Ohio,  June  4,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  August  15,  1918. 
Cause :   Pneumonia. 

Next  of  kin :  Father,  J.  H.  Moses,  85  Penrose  Avenue,  Cleveland,  Ohio. 
Moss,  Gilbeet  Cochran,  quartermaster,  second  class.  United  States  Naval  Re- 
serve Force. 
Enlisted :  Chicago,  111.,  January  30,  1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  August  25,  1918. 
Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  M.  E.  Moss,  4835  Wlnthrop  Avenue,  Chicago,  111. 
Moss,  John  Howard,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Albany,  N.  Y.,  January  14,  1918. 
Died :  Brest,  France,  June  18,  1918. 
Cause :  Drowning. 
Next  of  kin :  Mother,  Charlotte  Moss  Dene,  40  Ten  Broeck  Street,  Scotia,  N.  Y. 
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MosTERio,  Vincent,  machinist's  mate,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Orleans,  La.,  May  25,  1917. 

Died :  U.  S.  S.  Annapolis,  November  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Annie  Bonds  Mosterio,  Bell  Street,  New  Orleans,  La. 
MoTHEKSBAUGH,  Bekt,  fireman,  second  class.  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  December  28,  1917. 

Died :  Naval  station,  Mare  Island,  Calif.,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Oscar  Mothersbaugh,  Syracuse,  N.  Y. 
MoTT,  LeRot  Allen,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  August  7,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  Sept.  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ella  Johnston,  R.  P.  D.  1,  Oneida,  N.  Y. 
Motjtner,  Henry,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted  :  Brooklyn,  N.  Y.,  August  6,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.',  October  3,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Sophie  Moutner,  307  East  Eighty-fifth  Street,  New 
York,  N.  Y. 
MoYEU,  Franklin  Paul,  landsman  for  machinist's  mate    (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  July  18,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Christian  P.  Moyer,  205  State  Street,  Elkhart,  Ind. 
Moter,  Henry  Allen,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  BufEalo,  N.  Y.,  June  17,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :   Father,   Frank  Colton   Moyer,   301  Ravine  Avenue,   Roch- 
ester, N.  Y. 
MoYEE,  Wayne  Washington,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  April  11,  1918. 

Died :  Naval  hospital.  New  York,  N.  Y.,  October  6,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Brother,  George  E.  Moyer,  Colmar,  Pa. 
MozADA,  Valentine  Bacusmo,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  November  7,  1917. 

Died :  Naval  hospital.  Fort  Lyon,  Colo.,  October  28,  1918. 

Cause :  Tuberculosis. 

Next  of  kin  :  Mother,  Magdeline  Mozada,  San  Rosi  Street,  Career,  P.  I. 
Mueller,  Arthur  Fred,  seaman,  second  class.  United   States  Naval  Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  June  4,  1918. 

Died :  Naval  hospital,  Portsmouth,  Va.,  November  2,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Alfred  Mueller,  Beemer,  Nebr. 
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MuBXLEB,  George  William,  apprentice  seaman,  United  States  Naval  Reserve 

Force. 
Enlisted :  Philadelphia,  Pa.,  June  13,  1918. 
Died :  Naval  hospital.  Cape  May,  N.  J.,  October  4,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Anna  Myers  Mueller,  39  North  First  Street,  Meriden, 

Conn. 
Muff  AT,  Paul  Gabl,  landsman  for  machinist's  mate  (A),  United  States  Naval 

Reserve  Force. 
Enlisted :  Detroit,  Mich.,  May  31,  1918. 
Died  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 
Cause :  Influenza. 
Next  of  kin  :  Mother,  Mrs.  Paul  E.  Muffat,  610  Brooklyn  Avenue,  Detroit, 

Mich. 
Mum,   George  William,   seaman   second   class.  United   States  Naval  Reserve 

Force. 
Enlisted:  Tacoma,  Wash.,  May  25,  1918. 
Died :  Naval  Training  Camp,  Seattle,  Wash.,  October  6,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Muir,  R.  F.  D.  1,  box  275,  South  Tacoma,  Wash. 
MuiK,  Joseph  Hall  Allison,  seaman,  first  class.  United  States  Naval  Reserve 

Force. 
Enlisted :  Baltimore,  Md.,  February  22,  1917. 
Died :  Steamship  Kansas  City,  September  5,  1917. 
Cause:  Drowned. 

Next  of  kin :  J.  A.  Muir,  26  Merrymount  Road,  Roland  Park,  Baltimore,  Md. 
Mu-lcaht,  John  Michael,  fireman,  first  class.  United  States  Navy. 
Enlisted:  New  York,  N.  Y.,  December  18,  1915. 
Died:  Receiving  ship,  Washington,  D.  C,  December  12,  1917. 
Cause:  Dementia  paralytica. 
Next   of  Mn:   Wife,   Margaret  Veronica   Mulcahy,   2607  South  Chadwick 

Street,  Philadelphia,  Pa. 
Mullan,  Jesse,  fireman,  third  class,  United  States  Navy. 
EnUsted :  Dallas,  Tex.,  April  19,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  May  23,  1917. 
Cause:  Fever. 

Next  of  kin :  Brother,  Eugene  Mullan,  Forrest,  Tex. 
MuLLANE,  Abthue  Fkancis,  fireman,  first  class.  United  States  Navy. 
Enlisted :  Newark,  N.  J.  February  19,  1917. 
Died :  U.  S.  S.  Comfort,  September  27,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Mrs.  Gertrude  Toohey,  postofliee  box  278,  Haskell, 

N.  J. 
Mullen,  James  Conkad,  water  tender,  United  States  Navy. 
EnUsted :  U.  S.  S.  Jenkins,  December  2,  1917. 
Died :  U.  S.  S.  Jenkins,  July  23,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Cousin,  Mary  A.  Waley,  402  Thirteenth  Street,  Brooklyn,  N.  Y. 
Mullen,  Leo  David,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  June  5,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin :  Mother,  Frances  J.  Mullen,  110  Berkeley  Place,  Brooklyn,  N.  Y. 
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Mullen,  Obe  Dyer,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  21, 1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Josephine  Mullen,  Hazel,  Okla. 
Mulligan,  John  Bethel,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  14, 1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  June  2, 1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Evan  B.  MuUican,  Baird,  Tex. 
MuLLiN,  Thomas  A.,  chief  storekeeper.  United  States  Naval  Beserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  18,  1917. 

Died :  Naval  Hospital,  Brooklyn,  N.  Y.,  November  2, 1918. 

Cause :  Arsenic  poisoning. 

Next  of  kin :  Mother,  Mary  MuUin,  273  WyckofE  Street,  Brooklyn,  N.  Y. 
MuLLiN,  Thomas  Fbancis,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  June  5, 1918. 

Died :  Naval  air  station,  Rockaway  Beach,  Long  Island,  October  29,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin:  Sister,  Josephine  MuUin,  441  Forty-sixth  Street,  Brooklyn, 
N.  Y. 
MuLLiNS,  Charles  Hurley,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  27,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  W.  E.  MuUlns,  Ottumvca,  Iowa. 
MuxLiNs,  iPETER,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  June  4,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  MuUins,  96  Canonicus  Street,  Fall  River,  Mass. 
MuMM,  Har^'et',  fireman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  February  8,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  In  action  with  enemy  submarine. 

Next  of  kin :  Father,  Christopher  O.  Mumm,  Leesburg,  Tex. 
MuNCBY,  Ulysses  Jefferson,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  July  31,  1918. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  October  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Samuel  Wamon  Muncey,  Jonesville,  Va. 
MuNDY,  Chester  Irving,  seaman,  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  March  2,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edward  Mundy,  South  DansvlUe,  N.  Y. 
MuNN,  Thomas  Henry,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Columbia,  S.  C,  July  19,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Martha  J.  Munn,  R.  1,  Lamar,  S.  C. 
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MUNSON,  Andrew,  miichinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  June  2,  1917. 

Died:  U.  S.  S.  San  Diego,  July  18,  1918." 

Cause:  Killed  when  vessel  was  sunk. 

Next  of  kin:  JIdtlier,  Kama  Munson,  446  Marie  Aveniie,  St.  Paul,  Minn, 
MuRPHEEY,  Charles  HuiH,  ship  fitter,  first  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  Fehruary  5,  1917. 

Died  :  U.  S.  S.  Louisville.  September  24,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  W.  E.  Murphrey,  801  West  Walker  Street,  Denison, 

Tex. 
MUEPHY,  Bruce  Darwin,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Little  Rock,  Ark.,  May  1,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  April  12,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin:  Father,  James  D.  Murphy,  209  Henry  Street,  Hot  Springs, 

Ark. 
MuBPHY,  Clarence  Richard,  chief  quartermaster   (A),  United  States  Naval 

Reserve  Force. 
Enlisted :  Milwaukee,  Wis.,  August  22,  1918. 
Died:  Dunwoody  Naval  Training  Schools,  Minneapolis,  Minn.,  October  10, 

1918. 
Cause:  Influenza. 
Next  of  kin :  Wife,  Eugenia  W.  Murphy,  1030  South  Monroe  Street,  Green 

Bay,  Wis. 
Mtjwht,  Cuthbebt  Charles,  yeoman,  first  class.  United  States  Naval  Reserve 

Force. 
Enlisted :  New  York,  N.  Y.,  February  11,  1918. 
Died :  Richmond  Hill,  N.  Y.,  October  17,  1918. 
Cause :  Influenza. 
Next  of  kin:  Father.  John  M.  Murphy,  11] 5  Spruce  Street,  Richmond  Hill, 

N.  Y. 
MuRPHT,  Edmund  Charle.s,  fireman,  third  class,  T'nited  .States  Naval  Reserve 

Force. 
Enlisted :  New  York,  N.  Y.,  March  5,  1918. 
Died:  New  York,  N.  Y.,  Marine  Hospital,  October  16,  1918. 
Cause :  Lobar  pneumonia. 

Next  of  kin :   Sister,  Pauline  Murphy,  84  Taylor  Street,  Brooklyn,  N.  Y. 
MuEPHT,  Frank  Joseph,  water  tender  Uriited  States  Navy. 
Enlisted  :  Puget  Sound,  Wash.,  November  11,  1915. 
Died :  Naval  ho.spital.  Fort  Lyoi^  Colo.,  July  17,  1918. 
Cause :  Disease. 

Next  of  kin  :  Wife,  Lillian  Murphy,  3105  Arctic  Street,  San  Diego,  Calif. 
MtTRPHT,  George,  seaman,  second  class.  United  States  Naval  Reserve  Force, 
Enlisted :  Machias,  Me.,  March  18,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  30,  1918. 
Cause :  Influenza. 

Next  of  kin :  Guardian,  Garnet  Woolsley  Murphy,  Lubec,  Me. 
MuKPHT,  George  Austin,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Cincinnati,  Ohio,  June  15,  1917. 

Died:  Military  hospital,  Halifax,  Nova  Scotia,  January  20,  1918. 
Cause:  Pneumonia. 
Nest  of  kin :  Sister,  Alice  Coleman,  32  Sidney  Street,  Lowell,  Mass. 
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MuEPHY,  Henry  Edwakd,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Peoria,  111.,  November  28,  1917. 
Died :  Naval  hospital,  League  Island,  Pa.,  December  24,  1917. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Tobin,  Addison,  N.  Y. 
MuBPHY,  John,  storekeeper,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  February  15,  1918. 
Died :  Naval  hospital,  New  York,  N.  Y.,  April  12,  1918. 
Cause:  Diphtheria. 

Next  of  ki;i :  Wife,  Henrietta  E.  Murphy,  2371  Kemper  Lane,  Cincinnati, 
Ohio. 
MuBPHY,  John  Edwakd,  chief  boatswain's  mate.  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  February  27,  1915. 
Died :  Naval  recruiting  station,  Syracuse,  N.  Y.,  October  15,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Wife,  Carolyne  Murphy,  1231  Wolf  Street,  Philadelphia,  Pa. 
Mtjephy,  John  Feancis,  fireman,  second  class.  United  States  Navy. 
Enlisted:  Boston,  Mass.,  June  7,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  12,  1918. 
Cause:  Influenza. 

Next  of  kin :  Brother,  Joseph  Morris  Murphy,  130  Dorchester  Street,  South 
Boston,  Mass.  ■  ' 

Muephy,  John  Joseph,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Boston,  Mass.,  May  31,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  26,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Murphy,  34  Bradley  Street,  Dorchester,  Mass. 
Muephy,  John  Ray,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Morehead  City,  N.  C,  June  1,  1918. 
Died :  Naval  hospital,  Naval  Base,  Va.,  October  4,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Eugenia  Murphy,  Beaufort,  N.  C. 
Mtjephy,  Joseeh  Patrick,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  April  3,  1917. 
Died :  U.  S.  S.  Jacoh  Jones,  December  6,  1917. 
Cause :  Multiple  injuries. 

Next  of  kin :  Mother,  Mary  Murphy,  4  WaU  Street,  Charlestown,  Mass.      ' 
Muephy,  Leo  Boyd,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  May  9,  1917. 
Died :  U.  S.  S.  George  Washington,  December  17,  1917. 
Cause:  Washed  overboard. 

Next  of  kin :  Father,  Daniel  B.  Murphy,  Oreville,  Calif. 
MtJEPHY,  Maetin  James,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Providence,  R.  I.,  July  20,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  18,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Winifred  Murphy,  19  Rill  Street,  Providence,  R.  I. 
Muephy,  Michael  Vincent,  pharmacist's  mate,  third  class.  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  August  11,  1913. 
Died :  Naval  station,  Mare  Island,  Calif.,  January  29,  1918. 
Cause:  S.vpliilis. 
Next  of  kin :  Brother,  J.  P.  Murphy,  322  East  Street,  New  York,  N.  Y. 
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MxntPHY,  Rot  Roderick,  pharmacist's  mate,  first  class,  United  States  Navy. 
Enlisted :  Cincinnati,  Oliio,  February  10,  1916. 
Died :  U.  S.  S.  Nolcomis,  May  25,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  William  D.  Murphy,  1723  Oak  Street,  Columbus,  Ohio. 
MUEPHY,  Simon  Thomas,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Rockford,  111.,  July  9,  1917. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
"Cause:  Killed  in  action. 

Next  of  kin :  Brother,  Joseph  Murphy,  422  Forest  Avenue,  Rockford,  111. 
MuEPHY,  William:  Henkt,  electrician,  third  class    (G),  United   States  Naval 
Reserve  Force. 
Enlisted :  Great  Lakes,  111.,  July  22,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  27,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Georgiana  Thompson  Murphy,  2822  Lowe  Avenue, 
Chicago,  111. 
MuHRAT,  Charles  Francis,  seaman.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  May  21,  1918. 
Died :  Naval  hospital.  Key  West,  Fla.,  October  14,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Delia  Hastings,  478  Cherry  Street,  New  York,  N.  Y. 
Mtteeay,  Evans  Elliot,  mess  attendant,  third  class.  United  States  Naval  Re- 
serve Force. 
Enlisted :  Washington,  D.  C,  June  14,  1918. 
Died :  Naval  hospital,  Washington,  D.  C,  July  18,  1918. 
Cause:  Disease. 

Next  of  kin:  Mother,  Rosle  Murray,  243  Tenth   Street  SE.,  Washington, 
D.C. 
MuEBAY,  Joseph  Fbancis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Newark,  N.  J.,  May  4,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mary  Veronica  Murray,  709  Fourth  Street,  Plainfleld, 
N.J. 
MuBBAY,  Stephen  Axphonse,  electrician,  third  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  August  6,  1917. 
Died :  U.  S.  S.  Nevada,  October  21,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Annastasia  Murray,  401  Manhattan  Avenue,  New 
York,  N.  Y. 
MuHEAY,  Thomas  Rufus,  baker,  second  class.  United  States  Navy. 
Enlisted :  Providence,  R.  I.,  August  12,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  28,  1918. 
Cause :  Pneumonia,  lobar. 

Nexi  of  kin  :  Mother,  Mary  Murray,  rear  125  Oak  Street,  Taunton,  Mass. 
Muebay,  William,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 
Enlisted :  Raleigh,  N.  C,  May  30,  1918. 
Died :  Receiving  ship,  New  York,  N.  Y.,  July  18,  1918. 
Cause:  Drowning. 
Next  of  kin  :  Father,  John  G.  Murray,  MooresvlUe,  N.  C. 
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MuBBY,  John  Joseph,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  San  Francisco,  Calif.,  May  12,  1917. 
Died :  San  Diego,  Calif.,  December  18,  1917. 
Cause:  Acute  appendicitis. 

Next  of  kin :  Father,  John  Jarvis  Murry,  Menlo  Park,  Calif. 
Muse,  Chables  Joseph,  chief  yeoman,  United  States  Navy. 
Enlisted :  Little  Rock,  Ark.,  May  17,  1917. 
Died :  Naval  hospital,  Nev^port,  R.  I.,  September  29,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin :  Father,  C.  W.  Muse,  De  Soto,  Mo. 
MusiCK,  Edgar  Nathaniel,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Atlanta,  Ga.,  April  29,  1917. 
Died :  U.  S.  S.  Kentucky,  April  25,  1918. 
Cause:  Drowning. 

Next  of  kin :  Mother,  Laura  Musick,  5111  Third  Street,  Columbus,  Ga. 
Musket,  Haeley  Paul,  electrician,  third  class,  United  States  Navy. 
Enlisted:  St.  Louis,  Mo.,  January  19,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  April  9,  1918. 
Cause :  Inflammation  of  joints. 

Next  of  kin :  Wife,  Ester  Musket,  6321  Spencer  Place,  St.  Louis,  Mo. 
MussEN,  Roy  Dewey,  seaman,  second  class,  N.  N.  V. 
Enlisted :  Detroit,  Mich.,  April  9,  1917. 
Died :  U.  S.  S.  Von  Steuben,  April  2,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  Harry  P.  Mussen,  836  Seyborn  avenue,  Detroit,  Mich. 
Mutebspaugh,  Lee,  fireman,  first  class.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  December  8,  1917. 
Died :  Naval  station.  New  York,  N.  Y.,  February  23,  1918. 
Cause:  Poison,  heroin,  acute. 

Next  of  kin :  Mother,  Melica  Mustersriaut;h,  331  Entendence  Street,  Pensa- 
cola,  Fla. 
MuTTY,  Louis  Peteb,  quartermaster  (chief)   (A),  United  States  Naval  Reserve 
Force. 
Enlisted:  Seattle,  Wash.,  July  12,  1917. 
Died :  Naval  air  station,  Miami,  Fla.,  July  9,  1918. 
Cause:  Seaplane  accident. 

Next  of  kin  :  Father,  Peter  Mutty,  508  Lincoln  Street.  Port  Townsend,  Wash. 
Hyees,  Elmeb  Medeaeis,  hospital  apprentice,  first  class.  United  States  Navy. 
Enlisted:  Cincinnati,  Ohio,  April  15,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Harry  Myers,  225  Warren  Street,  Dayton,  Ohio. 
Myebs,  Ebnest  Cloyd,  boatswain's  mate,  first  class,  United  States  Navy. 
Enlisted:  Cleveland,  Ohio,  January  25,  1915. 
Died :  Steamship  Florence  H.,  April  17,  1918. 
Cause :  Explosion  on  board  vessel. 

Next  of  kin :  Brother,  Floyd  Myers,  R.  F.  D.  4,  Bellevue,  Ohio. 
Mtees,  Geoveb  William,  gunner's  mate,  first  class,  United  States  Navy. 
Enlisted :  Cavite,  P.  I.,  April  20,  1917. 
Died :  Naval  hospital,  Canacao,  P.  I.,  May  16,  1917. 
Cause :  Internal  hemorrhage. 
Next  of  kin :  Wife,  Mary  L.  Myers,  Italy,  Tex. 
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Myers,  Haeky  Cuktis,  apprentice  seaman,  United  States  Naval  Eeserve  Force. 
Enlisted :  Philadelplila,  Pa.,  July  15,  1918. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  3,  1918. 
Cause:  Influenza. 

Next  of  kin :  Wife,  Ursula  Myers,  corner  First  and  Pine  Streets,  Port  Car- 
bon, Pa. 

Myers,  Jesse,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Parkersburg,  W.  Va.,  July  8,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Alma  Myers,  Blue,  W.  Va. 
Myeks,  Juxrus,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Mihvaukee,  Wis.,  June  24,  1918. 

Died :  Camp  Logan,  111.,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Myers,  Route  5,  Rice  Lake,  Wis. 
Myeks,  Lee,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  December  14,  1917. 

Died :  Navy  rifle  range,  Camp  Logan,  111.,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Alice  Myers,  Crystal  Springs,  Miss. 
Myers,  Melvin  Tinsman,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  3,  1918. 

Died :  Naval  hospital,  liSague  Island,  Pa.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Anna  Myers,  Paloma,  111. 
Myers,  Roy  Austin,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  November  21,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  March  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Clara  Myers,  Wheatfield,  Ind. 
Myeks,  Thomas  Peakee,  mess  attendant,  third  class.  United  States  Naval  Re- 
serve Force. 

Enlisted:  Baltimore,  Md.,  May  22,  1918. 

Died :  Navy  Base  Hospital  No.  5,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Mrs.  Sarah  Myers,  Tov^son,  Md. 
Myers,  Thomas  Wai.ter,  carpenter's  mate,  first  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  17,  1916. 

Died:  Naval  training  station,  naval  operating  base,  Hampton  Roads,  Va., 
August  5,  1918. 

Cause:  Aneurysm. 

Next  of  kin :  Father,  William  H.  Myers,  Cumberland,  Md. 
Myers,  Walter  Clay,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Oklahoma  City,  Okla.,  June  3,  1918. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  July  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nina  Myers,  Choctaw,  Okla. 
Myers,  William  Eablb,  seaman.  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  April  13,  1917. 

Died :  U.  S.  S.  Seattle,  March  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  George  F.  Myers,  11  Dixon  Street,  West  Plalnes,  Mo. 
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Myhkb,  Ernest  Olivee,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  13,  1917. 

Died :  Naval  station,  San  Francisco,  Calif.,  July  27,  1918. 

Cause:  Purpura  hemorrhagica. 

Next  of  kin :  Mother,  Ogot  Myhre,  Valley  City,  N.  Dak. 
Mtli,  HiKAM  Ivan  Oklando,  landsman  for  machinist's  mate,  United  States 
Naval  Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  June  21,  1918. 

Died :  Dunwoody  Naval  Training  School,  Minneapolis,  Minn.,  October  7, 
1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lena  Myli,  1421  Fifth  Avenue,  South  Fargo,  N.  Dak. 
Myteo,  Daniel  Felton,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  January  19,  1917. 

Died:  U.  S.  S.  Minnesota,  June  18,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Fred  Mytro,  215  Miles  Avenue,  Syracuse,  N.  Y. 
Nachtmann,  Joseph  John,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Magdalene  Walish  Nachtmann,  1028   Sixth   Street, 
Oshkosh,  Wis. 
Nagle,  William   Dennis,   fireman,   first  class.   United   States   Naval   Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  April  7, 1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  5,  1918. 

Cause:  Enteritis  (acute). 

Next  of  kin :  Father,  Dennis  Nagle,  7  Extension  Street,  Newport,  R.  I. 
Nanscawen,  Reginald  Howard,  chief  yeoman,  United  States  Naval   Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  April  28,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  April  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Lloyd  Nanscawen,  Grimes,  Calif. 
Napiee,  John  Calvin,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  June  14,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Nancy  Napier,  Hazard,  Ky. 
Napoleon,  Eli  James,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  June  4,  1918. 

Died :  Naval  hospital,  naval  base,  Norfolk,  Va.,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Alice  Napoleon,  574  Rockaway  Avenue,  Brooklyn,  N.  Y. 
Nash,  Johnnie  Olan,  seaman,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  6,  1917. 

D:ed :  Naval  hospital,  Norfolk,  Va.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Susan  Nash,  Buena  Vista,  Independence  County,  Greg. 
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Nash,  Robebt  Joseph,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  September  11,  1917. 

Died :  U.  S.  S.  Beaufort,  August  9,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  James  P.  Nash,  Edge  Hill,  Pa. 
Nation,  Fred  Blackshaw,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  20,  1917. 

Died :  U.  S.  S.  Oklahoma,  October  31,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Father,  Albert  Nation,  Appleton  City,  Mo. 
Naughtin,  Thomas  John,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  June  12,  1917. 

Died :  U.  S.  S.  Ticonderoga,  June  23,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed  and  sunk. 

Next  of  kin :  Father,  Thomas  J.  Naughtin,  box  703,  Wilmington,  N.  C. 
Neal,  George  Lkstek,  seaman  second  class,  United  States  Navy. 

Enlisted  :  Des  Moines,  Iowa,  July  13,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Dora  Neal,  route  9,  Knoxville,  Iowa. 
Neai,  Howabd  Bottene,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  1,  19fe. 

Died :  U.  S.  S.  Bridge  April  5,  1918. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Mrs.  Emily  Neal,  237  Decatur  Street,  Brooklyn,  N.  Y. 
Neale,  Aethuk  William,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  London,  Conn.,  April  6,  1917. 

Died :  Submarine  base.  New  London,  Conn.,  July  28,  1917. 

Cause:  Drowning. 

Next  of  kin:  Grandfather,   Joseph  B.   Neale,   342   Williams   Street,   New 
London,  Conn. 
Neale,  Geokge  Cameron,  fireman,  second  class.  United  States' Navy. 

Enlisted:  Sacramento,  Calif.,  May  14,  1917. 

Died:  Naval  hospital,  Pearl  Harbor,  Hawaii,  January  31,  1918. 

Cause:  Anthrax. 

Next  of  kin :  Brother,  Stuart  A.  Neale,  2530  X  Street,  Sacramento,  Calif. 
Nee,  John,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  First  naval  district,  Boston  (Mass.)  Navy  Yard,  December  11, 
1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  25,  1918. 

Cause :  Measles,  lobar  pneumonia,  and  pleurisy  suppurative. 

Next  of  kin :  Brother,  Dudley  Nee,  Florence  Street,  Somerville,  Mass. 
Nee,  Martin  Joseph,  chief  machinist's  mate.  United  States  Navy. 

Enlisted :  Receiving  ship,  Norfolk,  Va.,  December  16,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Wife,  Katie  N.  Nee,  83  Hawthorne  Avenue,  Norfolk,  Va. 
Need,  Curtis,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  July  1,  1918. 

Died :  U.  S.  S.  Mercy,  October  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Wife,  Mrs.  Jessie  Need,  R.  R.  5,  Brazil,  Ind. 
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Needham,  Jerome  Massee,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 
Enrolled :  Atlanta,  Ga.,  December  10,  1917. 
Died :  Naval  hospital,  New  London,  Conn.,  October  9,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Ludie  Blasingame  Massee,  Marshallville,  Ga. 
Neel,  Fkank  Gaenett,  boiler  maker.  United  States  Naval  Reserve  Force. 
Enrolled :  Los  Angeles,  Calif.,  June  3,  1918. 
Died:  Mare  Island,  Calif.,  October  18,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Fanny  Jak  Neel,  434-D  Victor  Street,  Los  Angeles, 
Calif. 
Neeley,  Lester  McManus,  landsman  for  electrician  (G),  United  States  Naval 
Reserve  Force. 
Enrolled :  Omaha,  Nebr.,  June  6,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 
Caue:  Labor  pneumonia. 

Next  of  kin :  Wife,  Vern  Neeley,  Nebraska  City,  Nebr. 
Nbgley,  Guy  Peeey,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Seattle,  Wash.,  November  12,  1917. 
Died :  U.  S.  S.  Pittsburgh^Octoher  28,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:   Mother,   Mary   L.   Negley,   115  North   Tenth   Street,    ililes 
City,  Mont. 
Neigee,  John  Heeman,  yeoman,  third  class,  United  States  Navy. 
Enlisted :  Portland,  Greg.,  December  5,  1917. 
Died :  Naval  hospital.  League  Island,  Pa.,  October  7,  1918. 
Cause:  Influenza. 

Next  of  kin:  Father,  Henry  Neiger,  R.  F.  D.  1,  Box  54,  Salem,  Oreg. 
Neigg,  Feank  Nici-ioi,as,-  fireman,  third  class.  United  States  Navy. 
Enlisted :  Mi-nneapolis,  Minn.,  May  5,  1917. 
Died :  Receiving  ship,  Boston,  Mass.,  November  5,  1917. 
Cause :  Killed  by  train : 

Next  of  kin :  Mother,  Mary  Neigg,  Wabasha,  Minn. 
Neill,  Robert  James,  fireman,  third  class,  United  States  Naval  Reserve  Force, 
Enrolled:  Des  Moines,  Iowa,  June  22,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  13,  1918. 
Cause:  Influenza. 

Next  of  kin :  Moth^-,  Margaret  Neill,  406  North  Twelfth  Street,  Keokuk, 
Lee  County,  Iowa. 
Nelson,  Adolph  Christian,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Boston,  Mass.,  April  25,  1917. 
Died :  Naval  hospital.  New  York,  N.  Y.,  January  19,  1918. 
Cause:  Valvular  disease. 
Next  of  kin:  Father,  Bernard  Nelson,  box  9,  Northboro,  Mass. 

Nelson,  Charles  Edward,  chief  machinist's  mate,  United  States  Naval  Reserre 
Force. 
Enrolled :  New  York,  N.  Y.,  November  14,  1917. 
Died :  U.  S.  submarine  chaser  No.  193,  July  8,  1918. 
Cause :  Drowned. 
Next  of  kin :  Father,  Peter  Nelson,  466  Prospect  Place,  Brooklyn,  N.  Y. 
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Nelson,  Clakence  Arthur,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  March  29,  1917. 

Died :  Naval  Aeronautic  Detachment  No.  1,  March  20,  1918. 

Cause:  Falling  of  airplane. 

Next  of  kin :  Father,  James  Nelson,  Crosby,  Minn. 
Nelson,  Clabence  King,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Salt  Lake  City,  Utah,  June  4,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Harriet  Nelson,  Richfield,  Utah. 
Nelson,  Cleon  Albert,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  November  27,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Mother,  Emma  Nelson,  1709  Delaware  Street,  Mason  City, 
Iowa. 

Nelson,  Frans  Albert,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  3,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  km :  Father,  Charles  Victor  Nelson,  R.  F.  D.  1,  box  101-A,  Long- 
mont,  Colo. 
Nelson,  Henry  Mortian,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Bremerton,  Wash.,  September  21,  1915. 

Died :  Naval  hospital,  Charleston,  S.  C,  February  4,  1918. 

Cause :  Septicemia. 

Next  of  kin :  Father,  Mr.  Nels  Markuson,  Alvarado,  Minn. 
Nelson,  Howard  Oliver,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  January  3,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  February  17,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Cora  Bell  Nelson,  Clay  Center,  Kans. 
Nelson,  John,  quartermaster,  third  class  (A),  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  13,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  April  26,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Brother,  Frank  Nelson,  2927  Bridgeport  Street,  East  Spokane, 
Wash. 
Nelson,  Norman  Roy,  coxswain.  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  April  5,  1917. 

Died:  U.  S.  S.  Comfort,  October  4,  1918. 

Cause:  Influenza. 

Next   of   kin:  Father,    Thomas    M.    Nelson,    1419   North   Tripp   Avenne, 
Chicago,  111. 
Nelson,  Oscae  Wilhelm,  flreman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Cincinnati,  Ohio,  June  3,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Nelson,  R.  F.  D.  4,  Brainerd,  Minn. 
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Nelson,  Petek  Moekis,  musician,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  January  27,  1915. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Foster  father.  Christian  Nelson,  Halstad,  Minn. 
Nelson,  Waltek,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  June  12,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  Nelson,  Boyd,  Wis. 
Neseth,  John,  landsman  for  machinist's  mate.  United  States  Naval  Reserve 
Force. 

Enrolled:  Minneapolis,  Minn.,  June  24,  1918. 

Died:  Dunwoody  Naval  Training  School,  Minneapolis,  Minn.,  October  2,. 
1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Clara  Neseth,  3148  Fifteenth  Avenue  South,  Minne- 
apolis, Minn. 
Ness,  Sblmeb  Melvin,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  December  12,  1916. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  13,  1917. 

Cause:  Pleurisy,  supperative. 

Next  of  kin :  Father,  Frank  Ness,  Rushmore,  Minn. 
Nettles,  Willie  Jutson,  coxswain,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  July  20,  1917. 

Died :  U.  S.  S.  Cyclops,  February  10,  1918. 

Cause:  Lost  overboard. 

Next  of  kin:  Sister,  Mrs.  H.  L.  Overman,  731  Cooke  Street,  Portsmouth,. 
Va. 
Neueet,  Kael  Heney,  electrician,  first  class.  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  April  9,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Lost  life  wheu  vessel  was  torpedoed. 

Next  of  kin :  Father,  J.  M.  Neuert,  213  Second  Street,  Columbus,  Ind. 
Neuhaus,  Geobde,  chief  machinist's  mate,  United  States  Navy. 

EnUsted :  Mare  Island,  Calif.,  April  1,  1912. 

Died :  U.  S.  S.  Pittsburgh,  October  14,  1918. 

Cause :  Broncho-pneumonla. 

Next  of  kin :  Sister,  Mrs.  Anna  Gelhause,  702  JefEerson  Avenue,  Elizabeth, 
N.  J. 
Neumeieb,  Josp.ph,  chief  water  tender.  United  States  Navy. 

Enlisted :  San  PraLcisco,  Calif.,  February  21,  1916. 

Died :  While  on  leave,  Menominee,  Mich.,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Wife,  Ruby  L.  Neumeier,  760  East  Davis  Street,  Portland, 
Oreg.  ^ 

Netjeohb,  Otto  Peank,  seaman,  second  cUtss,  Unite  1   States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  4,  1918. 

Died:  Naval  hospital,  Portsmouth,  Va.,  September  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Carrie  Neurohr,  Perkins,  Mlc)«. 
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iS'EviLLE,  John  James,  carpenter's  mate,  second  class  (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  May  27,  1918. 

Died :  Receiving  ship,  Ptiiladelphia,  Pa.,  September  21,  1918. 

Cause:  Pneumonia,  broncl-.o. 

Next  of  kin  :  Mother,  Mrs.  Mary  Neville,  Pine  City,  Minn. 
New,  Robeet  Robison,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  23,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  liln :  Father,  Cannie  Swain  New,  Dublin,  Ga. 

Newfang,  Hakky  Thomas,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  May  6,  1918. 

Died  :  Naval  hospital,  naval  base,  Virginia,  October  4, 1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Cora  Newfang,  Cohocton,  N.  Y. 
Newlin,  Waltee,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  June  1,  1918. 

Died:  Naval  hospital,  Gieat  Lakes,  111.,  September  24,  1918. 

Cause  :-Iafiuenza.  - 

Next  of  kin :  Father,  Simon  Newlin,  Georgetown,  111. 
Newman,  Albebt  Henry,  landsman  musician.  United   States  Naval  Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.,  Jure  1, 1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza.  ^ 

Next  of  kin :  Father,  Willam  H.  Newman,  La  Harpe,  Kans. 
Newman,  Edwaed  William,  ship's  cook,  fourth  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  June  19,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause.:  Pneumonia,  broncho. 

Next  of  kin:  Wife,  Anna  Mary  Newman,  6447   Sangamon   Street,  Chi- 
cago, 111. 
T^ewman,  Fkedeeick  Aemand,  machinist's  mate,  first  class  (A),  United  States 
Nflvy. 

Enlisted :  Buffalo,  N.  Y.,  December  15,  1917. 

Died:  Naval  air  statio.n,  Rockaway  Beach,  Long  Island,  N.  Y.,  August 
30,  1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Mrs.  Anna  Newman,  381  Elk  Street,  Buffalo,  N.  Y. 
Newman,  Haeky  Hawley,  landsman  machinist's  mate.  United  States  Naval 
Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  June  24,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Myrtle  Newman,  Welch,  Okla. 
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Newman,  Thomas  JIaiicklla,  iipprentice  seiimau,  United  StHtes  Niival   Rcsorvrf 
Force. 
Enrolled :  New  Orleans,  I^a.,  February  14,  1918. 

Died:  U.  S.  S.  Nahma,  March  18,  1918. 
Cause :  Drowned. 

Next   of   kin:  Father,    William   Newman,   2228   Berling   Street,    Ni-w   Or- 
leans, La. 
Newsom,  John  Robert,  boiler  maker.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  October  25,  1913. 

Died :  U.  S.  S.  Mercy,  October  2,  1918. 

Cause :  Pneumoijia,  lobar. 

Next  of  kin  :  Father,  Mr.  L.  Brown  Newsom,  Mesqulte,  Tex. 
Newton,  Bert  Alexander,  seaman,  second  class,  National  Naval  Volunteers. 

Enrolled :  Miami,  Fla.,  April  30,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  missing  Cyclops. 

Next  of  kin :  Mrs.  EfBe  Walker,  Halcyon  Dale,  6a. 
Newton,  Farley  Lincoln,  landsman  for  electrician  (R),  United  States  Naval 
jReserve  Force. 

Enrolled :  Des  Moines,  Iowa,  May  10,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  15,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Rachel  Rogers  Newton,  Dawson,  Iowa. 
Newton,  Walter  Wiloughby,  water  tender,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  April  2,  1918. 

Died :  U.  S.  S.  Solace,  November  3,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  f  annie  Newton,  R.  F.  D.  2,  box  28-a,  Richmond,  Va. 
NiCHODEMUs,  CoNBAD  RoLLO,  Seaman,  second  class.  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  April  17,  1917. 

Died :  Naval  hospital,  New  York,  N.  T.,  April  16,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Mother,  Nellie  Nichodemus,  910  Fourteenth  Avenue,  Seattle, 
Wash. 
Nichols,  Francis  Henry,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  May  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5, 1918. 

Cause:  Influenza. 

Next  of  kin :  Stepfather,  Thos.  Kaln  Russel,  R.  D.  1,  Russel,  Pa. 
Nichols,  Obed  Loughridge,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Columbia,  S.  C,  June  14,  1918. 

Died :  U.  S.  S.  Montauk,  August  21,  1918. 

Cause :  Missing  after  foundering  of  U.  S.  S.  Montauk. 

Next  of  kin :  Mother,  Mattie  Nichols,  Blackstock,  S.  O. 
Nichols,  Ralph,  ship's  cook,  second  class.  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  May  26,  1917. 

Died :  Receiving  ship,  Puget  Sound,  Wash.,  August  8,  1918. 

Cause:  Taking  poison. 

Next  of  kin :  Wife,  Joycelyn  Nichols,  1709  F  Street,  BelUngham,  Wash. 
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Nichols,    Shepley,   quartermaster,   first   class.   United    States   Naval   Reserve 
Force. 
Enrolled :  New  Bedford,  Mass.,  March  23,  1917. 
Died :  Submarine  chaser  No.  S25,  August  21,  1918. 
Cause :  Lost  at  sea. 

Next  of  kin :  Father,  Rev.  H.  P.  Nichols,  18  West  One  hundred  and  twenty- 
second  Street,  New  York,  N.  Y. 
Nicholson,  Haery  Ambkose,  chief  storekeeper,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  February  20,  1911. 
Died :  U.  S.  S.  Pittsburgh,  October  16,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  John  W.  Nicholson,  Edlnburg,  Ind. 
Nicholson,  William  Ashfokd,  ship's  cook,  fourth  class,  United  States  Navy. 
Enlisted :  El  Paso,  Tex.,  August  12,  1917. 
Died :  U.  S.  S.  Brooklyn,  April  15,  1918. 
Cause :  Smallpox. 

Next  of  kin :  Sister,  Ada  Webb,  Perrin,  Tex. 
Nickels,  Leslie  Ewing,  electrician  (R),  United  States  Naval  Reserve  Force. 
Enrolled:  St.  Louis,  Mo.,. February  19,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Litia  Nickels,  Laguey,  Mo. 
NiCKLAS,  Bebnabd  EGBERT,  Seaman,  second  class.  United  States  Navy. 
Enlisted:  New  Orleans,  La.,  May  17,  1918. 
Died :  U.  S.  S.  Nevada,  October  22,  1918. 
Cause:  Bronchial  pneumonia. 

Next  of  kin :  Father,  Joseph  Wilson  Nicklas,  LlUie,  La. 
NiCKUM,  Martin  Wilen,  seam^an,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled:  Philadelphia,  Pa.,  May  1,  1917. 
Died :  Naval  hospital.  League  Island,  Pa.,  March  5,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,  Rachel  Nlckum,  2511  East  Dauphin   Street,  Phila- 
delphia, Pa. 
Nicole,  Joseph  Onesiphare  Napoleon,  chief  electrician,  United  States  Navy. 
Enlisted :  Norfolk,  Va.,  April  7,  1916. 
Died :  U.  S.  S.  New  Sampshire,  April  25,  1918. 
Cause:  Operation. 

Next  of  kin :  Wife,  Mrs.  Emma  Marie  Nicole,  65  Falmouth  Street,  Lowell, 
Mass. 
Nielsen,  Jens  Petek  Geonne,  fireman,  third  class.  United  States  Navy. 
Enlisted :  Seattle,  Wash.,  April  29,  1918. 
Died :  U.  S.  S.  West  Bridge,  August  15,  1918. 
Cause :  Killed  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Johanne  Marie  Sorensen,  Olstrup  Province,  Lervang 
Jylland,  Denmark. 
NiENBERG,  William  Roman,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 
Enrolled :  Cincinnati,  Ohio,  June  27,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  Joseph  Nlenberg,  Glandorf,  Ohio. 
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NiLssoN,  Stanley  Wilfoed,  landsman  yeoman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  18,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  April  8,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Mother,  Lilly  Nilsson,  3812  Third  Avenue,  Minneapolis,  Minn. 
Nipple,  John,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  11,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  January  16,  1918. 

Cause :  Scarlet  fever. 

Next  of  kin :  Mother,  Anna  Nipple,  Ellsworth,  Wis. 
Noble,  Evebett  Ewing,  chief  quartermaster.  United  States  Naval  Reserve  Force. 

Enrolled :  Puget  Sound,  March  8,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  May  17,  1918. 

Cause:  Obstruction,  acute,  Intestinal. 

Next  of  kin :  Mother,  Isabelle  Ewing  Noble,  Lander,  Wyo. 
Noble,  Eollo  McDonald,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  BufCalo,  N.  Y.,  June  3,  1918. 

Died :  U.  S.  S.  Alahama,  October  16,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin.:  Father,  Walter  Noble,  R.  F.  D.  34,  Pavilion,  N.  Y. 
Noe,  Albert,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  December  1,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  12,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Jane  Noe,  Paint  Lick,  Ky. 
Nor,AN,  Clayton  Eugene,  seaman,  United  States  Navy. 

Enlisted:  Burlington,  Vt.,  June  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Martha  Jane  Nolan,  St.  Johnsbury,  Vt.,  R.  F.  D.  1. 
Nolan,  Herbebt  Joseph,  boatswain's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  November  8,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  U.  S.  A.  C.  T.  Ticonderoga  was  sunk. 

Next  of  kin  :  Father,  Simon  Nolan,  46  South  Broadway,  Lawrence,  Mass. 
Nolan,  James  Albert,  gunner's  mate,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  January  8,  1917. 

Died :  U.  S.  S.  Wainwright,  August  8,  1917. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Aunt,  Mrs.  Fred  Saunders,  302  Pine  Avenue,  Niagara  Falls,  N.  Y. 
Nolan,  John  Richaud,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  30,  1916. 

Died :  U.  S.  S.  New  Hampshire,  August  10,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Thomas  Nolan,  32  Washburn  Street,  South  Boston, 
Mass. 
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Nolan,  Syivestee  Bernard,  fireman,  third  class,  United  States  Navy. 
Enlisted  :  Philiidelpliia,  Pa.,  May  23,  1917. 
Died :  U.  S.  S.  Cherokee,  February  2C,  191S. 
Cause:  Lost  life  when  vessel  foundered. 
Next  of  kin :  Brother,  James  Nolan,  2311  West  Harold  Street,  Philadelphia, 

NoLAND,  Benjamine  Eobekt,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 
Eni-olled :  New  Orleans,  La.,  July  8,  1918. 
Died :  Eipihth  naval  district.  New  Orleans,  La.,  October  7,  1918. 
Cause:  Influenza. 

Next  of  kin  :  Sister,  Laura  Noland,  Lake  Charles,  La. 
NoiJAN.  Ei)WAi!i>  I'ETER,  fireman,  third  class.  United  States  Navy. 
Enlisted  :  Boston,  Mass.,  September  4,  1918. 
Died:  Naval  liospital.  Newport,  R.  I.,  September  23,  1918. 
Cause:  I'neumonia,  lobar. 

Next  of  kin :  Father,  Philip  Nolian,  13  Prospect  Street,  Georgetown,  Mass. 
Noix,   Arthur   David,   seaman,   second  class.   United   States   Naval   Reserve 
Force. 
Enrolled:  Baltimore,  Md.,  July  11,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  25,  1918. 
Cause:  Pneumonia,  lolinr. 

Next  of  kin :  Father,  David  B.  Noll,  Quincy,  Franklin  County,  Pa.  (moved 
to  Waynesboro,  Pa.). 
NoNNENMocivER,  CHRISTIAN  KuRTz,  Seaman,  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  April  2,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  July  6,  1918. 
Cause :  Diphtheria. 

Next  of  kin:  Father,  Martin  Nonnenmocker,  Groffs  Store,  Pa. 
NooNAN,  John  Frank,  seaman,  second  class,  N.  N.  V. 
Enrolled:  Cleveland,  Ohio,  April  16,  1917. 
Died:  Navy  Yard,  Philadelphia,  Pa.,  August  19,  1917. 
Cause:  Overdose  of  heroin. 

Next  of  kin :  Mother,  Mrs.  Mary  Noonan,  7011  FuUerton  Avenue,  Cleveland, 
Ohio. 
NooNAN,  Wn-LiAM  JoHN,  seamau,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled:  Burlington,  Vt.,  August  8,  1918. 
Died :  Naval  training  station.  Great  Lakes,  111.,  October  5,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Carpentier,  Barre,  Vt. 
NoRDSTRON,  Edward  John,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Salt  Lake  City,  Utah,  December  21,  1917. 
Died :  Naval  training  camp,  San  Diego,  Calif.,  May  7,  1918. 
Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Mr.  Axil  Leonard  Nordstron,  Chester,  Mont. 
NoRixEET,  Roi  Jackson,  musician,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Kansas  City,  Mo.,  May  9,  1918. 

Died :  U.  S.  S.  Mercy,  attached  to  U.  S.  S.  Alabama,  October  25,  1918. 
Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  James  King  Norfleet,  Butler,  Mo. 
174483—20 36 
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Norland,  Paul  Benton,  carpenter's  mate,  first  class,  United  States  Navat 
Reserve  Force. 
Enrolled :  Milwaukee,  Wis.,  June  8,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 
Cause :  Influenza. 

Next  of  kin:  Wife,  Walberta  Norland,  508  Fry  Street,  St.  Paul,  Minn. 
NoBMAN,  Frank  Bruce,  machinist's  mate,  second  class    (A),  United   States 
Naval  Reserve  Force. 
Enrolled :  Peoria,  111.,  July  17,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Amos  G.  Norman,  Tremont,  III. 
NoEMAN,  Tom  Dalton,  fireman,  third  class,  United  States  Navy. 
Enlisted :  New  Orleans,  La.,  July  19,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Influenza. 

Next  of  kin :  Wife,  Era  Shelby  Norman,  Castor,  La. 
Norman,  Wendell  Hill,  electrician,  second  class  (R),  N.  N.  V. 
Enrolled :  Portland,  Oreg.,  January  30,  1917. 
Died :  Naval  hospital,  League  Island,  Pa.,  March  22,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Mrs.  B.  H.  Norman,  848  Going  Street,  Portland, 
Oreg. 
Noeman,  William  Hume,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 
Enrolled :  Louisville,  Ky.,  July  19,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Lean  Norman,  R.  F.  D.  1,  Erlanger,  Ky. 
NoEEis,  Hugh  Robert,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Seattle,  Wash.,  April  2,  1917. 

Died :  Naval  hospital,  Washington,  D.  C,  December  28,  1917. 
Cause:  Tuberculosis,  acute  pulmonary. 
Next  of  kin :  Mother,  Ida  Norris^  Odessa,  Wash. 
NoEEis,  Timothy  Dell,  seaman,  second  class.  United   States  Naval  Reserve 
Force. 
Enrolled :  Raleigh,  N.  C,  June  3,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  80,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Samuel  Norris,  Sands,  N.  C. 
Norton,  Anne  Feazier,  yeoman  (F.),  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled :  Portsmouth,  N.  H.,  August  14,  1918. 
Died :  Navy  yard,  Portsmouth,  N.  H.,  October  11,  1918. 
Cause :  Influenza. 

Next  of  kin :  Husband,  Edwin  Asa  Norton,  Amoskeag  Bank  Building,  Man- 
chester, N.  H. 
NoETON,  George  Royal,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Great  Lakes,  HI.,  July  5,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 
Cause :  Influenza. 
Next  of  kin :  Mother,  Catherine  Norton,  Ingleside,  HI. 
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Norton,  Henry  William,  seaman,   second  class,  United  States  -Navy. 
Enlisted :  Lexington,  Ky.,  May  9,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  March  26,  1918. 
Cause:  Cerebrospinal  meningitis. 

Next  of  kin:  Mother,  Annis  Norton,  227  Lexington,  Street,  Harrodsburg, 
Ky. 

Norton,  William  James,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Scynthia  Norton,  R.  F.  D.  1,  box  82,  Couch,  Mo. 
NosoviTz, -George  N.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York  City,  N.  Y.,  June  22,  1918. 

Died:  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  David  Nosovitz,  567  Bergenline  Avenue,  West  New 
York,  N.  J. 
NowACKi,  Jacob  John,  ship's  cook,  first  class.  United  States  Navy. 

Enlisted :  Hampton  Roads,  Va.,  December  8,  1916. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Died  in  the  sinking  of  the  U.  S.  S.  President  Lincoln. 

Next  of  kin:  Wife,  Rosie  Nowacki,  92  Orange  Street,  Brooklyn,  N.  Y. 
NowAK,  Frank,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  October  29,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  May  29,  1918. 

Cause:  Pericarditis,  chronic. 

Next  of  kin:  Father,  Mike  Nowak,  202  Fourth  Avenue,   Stevens  Point, 
Wis. 
NowLiN,  Guy  Cokneolus,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  January  10,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  of  missing  Cyclops. 

Next  of  kin :  Mother,  Liddie  Corp,  Aurora,  Nebr. 
NowLiN,  Tom,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  August  8,  1918. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Caust- :  Missing  from  motor  boat  returning  with  liberty  party  to  U.  S.  S. 
Solem. 

Next  of  kin :  Mother,  >lilllsa  Nowlin,  Christiansburg,  Va. 
NULTON,  Feed,  gunner's  mate,  first  class.  United  States  Navy.      . 

Enlisted :  Portland,  Oreg.,  June  17,  1918. 

Died :  U.  S.  S.  West  Gumbo,  November  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Margaret  Nulton,  Taneytown,  Md. 
NuNLEY,  Wm.  Allen,  apr)rentice  seaman,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  January  10,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  5,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin  :  Father,  James  R.  Nunley,  Hartsville,  Tenn. 
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NuNNAixT,  William  Edoah,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nasliville,  Tenn.,  November  1&,  1917. 

Died:  Naval  liospltal,  Hampton  Roads,  Va.,  February  15,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Motlier,  Mrs.  Cynthia  Nunnally,  box  63,  Newcomb,  Tenn. 
Nyland,  Walfred  Otto,  landsman  electrician   (G),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Milwaukee,  Wis.,  July  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  August  29,  1918. 

Cause:  Measles,  pneumonia,  broncho. 

Next  of  kin  :  Father,  Andrew  Nyland,  National  Mine,  Mich. 
Nyquist,  Davis  Theo.,  landsman  yeoman.  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  .lune  4,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  Nyquist,  1T20  Charles  Street,  Rockford,  111. 
Nyben,  RonEKT  Carl,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolle<l :  New  Haven,  Conn.,  July  17,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  October  5,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  Alfred  Nyren,  378  Townsend  Avenue,  New  Haven, 
Conn. 
Nyros.  George,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  15,  1917. 

Died :  U.  S.  S.  Solace,  March  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Isaac  Nyros,  192  Whiting  Avenue,  East  Dedham,  Mass. 
Oak,  Harry  Arthur,   chief  boatswain's  mate,   United   States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  June  25,  1917. 

Died :  U.  S.  S.  Yantlc,  December  3f  1917. 

Cause :  Chronic  heart  disease. 

Next  of  kin:  Wife,  Mai-y  Oak,  628  Saint  Marks  Avenue,  Brooklyn,  N.  T. 
Oakley,  Oscar  Dunval,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolle<l :  Kansas  City,  Mo.,  July  19,  1918. 

Died :  Naval    hospital.    Great    Lakes,    111.,    September   28,   1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Ruth  E.  Oakley,  115  North  Bellaire  Street,  Kansas 
City,  Mo. 
Oaks,   John   Harold,   landsman  for  yeoman,   United   States  Naval   Reserve 
Force.    * 

Enrolled:  Milwaukee,  Wis.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Oaks,  Frontenac  Flats,  Oshkosh,  Wis. 
Obeele,  .John  Adam,  seaman.  United  States  Navy. 

Enlisted:  Portsmouth,  N.  H.,  April  19,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  29,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin:  Guardian,  John  Butler,  39  Pashine  Avenue,  Newark,  N.  J. 
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Obobn,    Harrt   William,    landsman    for    quartermaster,    (A),    United    States 
Navy. 

Enlisted:  Denver,  Colo.,  February  15,  191S. 

Died:  Naval    training   camp,    San   Diego,   Calif.,    April   9,   1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mable  Oborn,  29-16  Glemarn  Place,  Denver,  Colo. 
O'Brien,    Fekdinand    Aloysius,    fireman,    third    class.    United    States   Naval 
Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  May  13,  1918. 

Died:  U.  S.  S.  Alabama,  October  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Delia  O'Brien,  1314  North  Fifty-first  Street,  Phil- 
adelphia, Pa. 
O'Bkien,  Howakd  LeRot,  chief  yeoman.  United  States  Na^•y, 

Enlisted :  Cavite,  P.  I.,  June  9,  1917. 

Died:  U.  S.  S.  Monocacy,  January  17,  1918. 

Cause:  Killed  in  action. 

Next  of  kin:  Wife,   Helen   O'Brien,  1214  Douglas   Street,   Heading,   Pa. 
O'BBiENr  Hugh   FBANcas,   mess   attendant,   first '^lass.   United   States  Naval 
Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  April  25,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  7,  1918. 

Cause:  Influenza. 

Next    of   kin:  Mother,    Marie    T.    O'Brien,    330   North    Sixty-first   Street, 
Philadelphia,  Pa. 

O'Brien,  John  Clement,  seaman  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled:  Boston,  Mass.,  July  1,  1918. 
Died:  Boston,  Mass.,  September  17,  1918. 
Cause :  Influenza. 

Next   of  kin:  Father,   Francis  J.   O'Brien,  41  Cook  Terrace,  Mattapan, 
Mass. 
O'Brien,  John  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Albany,  N.  Y..  April  26,  1918. 

Died :  King.ston  Avenue  Hospital,  Brooklyn,  N.  T.,  October  17,  ,1918. 
C;iuse :  Bronclio-pneunionia. 

Next  of  kin:  Father,  Dennis  O'Brien,  New  Marlboro,  Mass. 
O'Brien   .Mk-fael  Wnj-i.\M,  seaninn,  second  elasis.  United  States  Navy. 
Enlisted:  New  York,  N.  Y.,  December  19,  1917. 
Died:  N;iv!il  luispllal.  New  York,  N.  Y.,  March  24,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Thomas  O'Bi'ien.  Sag  Harbor,  Long  Island.  N.  Y. 
O'Brien.  Patrick  Joseph,  seaman,  second  class.  United  Stales  Naval  Iteser^e 
Force. 
Enrolled:  Boston,  Mass..  March  2'J,  1918.. 
Died  :  Hanii'ton  Kails,  X.  H.,  September  5,  1918. 
Cause:  Killeil  in  HUti>m<ibile  accident. 
Next  of  kin :  Aunt,  Mary  McAteer,  2  Thomas  Street,  Newry,  Ireland. 
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O'Bkien,   Peteb  Joseph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  March  12,  1918. 

Died :  Boston,  Mass.,  September  5,  1918. 

Cause:  Fracture. 

Next  of  kin :  Mother,  Annie  O'Brien,  610  Broadway,  South  Boston,  Mass. 
O'Brien,  Willia-m  Francis,  seaman,   second  class.  United   States  Navy. 

Enlisted :  Boston,  Mass.,  March  17,  1917. 

Died  :  Naval  air  station,  Arcachon,  France,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Fannie  O'Brien,  28  Richardson  Street,  Wakefield,  Mass. 

O'Beiest,  Charles,  quartermester,  second  class.  United  States  Navy. 

Enlisted :  Washington,  D.  C,  July  26,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Emma  O'Briest,  4501  North  Colorado  Street,  Philadel- 
phia, Pa. 
O'Caixahan,  Andrew  Michael,  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  5,  1917. 

Died :  Marine  hospital,  Staten  Island,  N.  Y.,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Andrew  O'Callahan,  75  Jay  Street,  Somerville,  Mass. 

O'Callaghan,  Martin,  water  tender.  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  May  31,  1916. 
Died :  U.  S.  S.  Burrows,  January  19,  1918. 
Cause :  Result  of  fire  on  board  ship. 

Next  of  kin:   Mother,   Catherine  O'Callaghan,   844   North  Fourth   Street, 
Columbus,  Ohio. 
O'CoNNEK,  John  Clayer,  gunner's  mate,  third  class.  United  States  Navy. 
Enlisted  :  Kansas  City,  Mo.,  July  8,  1913. 
Died:  U.  S.  S.  Nereus,  July  15,  1917. 
Cause:  Operation. 

Next  of  kin :  Mother,  Julia  O'Conner,  36  South  Baltimore  Avenue,  Kansas 
City,  Kans. 
O'Connor,  Charles  Albert,  chief  yeoman.  United  States  Navy. 
Enli.sted :  Boston,  Mass.,  September  1,  1914. 
Died :  U.  S.  S.  Chauncey,  A^ovember  19,  1917. 
Cause:  Drowned. 

Next  of  kin :  Sister,  Margaret  Tessier,  105  West  Broadway,  South  Boston, 
Mass. 
O'Connor  James  Thomas,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Syracuse,  N.  Y.,  July  16,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 
Cause:  Pneumonia  lobar. 

Next  of  kin  :  Mother,  Anna  O'Connor,  214  Clark  Street,  Auburn,  N.  Y. 
O'Connor,  John  James,  landsman  for  yeoman.  United  States  Naval  Reserve 
Force. 
Enrolled :  Chicago,  111.,  August  3,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Mary  O'Connor,  3637  West  Polk  Street,  Chicago,  111. 
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O'CoNNOK,  John   Jjoseph,  fireman,   third  class,  United   States  Naval  Reserve 
Force. 
Enrolled:  Boston,  Mass.,  December  14,  1917. 
Died :  U   S.  S.  Sea  Gull,  July  16,  1918. 
Cause:  Fell  overboard. 

Next  of  kin :  Sister,  Hannah  O'Connor,  Heath  Hill,  Brookline,  Mass. 
O'Day,  Nicholas  James,  seaman.  United  States  Navy. 
Enlisted:  Cincinnati,  Ohio,  April  5,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship.  • 

Next  of  kin :  Uncle,  John  McAllister,  258  Foote  Avenue,  Bellevue,  Ky. 
O'DoNNEix,  Chakles  Nolan,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled :  Boston,  Mass.,  June  20,  1917. 
Died :  Receiving  ship  at  Boston,  Mass.,  September  8,  1918. 
Cause :  Rupture. 

Next  of  kin :  Mother,  Alice  O'Donnell,  Arlington  Heights,  Mass. 
O'DoNNELL,  David  Achillious,  machinist's  mate,  second  class.  United  States 
Naval  Reserve  Force. 
Enrolled :  Cincinnati,  Ohio,  July  10,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 
Cause :  Influenza. 

Next  of  kin:  Father,  John  E.  O'Connell,  231  East  Mary  Street,  Bucyrus, 
Ohio. 
■O'DONNEi.L,  Hugh,  chief  water  tender.  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  September  4,  1913. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  November  10,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Maggie  O'Donnell,  527  Fifty-first  Street.  Brooklyn,  N.  Y. 
O'DoNNELL,  John  Joseph,  seaman,  second  class.  United  States  Navy. 
Enlisted  :  Lov\ell,  Mass  ,  June  6,  1917. 
Died :  U.  S.  S.  Manley,  March  19,  1918. 
Cause:  Explosion  on  board  ship. 

Next  of  kin:  Father,  Bartholomew  O'Donnell,  54  Manchester  Street,  Lowell, 
Mass. 
■Oettle,  Clabence  Fkedeeick,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 
Enrolled :   St.  Louis,  Mo.,  .July  27,  1918. 
Died :   U.  S.  S.  Mercy,  October  19,  1918. 
Cause:   Meningitis,  Cerebrospinal. 

Next  of  kin :   Mother,  Mary  Oettle,  box  No.  4,  Kampville,  111. 
■Ogbokn,  Daniel,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled  :    Philadelphia,  Pa.,  August  12,  1918. 
Died  :  Naval  hospital,  Puget  Sound,  Wash.,  September  28,  1918. 
Cause :    Pneumonia,  lobar. 

Next  of  kin  :   Grandfather,  Benjamin  T.  Ogborn,  Vineland,  N.  J. 
Ogden,  Louis  Clakk,  seaman,  second  class,  United  States  Navy. 
Enlisted :   Kansas  City,  Mo.,  April  14,  1917. 
Died:   Naval  hospital,  Norfolk,  Va.,  July  4,  1918. 
Cause :   Valvular  disease,  chronic  cardiac. 
Next  of  kin :  Mother,  Anna  E.  Ogden,  Alliance,  Nebr. 
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OoLissBY,  Akthuk  Bailey,  seaman,  second  class,  United  States  Navy. 

Enlisted :   Atlanta,  Ga.,  April  9,  191T. 

Died  :   Naval  hospital,  NorfolU,  Va.,  May  13,  191T. 

Cause :   Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Rozzle  Oglesby,  route  No.  1,  Whiteplans,  Ky. 
O'GoKMAN,  Matthew  E.,  yeoman,  first  class.  United  States  Naval  Reserve  Force. 

Enrolled :   Boston,  Mass.,  March  21,  1917. 

Died :  Naval  aviation  forces,  foreign  service,  August  20,  1918. 

Cause :   Drowned. 

Next  of  kin:  Mother,  Margaret  O'Gorman,  Marlou  Terrace,  Jamaica  Plain, 
Mass. 
O'Geady,  Francis  Clifford,  engineman,  second  class.  United  States  Navy. 

Enlisted :   Montgomery,  Ala.,  April  17,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  James  O'Grady,  Phoenix,  Ala. 
O'Haea,  Patrick  Joseph,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :   Scranton,  Pa.,  December  15,  1917. 

Died :  Navnl  Hospital,  Philadelphia,  Pa.,  October  11, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Bridget  H.  O'Hara,  116  Collins  Street,  Dunraore,  Pa. 
O'Hekn,  Walter  Ignatius,  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :   Scituate,  Mass.,  March  19.  1917. 

Died :   Boston,  Mass.,  October  17,  lt)18. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Maurice  O'Hern,  Scituate,  Mass. 
OiDTMANN,  William  Fred,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  5Io.,  December  17, 1917. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  27, 1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  John  H.  Oidtmann,  Camden,  Mo. 
Oldham,  Charles  Francis,  seaman.  United  States  Navy. 

Enlisted :  Alare  Island,  Calif.,  May  9,  1917. 

Died:  U.  S.  S.  Lakemnor,  April  11,  1918. 

Cause:  Died  when  vessel  was  torpedoed. 

Next  of  kin:  Mother,  Kate^OIdham,  Elko,  Nev. 
Oldack,  Lewis  August,  landsman  for  electrician  (G),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  June  12,  1918. 

Died :  Navnl  training  station.  Great  Lakes,  111.,  September  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Oldack,  4743  North  Luna  Avenue,  Chicago,  111. 
O'Leary,  Charles,  gunner's  mate,  secf)nd  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  5,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Arthur  J.  O'Leary,  610  East  Seventh  Street,  South 
Boston,  Mass. 


569 

O'Leaky,  I.eo  Francis,  englneman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  December  30,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  3,  1918. 

Cause:  Influenza. 

Nest  of  kin :  Wife,  Margaret  O'Leary,  266  Havre  Street,  East  Boston,  Muss. 
O'Leary,  Richard,  wardroom  steward.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  1,  1018. 

Died :  Naval  hospital,  New  York,  N.  Y.,  August  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  Timothy  O'Leary,  Cork,  Ireland. 
OuMPiA,  Rafael,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  9,  1918. 

Died :  Naval  station,  Mare  Island,  Calif.,  October  31,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Adriana  Jorave,  Laylay,  Boac,  P.  I. 
OuvEE,  David  Luther,  seaman,  second  class.  United  States  Naval  Reserve  Fon*. 

Enrolled :  Norfolk,  Va.,  May  15,  1918. 

Died:  Riverside  Hospital,  Newport  News,  Va.,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  James  E.  Oliver,  P.  O.  Box  15,  Coke,  Va. 
Oliver,  Michael  Anthony,  seaman,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  February  14,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Michael  Oliver,  1130  Prospect  Street,  Erie,  Pa. 
OLn-EROS,  Faustino,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  May  10,  1917. 

Died :  Naval  Air  Station,  I'auillac,  France,  October  11,  1918. 

Cause :  I'neumonia,  broncho. 

Next  of  kin :  Cousin,  Dontio  Castille.  San  Merceline,  P.  I. 
Olmstead,  Charles  Lee,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  March  19,  1918. 

Died  :  Naval  station.  Great  Lakes,  111.,  April  27, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Lena  M.  Phillips,  Larimore,  N.  Dak. 
Olness,  Nils  Pedersen,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Minneapolis,  Minn.,  May  7,  1918. 

Died :  Receiving  ship  at  Philadelphia,  Pa.,  June  16,  1918. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Ingeborg  N.  Olness,  Bergen,  Norway. 

Olsen,  Edwin,  coxswain,  United  States  Naval  Reserve  Force. 
Enrolled  :  New  York,  N.  Y.,  May  25,  1917. 
Died :  U.  S.  S.  Kittery,  September  23,  1918. 
Cause :  Drowned. 
Next  of  kin :  Father,  Harry  Olsen,  274  Sixty-first  Street,  Brooklyn,  N.  Y. 

Olsen,  Oscar,  water  tender.  United  States  Naval  Reserve  Force. 
Enrolled :  N.ew  York,  N.  Y.,  April  14,  1917. 
Died :  Naval  hospital,  Lorlent,  France,  October  9,  1918. 
Cause:  Pleurisy. 
Next  of  kin  :  Father,  Oscar  Olsen,  Castine,  Me. 
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Olsen,  Robeet,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  24,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  October  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Sister,  Emily  Olsen,  56  Haughwont  Avenue,  West  Brighton, 
Staten  Island,  N.  Y. 
Olsen,  William  Leslie,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  March  8,  1918. 

Died :  U.  S.  S.  Iowa,  August  6,  1918. 

Cause:  Drowned. 

Next  of  kin:  Sister,  Jennie  Conero,  box  345,  Highland  Falls,  N.  Y. 
Olson,  David  Sidney,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oregon,  September  5,  1917. 

Died:  Naval  hospital,  Puget  Sound,  Wash.,  January  11,  1918. 

Cause :  Ulcers  of  duodenum. 

Next  of  kin :  Mother,  Anna  Olson,  Spooner,  Minn. 
Olsen,  Emil,  shipwright,  United  States  Naval  Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  June  19,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Louie  Olson,  Thief  River  Falls,  Minn. 
Olsen,  Geoege  Eugene,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  22,  1918. 

Died :  Naval  hospital  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Alice  G.  Venjirue,'  East  Grand  Forks,  Minn. 
Olson,   Leip  Theodore,   seaman,   second   class.   United   States  Naval   Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  April  19,  1918. 

Died :  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Gustave  Olson,  Hayward,  Wis. 
Olstad,  Gilbekt  Benjamin,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  December  8,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  January  14,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Bertha  Olstad,  Zumbrota,  Minn. 
Ondock,  William,  electrician,  third  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  November  20,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  13,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,   Frank  Ondock,  1917   South  Racine  Avenue,   Clii- 
cago,  111. 

O'Neil,  Chester,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enrolled:  Buffalo,  N.  Y.,  July  20,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  August  30,  1918. 
Cause:  Appendicitis,  acute. 
Next  of  kin :  Father,  Martin  O'Neil,  Bigtree,  N.  Y. 
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O  X;;ir.L,  .Tamks  At.oysh's,  apprentice  seaniiin,  United  States  Navy. 

Enlisted:  Ilaltiniqre,  Md.,  August  12,  1918. 

Died :  Marine  hospital,  Baltimore,  Md.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  .Tames  O'Neill,  2305i  Arctic  Avenue,  Atlantic  City, 
N.  J. 
OSTKEx,  August  Joseph,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  August  8,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Gustav  F.  Onken,  77  Second  Place,  Brooklyn,  N.  Y. 
Oppenheimer,    Cakl    Fredekick,    cai-penter's   mate,   first   class.   United   States 
Naval  Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  May  24,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  November  9,  1918. 

Caus^:  Myocarditis,  acute. 

Next    of    kin :  Mother,    Lettie    M.    Oppenheimer,    14    Cherryvale    Avenue, 
Springfield,  Mass. 
O'QuiNx,  Lynn  Maynard,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  July  11,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  J.  O'Quinn,  Colfax,  La. 
Orange,  Babrett  Carlisle,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  May  9,  1918. 

Died:  Naval  air  station,  Eastleigh,  England,  October  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  J.  R.  Orange,  Dawsonsprings,  Ky. 
O'Reilly  Edward,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  22,  1917. 

Died :  U.  S.  S.  Louisville,  September  23,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Cousin,  Mai-garet  Kellar,  498  West  One  hundred  and  fifty- 
eighth  Street,  NeWf-York,  N.  Y. 
O'Reilly,  George  W.,  landsman  for  machinist's  mate,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Brooklyn,  N.  Y.,  August  6,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Pauline  O'Reilly,  249  Monroe  Street,  Brooklyn,  N.  Y. 
Oegain,  Deanb  Mortimer,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  July  23,  1918. 

Died :  Naval  hospital.  Naval  Base,  Va.,  October  27,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  B.  Orgaln,  115  Che.stnut  Street,  Danville,  Va. 
Orlando,  Peter,  landsman  for  ship's  cook.  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  August  8,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Brother,  Samuel  Orlando,  332  Cass  Street,  Milwaukee,  Wis. 
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Obmsby,  Edgar  Paemele,  water  tender,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  September  9,  1915. 

Died :  U.  S.  S.  Kearsarge,  October  15,  1917. 

Cause :  Fell  overboard  and  was  drowned. 

Next  of  kin:  Brother,  George  M.  Ormsby,  815  North  Third  Street,  Wil- 
mington, N.  C. 
Okmsby.  Howard  Ernest,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Detroit,  Mich.,  May  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Ormsby,  Armada,  Mich. 
Ormsbt,  Thomas  Fbeeman,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Louisville,  iciy.,  October  20,  1917. 

Died  :  Nnvnl  nir  station.  Pensacola,  Fla.,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  William  P.  Ormsby,  1825  Eighth  Avenue,  Nashville, 
Tenn. 
O'RoxjBKE,  John  Francis,  electrician,  first  class  (6),  United  States  Navy. 

Ehlisteil:  San  Francisco,  Calif.,'  .July  21,  1915. 

Died :  U.  S.  S.  Savannah,  April  16,  1918. 

Cause:  Cocaine  poisoning. 

Next  of  kin :  Father,  .John  O'Rourke,  Labor  Temple,  Fort  Worth,  Tex. 
OBQtTioi-A,  Donato,  mess  attendant,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Cavlte,  P.  I.,  July  8;  1918. 

Died  :  Naval  hospital.  League  Island,  Pa.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Vicenta  Layes,  Calamba,  P.  I. 
Okk,  Henry  Merrit-i.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo..  July  9,  1918. 

Died  :  Nnval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Jlother,  Edith  W.  Orr,  R.  F.  D.  3,  Independence,  Iowa. 
Orr,  Wir.LiAxr  Ward,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Pittsburgh,  Pa.,  July  2,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Thomas  .1.  Orr,  6414  Dean  Street,  Pittsburgh,  Pa. 
Orton.  RojtAN.  apprentice  seaman.  United  States  Navy. 

Enlisted :  Nashville,  Tenn..  December  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  24,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Sister,  Ora  Standards,  Copperhill,  Tenn. 
OsAKO,  SoNo,  cabin  steward,  United  States  Navy. 

Enlisted:  Sun  Pedro,  Calif.,  December  5,  1916. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  October  31,  1918. 

Cause :  Influenza. 

Next  of  kin :  Friend,  Ura  Takeuchi,  107  Georgia  Street,  Vallejo,  Calif. 
OsBORN,  Pearl  Lloyd,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  .Tuly  20,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ruth  E.  Oisborn.  Sycamore,  Kans. 
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OsHEiM,  GitnBa?T,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  August  5,  1918. 
Died :  U.  S.  S.  Mercy,  October  1<3,  1918. 
Cause:  Cerebrospinal  fever. 
Next  of  kin :  Father,  Ole  Osheim,  Leroy,  Minn. 

OsTEKDOEF,  WiLLiAM  Chakles,  fireman,  first  class.  United  States  Naval  Re- 

sei-ve  Force. 
Enrolled :  Baltimore,  Md.,  May  29,  1917. 
Died :  U.  S.  S.  Huron,  October  22,  1918. 
Cause :  Influenza. 
Next  of  kin :  Mother,  Mary  Ostendorf,  2707  Eastern  Avenue,  Baltimore, 

Md. 

OsTEHHAus,  Hakold,  Seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Xork,  N.  Y.,  March  26,  1917. 

Died:  Naval  hospital,  New  York,  N.  Y.,  October  26,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Clara  T.  Osterhaus,  Fairmont  Avenue,  Westchester,  N.  Y. 
OsTKANDER,  Alijen  Coopek,  Seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Seattle,  Wash.,  June  6,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Harriet  M.  Ostrander,  Outlook,  Wash. 
OsTRooT,  CoNKAD  Lyman,  electrician,  second  class  (R),  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  11,  1017. 

Died :  H.  M.  T.  Caronia,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Pauline  Ostroot,  323  North  Howard  Street,  Moscow, 
Idaho. 
OsuNA,  Alexandeb  Lee,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  June  15,  1917. 

Died :  U.  S.  S.  Brooklyn,  May  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Friend,  Joe  Morro,  Pala,  Calif. 
OswAU),  Robert  Pottek,  bollermaker.  United  States  Navy. 

Enlisted :  Richmond,  Va.,  July  10,  1917. 

Died  :  Naval  hospital,  Philadelphia,  Pa.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Catherine  E.  Oswald,  502  Liberty  Street,  Berkley,  Va. 
Otillio,   Joseph  Nakcisse,   master  at  arms,  third  class.  United   States  Re- 
serve Force. 

Enrolled :  New  Orleans,  La.,  March  18,  1918. 

Died :  Naval  Station,  New  Orleans,  La.,  March  27,  1918. 

Cause:  Heart  disease. 

Next  of  kin:  Wife,  Georgiana  G.  Otillio,  1405  Frenchman   Street,  New 
Orleans,  La. 
Ottati,  Joseph  Guadulxips,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  May  25,  1916. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  September  24,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  EscolesUca  C.  Ottati,  1214  San  Louis  Street,  Trinidad, 
Colo. 
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OvEETON,  David  Milker,  carpenter's  mate,  second  class,  United  States  Navy, . 

Enlisted :  Nashville,  Tenn.,  April  6,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  William  A.  Overton,  Adamsville,  Tenn. 
Owen,  Heeshel,  carpenter's  mate,  third  class  (A),  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  2,  1917. 

Died :  Naval  Air  Station,  St.  Trojan,  France,  September  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Jennie  Owen,  Englevale,  N.  Dak. 
Owen,   Russeu-  Hendeix,   apprentice   seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  July  27,  1918. 

Died :  NavaLhospital,  Great-Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Jessie  O.  Owen,  Fair  Play,  Mo. 
Owens,  David  George,   seaman,  second   class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Syracuse,  N.  Y.,  March  11, 1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  John  D.  Owens,  500  Squa  re  Street,  Utica,  N.  Y. 
Owens,  John  Burleson,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  October  5,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship.      , 

Next  of  kin :  Mother,  Maggie  Campbell,  Box  331,  Sour  Lake,  Tex. 
Owens,  John  Manson,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  June  5,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  February  24,  1918. 

Cause:  Peritonitis,  acute. 

Next  of  kin :  Mother,  Mary  E.  Owens,  R.  F.  D.  3,  Red  Creek,  N.  Y. 
Owens,  Percy  William,  landsman  for  machinist's  mate.  United  States  Naval 
Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  May  31,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Elizabeth  Owens,  Hoopeston,  Pa. 
Owens,  James  Feancis,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  April  23,  1917. 

Died :  U.  S.  S.  Herman  Prasch,  October  4,  1918. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin:  Father,  Barnard   Owens,  266  Forty-sixth   Street,  Brooklyn. 
N.  Y.  .  J  , 

Owens,  William,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Newark,  N.  .J.,  May  18,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed. 

Next  of  kin:  Father,  William  H.  Owens,  553  Perry  Street,  Trenton    N    J. 
Oxford,  Joseph  Marshall,  quartermaster,  second  class.  United  States  Navy 

Enlisted:  Indianapolis,  Ind.,  April  12,  1917.     . 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Mrs.  .Tulia  Holland,  New  Harmony,  Ind. 
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Pacaud,  Joe  Axbekt,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  January  8,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  .Tmie  4,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin  :  Mother,  Mrs.  Ella  Pacaud,  132  Talbot  Avenue,  Jackson,  Tenn. 
Pace,  Chakhe,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  July  31,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

N&t  of  kin :  Mother,  Lizzie  Bell  Pace,  Pace,  Miss. 
Pace,  Ellet  Newton,  landsman  machinist's  mate    (A),  United   States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  June  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Dora  Kirk  Pace,  Salem,  Ky. 
Page,  Owen  Leonard,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  May  1,  1917. 

Died:  Section  1,  fifth  naval  district,  Norfolk,  Va.,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Uncle,  Owen  W.  Mekinstry,  Bevier,  Mo. 
Pagtakhan,  Francisco,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  31,  1917. 

Died:  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Marta  Duniclo,  Olongapo,  P.  I. 
Paige,  Bert  Louis,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  JIass.,  March  9,  1918. 

Died :  Naval  Hospital,  Chelsea,  Mass.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mamie  Paige,  171  Valley  Street,  Lakeport,  N.  H. 
Paine,  William  Jennings,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  July  1,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Homer  A.  Paine,  Betheny,  Okla. 
Palash,  David  Hekman,  shipwright,  United  States  Naval  Reserve  Force. 

Enrolled:  Chicago,  111.,  June  4,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Mollie  Palash,  1227  North  Rockwell  Street, 

Chicago,  III. 
Pallett,  ERNE.ST  LiNwoou,  chief  machinist's  mate.  United  States  Naval  Reserve 

Force. 
Enrolled:  Norfolk,  Va.,  May  1,  1917. 
Died :  Naval  hospital,  Norfolk,  May  30,  1918. 
Cause:  Encephalitis,  acute. 

Next  of  kin :  Mother,  Zina  Clara  Pallett,  Virginia  Beach,  Va. 
Palm,  Lester  Rude,  machinist's  mate,  first  class.  United  States  Navy. 
Enlisted:  San  Francisco,  Calif.,  July  25,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  7,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Wilhelmina  Palm,  409  Third  Street,  Broderick,  Calif. 
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Palmee,  Ivan  Ira,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  April  23,  1917. 

Died:  Halifax,  Nova  Scotia  (U.  S.  S.  Old  Colony),  March  30,  1918. 

Cause:  Acidosis. 

Next  of  kin :  Mrs.  Mary  Elizabeth  Palmer,  mother,  Central  City,  Iowa. 
Palmek,  James  Malcolm,  fireman,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Richmond,  Va.,  May  30,  1918. 

Died :  U.  S.  S.  Hariishurg,  at  Naval  Base  No.  5,  October  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Jack  F  Palmer,  Speers  Ferry,  Va. 
Palmee,  Meade  Kenneth,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  October  24,  1917. 

Died:  Fleet  Base  No.  2  (U.  S.  S.  Solace),  February  4, 1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs  Julia  M  Palmer,  West  Edmeston,  N.  Y. 
Palmee,  Thomas,  ship's  cook,  first  class.  N.  N.  V. 

Enrolled :  Boston,  Mass.,  April  6,  1017. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  3,  1917. 

Cause:  Chronic  pulmonary  tuberculosis. 

Next  of  kin :  Martha  Ellen  Palmer,  IS  Willard  Place,  Roxbury,  Mass. 
Palmek,  William  A.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  18,  1917. 

Died:  U.  S.  S.  Canonicus,  January  4,  1918. 

Cause:  Tuberculosis. 

Next  of  kiu:  Mother,  Julia  Palmer,  6S84  Seventh  Street',   South  Boston, 
Mass. 
Palmisano,  Dominic,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  New  Orleans,  La.,  June  6,  1918. 

Died :  At  home,  attached  to  eighth  naval  district,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Rosy  Bertucci  Palmisano,  1839  Broadway  Street,  New 
Orleans,  La. 
Palmoue,  Robert  Silvie,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  December  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Addie  McLure  Palmour,  Coolidge,  Ga. 
Pamado,  Antonio,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted :  Olongapo,  P.  I.,  February  27,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  May  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Igncio  Pamado,  Sumag  Narolod,  P.  I. 
Panlilio,  Amado,  mess  attendant,  second  class.  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  March  17,  1914. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  July  13,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Brother,  Nicanor  Panlilio,  Arayat,  Parapaugo,  P.  I. 
Paece,  James  Daniel,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  January  2,  1918. 

Died :  La  Crosse,  Wis.,  February  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Anna  Croll,  707  Rose  Street,  La  Crosse,  Wis. 
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■isiSH,  Cliffobd  Heney,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  21,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Nest  of  kin :  Father,  Elijah  Parish,  Brlmley,  Mich., 

Paekee,  Beadsteeet,  chief  quartermaster   (A),  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  June  18,  1918. 

Died :  Naval  aviation  detachment,  Massachusetts  Institute  of  Technology 
Boston,  Mass.,  September  21,  1918.  ' 

Cause:  Influenza. 

Nest  of  kin :  Wife,  Ruth  M.  Parker,  Bos  A,  Salem,  Mass. 
Paekee,  Lee  Houghton,  printer,  first  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  March  8,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  7,  1918. 

Cause:  Pneunronia. 

Nest  of  kin :  Wife,  Bernice  Dodge  Parker,  Bradford,  Vt. 
Paekee,  Milton  Duane,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Albany,  N.  Y.,  May  3,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  10,  1918. 

Cause:  Pneumonia,  broncho. 

Nest  of  kin :  Father,  Adelbert  Parker,  Lee,  Mass. 
Paekee,  Mueey  Lee,  apprentice  seaman  for  fireman,  third  class,  United  States 
Navy. 

Enlisted :  Columbia,  S.  C,  April  28,  1917. 

Died  :  Naval  hospital,  Norfolk,  Va.,  June  27,  1917. 

Cause:  Pneumonia. 

Nest  of  kin :  Mother,  Mary  Parker,  Bishopville,  S.  C. 
Paekhtjbst,  Feank,  yeoman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  September  11,  1917.  ' 

Died :  Naval  station.  Great  Lakes,  111.,  March  20, 1918. 

Cause:  Pneumonia,  lobar. 

Nest  of  kin :  Wife,  Dorothy  Parkhurst,  805  Simpson  Street,  Evanston,  111. 
Parkinson,  Philip  Alesandee,  fireman,  second  class.  United  States  Navy. 

EnUsted :  Newark,  N.  J.,  July  22,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  8, 1918. 

Cause:  Influenza. 

Nest  of  kin :  Father,  Edward  Parkinson,  616  Indiana  Avenue,  Trenton,  N.  J. 
Pabish,  Oliffoed  Heney,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Nest  of  kin :  Father,  Elijah  Parish,  Brimley,  Mich. 
Pabkman,  Willie  Lee,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Meridian,  Miss.,  May  31,  1918. 

Died :  U.  S.  S.  Charleston,  October  8, 1918. 

Cause :  Bronco-pneumonia. 

Nest  of  kin  :  Father,  William  F.  Parkman,  Arm,  Miss. 
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Parks,  Homeb  Ostler,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enrolled  :  Oklahoma  City,  Okla.,  May  2,  1918. 
Died :  Naval  station.  Mare  Island,  Calif.,  July  18,  1918. 
Cause :  Cerebrospinal  fever. 
Next  of  kin :  Mother,  Mrs.  Nancy  Parks,  423  A  Street,  NE.,  Ardmore,  Okla. 

Parks,  Joe,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crevif  on  missing  Cyclops. 

Next  of  kin :  Father,  Thad  K.  Parks,  215  East  Anderson  Street,  Knoxville, 
Tenn. 
Parks,  Martin  Goode,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Richmond,  Va.,  July  2,  1918. 

Died :  Naval  hospital.  Naval  base,  Virginia,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Robert  H.  Parks,  Big  Island,  Va. 
Parks,  Miles  Marvin,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  December  14,  1917. 

Died :  Naval  Hospital,  Norfolk,  Va.,  January  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Joseph  P.  Parks,  R.  R.  2,  Utica,  Miss. 
Parks,  Robert  Nathan,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Diego,  Calif.,  June  15,  1918. 

Died :  Naval  Hospital,  Gulfport,  Miss.,  October  18,  1918. 

Cause :  Influenza,  broncho-pneumonia. 

Next  of  kin  :  Wife,  Estella  Welda  Parks,  Coronado  View  Apartments,  San 
Diego,  Calif. 
Parliament,  Charles  Edwin,  boatswain's  mate,  second  class.  United   States 
Navy. 

Enlisted :  New  York,  N.  T.,  September  15,  1915. 

Died :  St.  Elizabeths  Hospital,  Washington,  D.  C,  June  23, 1917. 

Cause:  Dementia  paralytica. 

Next  of  kin :  Mother,  Adaline  Parliament,  West  Branch,  Mich. 
Parr,  Lloyd  Melvin,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  July  17,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Charles  Thomas  Parr,  Chicago,  111. 
Parrott,  Clarence  Henry,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Boston,  Mass,  May  10,  1917. 

Died :  Naval  Hospital,  Portsmouth,  Va.,  June  30,  1918. 

Cause:  Pneumonia,  lobar.  ' 

Next  of  kin :  Father,  Luther  Hersey  Parrott,  jr..  East  Milton,  Mass. 
Parrott,  Hopper  Benson,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  September  15,  1915. 

Died:  U.  S.  S.  Louisiana,  July  7,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  George  Parrott,  716  North  Arlington  Avenue,  Balti- 
more, Md. 
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Parsons,  Ethel  Mildked,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C,  August  16,  1918. 

Died:  Georgetoven  University  Hospital,  Washington,  D.   C,  October  14, 
1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mildred  T.  Parsons,  14  Vine  Street,  Springfield,  Mass. 
Paksons,  Joseph  Bukke,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Jacksonville,  Fla.,  November  26,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  January  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Margaret  Parsons,  New  Berlin,  Fla. 
Patch,  Aethub  Todd,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Navy  yard,  Portsmouth,  N.  H.,  July  9,  1917. 

Died :  Naval  hospital,  Nevpport,  R.  I.,  December  29,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:   Mother,   Mrs.   Emma   Patch,   35   South   Mill    Street,   Ports- 
mouth, N.  H. 
Patnaude,  Charles  L.  G.,  yeoman,  first  class.  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  October  14,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Wife,  Elizabeth  Patnaude,  110  Second  Street,  Newport,  R.  I. 
Patrick,  Ray  Harris,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  June  3,  1918. 

Died :  U.  S.  S.  Alabama,  September  20,  1918. 

Cause :  Drowning. 

Next  of  kin:  Father,  Charles  Patrick,  137  East  Broadway  Street,  South 
Bend,  Ind.     • 
Patten,  Harold  Kinder,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  August  16,  1918. 

Died :  Naval  hospital,  Pelham  Bay,  N.  Y.,  September  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Florence  Wooley  Patten,  11  East  Hastings  Street,  West 
Roxbury,  Mass. 
Patterson,  Frank  Mooke,  Jr.,  machinist's  mate,  second  class.  United  States 
Naval  Reserve  Force. 

Enrolled :  Third  naval  district,  N.  Y.,  May  28,  1917. 

Died :  Submarine  chaser  No.  SOS,  August  27,  1918. 

Cause :  When  submarine  chaser  No.  209  was  fired  upon  by  Steamship  FeUx- 
Taussig,  having  mistaken  it  for  an  enemy  submarine. 

Next  of  kin :  Father,  Frank  Moore  Patterson,  sr.,  2  Rector  Street,  New- 
York,  N.  Y. 
Patterson,  Lealon  Finus,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Jackson,  Mass.,  December  10,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  13,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  N.  Patterson,  Belmont,  Miss. 


580 

Patterson,  Lester  James,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  July  15,  1918. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Anna  Hall  Patterson,  Cass  City,  Mich. 
Patterson,  Robert  John,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  December  13,  1917. 

Died :  U.  S.  S.  Maine,  February  12,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Robert  C.  Patterson,  140  Mercer  Street,  Butler,  Pa. 
Patterson,   Robert  Milton,  pharmacist's  mate,  second  class.   United  States 
Navy. 

Enlisted :  Dallas,  Tex.,  April  21,  1916. 

Died:  Naval  station,  Cavite,  P.  I.,  October  28,  1918. 

Cause :  Meningitis,  cerebral. 

Next  of  kin:  Father,  Robert  Jackson  Patterson,  314}  East  Choctaw  Ave- 
nue, McAlester,  Okla. 
Patterson,  William  Claud,  fireman,  first  class.  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  September  26,  1917. 

Died :  U.  S.  A.  C.  T.  Tioonderoga,  September  30,  1918. 

Cause :  When  U.  S.  A.  C.  T.  Tioonderoga  was  fired  upon  by  an  enemy  sub- 
marine and  sunk. 

Next  of  kin :  Father,  Theodore  Patterson,  R.  R.  1,  Joplin,  Mo. 
Patton,  Carl  Richard,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  July  23,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  November  9,  1917. 

Cause:  Thrombosis  (septic). 

Next  of  kin :  Father,  Edward  Patton,  Mount  Crab,  Ohio. 
Patton,  Edward  Taylor,  apprentice  seaman,  United  States'Navy. 

Enlisted:  Nashville,  Tenn.,  December  8,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  5,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Powen  Wallace  Patton,  718  Woodland  Street,  Nash- 
ville, Tenn. 
Patton,  Willie  Earl,  water  tender,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  15,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  G.  B.  C.  Patton,  Petrolia,  Tex. 
Paulson,  Oliver  Jonas,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Minneapolis,  Minn.,  May  4,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918.      \ 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ida  Ostlund  Paulson,  R.  R.  1,  Annandale,  Minn. 
Paulson,  Walter,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  March  23,  1918. 

Died :  Naval  hospital.  League  Island,  Pa.,  September  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Marie  Paulson,  Wells,  Minn. 
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Pauly,  Ohables  William,  boatswain's  mate,  first  class,  tlnitecT  States  Navy. 

Enlisted:  Norfolk,  Va.,  Sept.  11,  1915. 

Died:  Naval  hospital,  Norfolk,  Va.,  Feb.  18,  1918. 

Cause:  Multiple  injuries. 

Next    of    kin:  Father,    William    Pauly,    221    West    Twenty-third    Place, 
Chicago,  111. 
Pauk,  John  Joseph,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  September  25,  1919. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Lillian  Paur,  1582  Third  Street,  Milwaukee,  Wis. 
Pavet,  Clyde  Alonzo,  landsman  for  electrician,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C,  July  22,  1918. 

Died :  Naval  operating  base,  Hampton  Roads,  Va.,  November  7,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Effie  Hoar  Pavey,  600  South  Nineteenth  Street,  Mount 
Vernon,  111. 
Pawlax,  Casimeb,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  25,  1917. 

Died :  Receiving  ship,  Norfolk,  Va.,  September  7,  1918. 

Cause:  Accidental  shooting. 

Next  of  kin :  Father,  Joseph  Pawlak,  2311  North  Hayne  Avenue,  Chicago, 
111. 
Payne,  Altked  S.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Staten  Island,  N.  Y.,  August  6,  1917. 

Died:  U.  S.  S.  Covington,  July  1,  1918. 

Cause :  Lost  life  when  U.  S.  S.  Covington  was  torpedoed. 

Next  of  kin :  Mother,  Mary  Payne,  35  Bement  Avenue,  West  New  Brighton, 
N.  Y. 
Payne,    David   Grovee,   seaman,    second   class.   United    States   Naval   Reserve 
Force. 

Enrolled :  Little  Rock,  Ark.,  May  30,  1918. 

Died :  U.  S.  S.  Alercy,  October  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  J.  R.  Payne,  Alpine,  Ark. 
Payne,  John  Edsall,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  September  15,  1917. 

Died :  U.  S.  A.  C.  T.  Tioonderoga,  September  30,  1918. 

Cause:  When  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Gertrude  Payne,  111  Murray  Avenue,  Syracuse,  N.  Y. 
Payne,   Ruth  Catherine,   landsman  yeoman,   United   States  Naval   Reserve 
Force. 

Enrolled :  Washington,  D.  C,  October  2,  1918. 

Died:  Georgetown  University  Hospital,  Washington,  D.  C,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Payne,  Hamilton,  Va. 
Paytal,  Frank,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  November  21,  1917. 

Died :  U.  S.  S.  Melville,  April  10,  1918. 

Cause:  Appendicitis. 

Next  of  kin :  Mother,  Mary  Paytal,  1107  Marion  Street,  St.  Paul,  Minn. 
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Peace,  Omek  Gauan,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  31,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Andrew  J.  Peace,  Carmenia,  La. 
Peacock,  John  Pekrt,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  January  21,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  4,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Jennie  J.  Peacock,  327  Quincy  Street,  Brooklyn,  N.  Y. 
Pbake,  Henet  Louis,  electrician,  second  class  (G),  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  February  4,  1916. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Louise  Walker,  De  Funiak  Springs,  Fla. 
Peaesen,  Fred  Caetee,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  June  20,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Nina  Pearsen,  22  Derby  Street,  Waltham,  Mass. 
Peaeson,  Linwood  Lindle,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  24,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Guardian,  Walter  Pearson,  Harrington,  Del. 
Peaeson,  Robeet  Copp,  chief  electrician  (R),  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  1,  1918. 

Died :  U.  S.  S.  Marietta,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Charlotte  L.  Pearson,  428  Main  Street,  Melrose,  Mass. 
Pearson,  Robeet  Peter,   carpenter's  mate,   third  class,  United   States  Naval 
Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  July  23,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Peter  Johnson,  R.  F.  D.  1,  Bark  River,  Mich. 
Peaeson,  Walter  Ernest,  landsman  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Minneapolis,  Minn.,  June  21,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Agnes  Erickson  Pearson,  2832  Thirty-first  Avenue, 
South  Minneapolis,  Minn. 
Pbay,  Delos  Leroy,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  November  20,  1917. 

Died:  U.  S.  S.  Aigamemiwn,  August,  24,  1918. 

Cause:  Explosion  on  board. 

Next  of  kin :  Father,  George  T.  Peay,  86  South  Nine  Street,  West  Provo, 
Utah. 
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Peck,  George  David,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled  :  Jferidian,  Miss.,  May  2,  1918. 

Dietl:  Naval  training  station,  Great  Lakes,  111.,  October  5,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Edward  E.  Peck,  2423  Washington  Street,  VIcksburg, 
Miss. 
Peck,  Haeky  Wallers,  blacksmith,  second  class.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  May  23,  1918. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  September  24,  1918. 

Cause :  Influenza  and  broncho-pneumonia. 

Next  of  kin :  Wife,  Hazel  Peck,  R.  R.  1,  West  Liberty,  Ohio. 
Peck,  Luther  Longstreet,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C,  May  28,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  15,  1918. 

Cause:  Pneumonia. 

Nest  of  kin-  Father,  Luther  Wesley  Peck,  1640  Capouse  Avenue,  Scran- 
ton,  Pa. 
Peck,  MiLioisr  Ltle,  landsman  electrician    (R),  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  February  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Grace  Olive  Peck,  1106  Constitution  Street,  Emporia, 
Kans. 
Peck,  Willis  Cubtis,  coxswain.  United  States  Navy. 

Enlisted:  Allentown,  Pa.,  December  2,  1915. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  31,  1918. 

Cause:  Tuberculosis. 

Next  of  kin  :  Father,  Edwin  B.  Peck,  21  Chestnut  Street,  Batavia,  N.  Y. 
Pedeeson,  Eddie  Gus,  yeoman,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  February  14,  1914. 

Died :  Receiving  Ship,  Puget  Sound,  Wash.,  June  24,  1917. 

Cause:  Septicemia. 

Next  of  kin :  Father,  August  Pederson,  Clifton,  Tex. 
Pedrick,  Robert  Milton,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  7,  1917. 

Died :  Naval  Hospital,  League  Island,  Pa.,  March  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  William  Pedrick,  R.  F.  D.  1,  Blue  Anchor,  N.  J. 
Peikce,  Phillip  Sheedan,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  June  12,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Kate  Reynalds,  815  Shadewick  Street,  Indian- 
apolis, Ind. 
Pekelder,  Albert,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Navy  rifle  range,  Camp  Logan,  111.,  January  16,  1918. 

Died :  Naval  hospital.  Great  Lakes,  lU.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,   Winnie  Van  Derwall,  1042  Logan  Street;  Grand 

Rapids,  Mich. 
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Pellitt,  William  James,  engineman,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  June  30,  1915. 

Died:  U.  S.  S.  Cheyenne,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Ella  Riegger,  308  Alcalde  Street,  Dallas,  Tex. 
Pembroke,  Leon  James,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Burlington,  Vt.,  June  1,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Annie  Agnes  Pembroke,  Middlesex,  Vt. 
Pence,  Eugene  Rtjntan,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  July  23,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Ola  Pence,  2324  East  Broad  Street,  Nev?  Castle, 
Ind. 
Pendell,  James  Wesley,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Peoria,  111.,  July  29,  1918. 

Died:  U.  S.  S.  Alabama,  September  29,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  Leander  Pendell,  Macomb,  111. 
Pendeegast,  James  Michael,  seaman,  second  class,  U.  S.  N. 

Enlisted :  New  York,  N.  Y.,  December  4,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  April  4,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Father,  Michael  Pendergast,  992  Ogden  Avenue,  New  York, 
N.  Y. 
Pendleton,  Reise  Maxfield,  yeoman  (female),  third  class.  United  States  Naval 
Reserve  Force. 

Enrolled:  Boston,  Mass.,  June  17,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin:  Daughter,  Marion  Maxfield  Pendleton,  Deerfield,  Mass. 
Pendleton,  Gkokge  William,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  Cristobal,  Canal  Zone,  April  12,  1918. 

Died :  Fifteenth  naval  district,  Canal  Zone,  September  6,  1918. 

Cause :  Septicemia. 

Next   of   kin:    Father,    Frank   N.    Pendleton,   2087    Seventh    Street,    New 
York,  N.  Y. 
Pene,  Cleawties,  fireman,  second  class.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  May  28,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  3,  1918. 

Cause :  Street-car  accident. 

Next  of  kin :  Sister,  Jane  S.  Pene,  Erath,  La. 
Peneski,  Thomas  Joseph,  seaman,  second  class.  United  Stated  Navy. 

Enlisted :  Kansas  City,  Mo.,  June  4,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  May  30,  1918. 

Cause:  Tuberculosis. 

Next,  of  kin:  Father,  Thomas  Peneski,  723  Reynolds  Street,  Kansas  City, 
Kans. 
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1  ENN,  AiJEED,  Jr.,  chief  machinist's  mate,  United  States  Naval  Reserve  Force. 
Enrolled:  New  Orleans,  La.,  July  30,  1917. 
Died :  United  States  Naval  Auxiliary  Eeserve  School,  Chicago,  111.,  October 

3,  1918. 
Cause:  Pneumonia.  , 

Next  of  kin :  Wife,  Edith  Ryan  Penn,  308  Wels  Building,  New  Orleans,  La. 
Penn,  Cliffokd  Applegate,  seaman,  second  class  (R),  United  States  Naval  Re- 
serve Force. 
Enrolled:  Philadelphia,  Pa.,  July  8,  1918. 
Died:  Naval  hospital,  Philadelphia,  Pa.,  October  8,  1918. 
Cause :  Influenza. 

Next  of  kin  :  Mother,  Margaret  Lawrence  Penn,  Island  Heights,  N.  J. 
Pentony,  Vincent  Peter,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enrolled :  Pelham  Bay  Park,  N.  Y.,  June  27,  1918. 
Died :  Naval  hospital,  Pelham  Bay  Park,  N.  T.,  October  12,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Guardian,  Peter  Ussher,  417  Manhattan  Street,  Brooklyn,  N.  Y. 
Peplau,  Rudolph  Oswaik,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enrolled :  New  Haven,  Conn.,  May  14,  1917. 

Died :  Marine  hospital,  Stapleton,  Long  Island,  N.  Y.,  January  18,  1918. 
Cause:  Pneumonia. 
Next  of  kin:  Father,  Andrew  Peplau,  267  Chapman  Street,  New  Britain, 

Conn. 
PiTPEE,  Elisha,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  December  14,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  Feb.  16,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Emma  G.  Wood,  Caushatta,  La. 
Percitieij),  Aklet,  boiler  maker,  United  States  Navy. 
Enlisted:  El  Paso,  Tex.,  May  31,  1916. 
Died:  U.  S.  S.  Pittsburgh,  October  21,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin:  Mother,   Mrs.  Annie  Percifield,  2716  Wyoming   Street,  El 

Paso,  Tex. 
Peecivax,  Chakles  Edwaed,  chief  quartermaster    (A),  United  St-ates  Naval 

Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  November  5,  1917. 
Died :  Naval  air  station,  Miami,  Fla.,  July  17,  1918. 
Cause:  Seaplane  accident. 

Next  of  kin:  Father,  William  Albert  Percival,  Portville,  N.  Y. 
Peecival,  DoNAiD  Waeeham,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Burlington,  Vt.,  April  18,  1917. 
Died:  Naval  hospital,  Newport,  R.  I.,  May  15,  1917. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Mother,  Mary  Percival,  Jerico,  Vt. 
Pebez,  August,  mess  attendant,  third  class,  United  States  Navy. 
Enlisted:  San  Juan,  P.  R.,  August  13,  1918. 
Died :  Naval  hospital,  Charleston,  S.  C,  September  29,  1918, 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Candeloria  Monanto,  San  Pedro,  P.  R. 
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Peehoff,  Joseph  Matthew,  carpenter's  mate,  third  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  November  13,  1912. 

Died :  Naval  hospital,  Mare  Island,  Calijf.,  July  3,  1917. 

Cause :  Edema  of  lung. 

Next  of  kin :  Mother,  Josephine  Perhoffi,  1045  Arcade  Street,  St.  Paul,  Minn. 
Pebkins,  Hebman  Geoege,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Denver,  Colo.,  April  24,  1917. 

Died:  Receiving  ship,  San  Francisco,  Calif.,  May  2,  1917. 

Cause :     Cerebrospinal  fever. 

Next  of  kin :  Mother,  Sarah  Perkins,  736  Colorado  Avenue,  Trinidad,  Colo. 
Perkins,  La  whence  Adelbekt,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  26,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  31,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Adelbert  Lorenzo  Perkins,  Ogunquit,  Me. 
Peekins,  Otis  Reid,  quartemaster,  first  class.  United  States  Navy. 

Enlisted :  Bordeaux,  France,  January  22,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  April  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  None. 
Perkins,  Roger  Conant,   chief  quartermaster.   United   States   Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  April  9,  1917. 

Died :  Naval  air  station,  Key  West,  Fla.,  March  14,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Mrs.  Sidney  Kingman  Perkins,  Manchester,  Vt. 
Perkins,  Rupert  Jackson,  apprentice  seaman.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  4,  1917. 

Died :  Receiving  ship,  Washington,  D.  C,  September  23,  1917. 

Cause :  Dementia  prsecox. 

Next  of  kin  :  Father,  Clay  Perkins,  Hutsonville,  Mo. 
Perks,  Charles  Patrick,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Peoria,  HI.,  June  20,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Frank  Perks,  Virden,  111. 
Peerillo,  Angelo,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  March  31,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  May  11,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Beatrice  Perrillo,  11  John  Street,  Amsterdam,  N.  Y. 
Perrin,  Francis  Clarence,  mess  attendant,  third  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  Newark,  N.  J.,  July  26,  1917. 

Died :  Naval  Reserve  hospital,  Pelham  Bay,  N.  Y.,  January  23,  1918. 

Cause :  Peretonitis,  acute. 

Next  of  kin:  Father,  John  William  Perrin,  122  Claremont  Avenue,  Mont- 
clalr,  N.  J. 
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rjsiRiNG,  Fkamv  JiAi.i.ocir.  electrician,  third  class,  Unitecl  States  Naval  Reserve 
Force. 
Knrolletl:  Pittsburgh,  Pa.,  May  14,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  April  13,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  .Tohn  Perring,  Gil  North  St.  Clair  Street,  Pittsburgh, 
Pa. 
Pereott,  JA.MES  Weller,  pharmacist's  mate,  third  class.  United  States  Navy. 
Enlisted :  Boston,  Mass.,  May  24,  1917. 
Died :  U.  S.  S.  Mercy,  October  13,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Richard  W.  Perrott,  Center  Bernstead,  N.  H. 
Peert,  Clarence  Makcheix,  mess  attendant,  third  class,  United  States  Navy. 
Enlisted :  New  Haven,  Conn.,  December  11,  1917. 
Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  October  3,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Sarah  Carpenter,  159  Main  St.,  Westerly,  R.  I. 
Pekey,  Donovan  Carlton,  chief  boatswain's  mate.  United  States  Navy, 
Enlisted :  San  Francisco,  Calif.,  March  3,  1915. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  15,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Maude  E.  Perry,  1801  Young  Street,  Dallas.  Tex. 
Pebey,  George  H.,  chief  carpenter's  mate,  United  States  Naval  Reserve  Force. 
Enrolled :  Newport,  R.  I.,  November  20,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  May  23,  1918. 
Cause:  Appendicitis  acute. 

Next  of  kin :  Wife,  Lillian  B.  Perry,  49  Pearce  Street,  Fall  River,  Mass. 
Perry,  John  Milton,  musician,  first  class.  United  States  Navy. 
Enlisted :  Houston,  Tex.,  April  28,  1917. 

Died:  Naval  Base  17  and  18,  European  waters,  August  1,  1918. 
Cause :  Abdominal  wound. 

Next  of  kin :  Father.  Shuble  Perry,  Mentholia,  Tex. 
Peeey,  Thomas  Wesley,  seaman,  second  class,  United  States  Navy. 
Enlisted  :  Atlanta,  Ga.,  April  5,  1918. 
Died  :  U.  S.  S.  Area,  October  2,  1918. 
Cause :  Lost  life  when  vessel  was  sunk. 
Next  of  kin :  Mother,  Mrs.  J.  C.  Perry,  Kingsland,  Ga. 
Perry  Willie  Lloyd,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  .January  24,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  the  missing  Cyclops. 

Next  of  kin:  Mother,  Mrs.  Christtenie  Perry,  R.  R.  1,  Speegleville.  Tex. 
Peery,  Willie  Viegel,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enrolled :  Louisville,  Ky.,  June  11,  1918. 
Died:  Naval  ho,spital,  Philadelphia,  Pa.,  September  23,  1938. 
Cause:  Influenza. 

Next  of  kin  :  Wife,  Tillie  Ruby  Perry,  Cox  Creek,  Ky. 
Persinger,  jAjfES  Donald,  seaman,  second  class.  United  States  Naval  Ileserve 
Force. 
Enrolled :  Omaha,  Nebr.,  June  3,  1918. 

Died:  Naval  hcspital,  Philadelphia,  Pa.,  September  29,  1918. 
Cause:  Influenza. 
Next  of  kin  :  Father,  John  M.  Persinger,  Haswell,  Colo. 
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Person,  Abthtje  Edwin,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  July  12,  1918. 
-    Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mathilda  Person,  802  South  Tenth  Street,  Lyons,  Iowa. 
Peeson,  William  Robert,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  14,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  May  13,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  Person,  Mount  Pleasant,  Tenn. 
Personett,  George  Edgar,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Peoria,  111.,  May  23,  1918. 

Died :  Naval  hospital.  Great  I-akes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next    of   kin:  Wife,    Dora    Theresa    Personett,    834    East    Water    Street, 
Pontiac,  111. 
Pebsonette,  Hugh  Wessbl,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled:  Indianapolis,  Ind.,  July  31,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Fred  Personette,  Cambridge  City,  Ind. 
Peters,  Claude  Ramsheur,  landsman  for  electrician.  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  Orleans,  La.,  May  18,  1917. 

Died :  New  Orleans,  La.,  February  17,  1918. 

Cause :  Peritonitis. 

Next  of  kin :  Mother,  Maggie   Summers   Peters,   1703   Polk   Street,  Alex- 
andria, La. 
Peters,  Clemons  George,  painter,  first  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  9,  1917. 

Died :  Navy  collier  Gyolopa,  June  14,  1918. 

Cause :  On  missing  Cyclops. 

Next  of  kin :  Wife,  Mrs.  Gwen  Peters,  4140  Ashland  Avenue,  St.  Louis,  Mo. 
Peters,  Earl,  seaman.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  22,  1917. 

Died:  Naval  hospital.  Key  West,  Fla.,  October  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Minnie  Lauschinger,  care  of  Mrs.  Richesih,  547  Meno- 
min  Avenue,  St.  Paul,  Minn. 
Peters,  Louis  Barnett,  yeoman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  May  15,  1918. 

Died :  Naval  air  station,  Cardiff,  Wales,  October  1,  1918. 

C?iuse :  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Jennie  Peters,  49  South  Fifth  Street,  Easton,  Pa. 
Peters,  Martin  Albert,  chief  commissary  steward.  United  States  Naval  Re- 
serve Force. 

Enrolled :  San  Francisco,  Calif.,  April  11,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Peter  H.  Peters,  2935  McKlnley  Boulevard,  Milwau- 
kee, Wis. 
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Peteksen,  AtFKED  Casl,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  December  13,  1917. 

Died :  tJ.  S.  S.  Mount  Vernon.  September  5, 1918. 

Cause :  Killed  in  battle  with  enemy. 

Next  of  kin  :  Father,  Mr.  Carl  Petersen,  Cattaraugus,  N.  Y. 
Peteeson,  Akthuk  Joseph,  quartermaster,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  4,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Brother,  Carl  Peterson,  10900  Michigan  Avenue,  Chicago,  111. 
Petekson,  Atey  Heebert,  landsman  for  quartermaster.  United  States  Naval  Re- 
serve Force. 

Enrolled :  Minneapolis,  Minn.,  August  2,  1918. 

Died :  Dunwoody  Naval  Training  Schools,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Minnie  Peterson,  box  K,  Eveleth,  Minn. 
Peteeson,  Chester  Aethtik,  apprentice  seaman,  United  States  Navy. 

Enlisted :   Milwaukee,  Wis.,  June  7, 1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause :   Influenza. 

Next  of  kin  :   Father,  Helman  Peterson,  Ogdensburg,  Wis. 
Peteeson,  Howaed  Maueee,  musician,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :   Great  Lakes,  111.,  July  8,  1918. 

Died  :  Naval  hospital.  Great  Lakes,  111.,  September  4, 1918. 

Cause :  Obstruction,  acute  intestinal. 

Next  of  kin :  Father,  Peter  W.  Peterson,  27  North  Yale  Street,  Vermillion, 
S.  Dak. 
Peteeson,  Lawrence  Elkee,  apprentice  seaman,  United  States  Navy. 

Enlisced  :  New  York,  N.  Y.,  May  4, 1917. 

Died :   Naval  hospital,  Newport,  R.  I.,  June  1,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Ealda  Holtz,  Clear  Lake,  Wis. 
Peteeson,  Nn,s  Axfeed,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Navy  yard,  Boston,  Mass.,  June  8,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  July  22, 1918. 

Cause :  Tuberculosis,  acute  general. 

Next  of  kin:    Mother,  Mrs.  Mathilda  Peterson,  4  Sunset  Avenue,  Forest 
Hills,  Boston,  Mass. 
Peteeson,  Patji,  Matthews,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  July  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Hilda  Peterson,  1109  Gillette  Street,  La  Crosse,  Wis. 

Peteeson,  Theodore  Engwal,  Jr.,  yeoman,  second  class.  United  States  Navy. 
Enlisted:  Seattle,  Wash.,  June  9,  1917. 
Died :  Receiving  ship  at  New  York,  March  17,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lena  Peterson,  1080  West  Seventh  Street,  St.  Paul, 
Minn. 
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Petebson,  Vekne  Anton,  landsman  yoeman,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  11,  1917. 

Died :  Salt  Lake  City,  on  leave,  January  11,  1918. 

Cause :  Acute  nephritis. 

Next  of  kin :  Father,  V.  Peterson,  753  South  Third  Street,  Salt  Lake  City, 
Utah. 
Peteeson,  Wilhelm,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  June  3,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  Peterson,  box  197,  Medaryville,  Ind. 
Petifoed,  Fay  Aethuk,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  June  10,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  January  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  Petiford,  Walnut  Grove,  Mo. 
Peteone,  Genevieve  Josephine,  yeoman  (F),  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  July  27,  1917. 

Died :  San  Francisco,  Calif.,  October  27,  1917. 

Cau.se:  Wound,  gunshot. 

Next  of  kin :  Husband,  Burt  Petrone,  776  Bush  Street,  San  Francisco,  Calif. 
Petteeson,   John  Algath,   molder,   first  class.   United   States  Na\iil   Reserve 
Force. 

Enrolled :  Boston,  Mass.,  April  30,  1918. 

Died :  Naval  training  camp,  Hingham,  Mass.,  September  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Honor  Bernadette  Petterson,  376  Huntington  Avenue, 
Hyde  Park,  Mass. 
Petts,  Robeet  Heney,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  November  30,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  May  13,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Mother,  Margaret  D.  Petts,  3  Regent  Circle,  Jamaica  Plain, 
Mass. 
Pe^-eeill,  Harold,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted:  Des  Moines,  lovya,  January  5,  1918. 

Died :  U.  S.  S.  submarine  chaser  209,  August  27,  1918. 

Cause:  Killed  vehen  U.  S.  S.  submarine  chaser  209  was  fired  upon  by  the 
enemy. 

Next  of  kin :  Mother,  Clara  Amanda  PeveriU,  R.  F.  D.  5,  Waterloo,  Iowa. 
Peysee,  Habey,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  3,  1918. 

Died :  U.  S.  S.  Frederick,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  Peyser,  105  West  One-hundred  and  fourteenth 
Street,  New  York,  N.  Y. 
Peyton,  John  Aloysius,  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  9,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  January  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Brother,  James  Peyton,  corporal.  Thirteenth  Cavalry,  First 
Troop,  H,  United  States  Army,  Fort  Ringgold,  Tex. 
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Pfahlbrt,  Carl  ARTHtTE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  May  24,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  C.  C.  Roberts,  34  Chestnut  Street,  Locljport,  N.  Y. 
Pfeifeb,  Fkank,  chief  yeoman.  United  States  Naval  Reserve  Force. 

Enrolled :  New  Orleans,  La.,  December  4,  1917. 

Died :  At  home,  October  13,  1916. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Nettie  N.  Pfeifer,  3931  St.  Charles  Avenue,  New 
Orleans,  La. 
Pflum,  Mieie  Morton,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  October  6,  1915. 

Died :  U.  S.  S.  Charleston,  April  21,  1917. 

Cause:  Fall. 

Next  of  kin :  Mother,  Emma  Pflum,  Wauneta,  Nebr. 
Phabr,  Robert  Henrt,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

EnroUed:  Atlanta,  Ga.,  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Amanda  Bruce  Pharr,  Pine  Log,  Ga. 
Phelps,  Charles,  mess  attendant,  first  class.  United  States  Navy. 

Enlisted :  Vera  Cruz,  Mexico,  January  19,  1914. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  10,  1917. 

Cause:  Nephritis  chronic  paranechymatovs. 

Next  of  kin :  Mother,  Mrs.  Anna  Phelps,  115  South  Street,  Annapolis,  Md. 
Phelps,   Eldon   George,   landsman  for   machinist's   mate    (A),   United   States 
Naval  Reserve  Force. 

Enrolled :  Portland,  Oreg.,  June  28,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Pearl  Alberta  Phelps,  Moscow,  Idaho. 
Philbbick,  Everett  Gerbish,  electrician,  third  class  (R),  United  States  Naval 
Reserve  Force. 

Enrolled:  Boston,  Mass.,  June  1,  1917. 

Died :  Naval  air  station,  Moutchic  Lacanau,  August  13,  1918. 

Cause:  Drowning. 

Next  of  kin:  Father,  C.  H.  Philbrick,  266  Little  Nahant  Road,  Nahant, 
Mass. 
Philippi,  Lesteb  Joseph,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  August  17,  1914. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Died  when  vessel  was  sunk. 

Next  of  kin :  Father,  Herman  Bieldfield  Philippi,  Sykesville,  Pa. 
Phillips,  Adelbert  Nelson,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  19,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  August  24,  1917. 

Cause,  Pleusisy,  suppurative. 

Next  of  kin :  Mother,  Martha  Phillips,  Oriskany,  N.  J. 


592 

Philups,  Adolph,  water  tender,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  October,  8,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6, 1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Mother,  Eunice  Phillips,  638  Landis  Avenue,  Vineland,  N.  J. 
Phillips,  Chaeles  Labue,  seaman,  second  class,  signalman,  United  States  Navy. 

Enlisted :  Recruiting  Station,  Philadelphia,  Pa.,  February  20,  1917. 

Died :  Steamship  War  Knight,  March  24,  1918. 
•    Cause:  Lost  overboard. 

Next  of  kin :  Father,  Charles  Edvrard  Phillips,  Camp  Hill,  Pa. 
Phillips,  Daniel  Cubban,  •  landsman  for  electrician  (R)    (O),  United  States 
Naval  Reserve  Force. 

Enrolled :  Meridian,  Miss.,  June  29, 1918. 

Died:  Dunwoody  Naval  training  School,  Minneapolis^   Minn.,   October  8, 
1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  William  D.  Phillips,  3300  Eighth  Street,  Meridian, 

Miss. 
Phillips,  Edwin  David,  engineman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  April  26,  1917. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause :  When  vessel  was  torpedoed  by  enemy. 

Next   of   kin:  Mother,   Mrs.   F.   Phillips,  2038   South   Twenty-flrst  Street, 
Philadelphia,  Pa. 
Phillips,  George  Gladstone,  electrician,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Wilmington,  N.  C,  June  7,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October,  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Evander  M.  Phillips,  P.  O.  Box  61,  Rockingham,  N.  0. 
Phillips,  Isaiah  H.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Charleston,  S.  C,  October  26,  1918. 

Died :  United  States  naval  hospital,  Charleston,  S.  C,  November  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Minnie  O.  Phillips,  R.  R.  3,  Birmingham,  Ala. 
Phillips,  James  Ashton,  yeoman,  third  class,  United  States  Navy. 

Enlisted :     Pittsburgh,  Pa.,  May  20,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  29,  1918. 

Cause:  Pneumohia. 

Next  of  kin :  Father,  John  Phillips,  1417  Euclid  Avenue,  Steubenville,  Ohio. 
Phillips,  Van  Ckookb,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  May  4,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  May  27,  1918. 

Cause:  Appendicitis. 

Next  of  kin :  Mother,  Clara  S.  Phillips,  Newberry,  Ind. 
Phillips,  William  Millet,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Raleigh,  N.  C,  June  3,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  2, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Thomas  Jackson  Phillips,  R.  F.  D.  3,  East  Bend,  N.  C. 
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Phjxo,  Abchie,  blacksmith,  United  States  Navy. 

Enlisted :  Old  Point  Comfort,  Va.,  September  24,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  14,  1917. 

Cause:  Carcinoma. 

Next  of  kin :  Mother,  Annie  M.  Philo,  2539  Flndlay  Avenue,  Columbus,  Ohio. 
Phipps,  George  Paul,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  6,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Mary  Phipps,  general  delivery,  Los  Angeles,  Calif. 
Phipps,  John  Wiiiiam,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  21,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Laura  Strought,  Bedford,  Ind. 
PiCARD,  Arthur  Wh.liam,  chief  yeoman,  United  States  Navy. 

Enlisted :  Hampton  Roads,  Va.,  December  7,  1917. 

Died:  At  home,  September  18,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mae  Picard,  185  Ralph  Avenue,  Brooklyn,  N.  Y. 
PicciANo,  Michael  Akthont,  boiler  maker,  United  States  Navy. 

Enlisted :  Binghamton,  N.  T.,  May  29,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Sinking  of  vessel. 

Next  of  kin  :  Father,  Pasquale  Picciano,  306  Squires  Avenue,  Endicott,  N.  Y. 
PicHELOup,  Matieice  J.,  Jr.,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled:  New  Orleans,  La.,  August  8,  1918. 

Died :  Father's  home,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Euphemia  Hilaire  Picheloup,  3919  Orleans  Street,  New 
Orleans,  La. 
PicHETT,  Zip  Edward,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  October  15,  1917. 

Died :  Naval  Station,  Blare  Island,  Calif.,  December  13,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Louise  Pichett,  Newberg,  Oreg. 
Pickell,  Alexander  Hollidat,  chief  quartermaster,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Navy  yard,  Washington,  D.  C,  March  20,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  April  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Julius  Holliday  Pickell,  221  West  Park  Drive,  Ra- 
leigh, N.  C. 
Pickett,   Russell,  landsman  electrician    (R),  United   States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  May  27,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  November  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Ora  Alton  Pickett,  R.  R.  3,  Waynestown,  Ind. 

17448.^^—20 38 
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Pickle,  Woodie  Clifton,  seaman.  United  States  Navy. 
Enlisted:  Jackson,  Miss.,  April  21,  1917. 
Died :  U.  S.  S.  Pittsburgh,  October  25,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  William  Woodie  Pickle,  Hamilton,  Miss. 
PicKKELL,  John  Manlet,  quartermaster,  third  class,  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  April  19,  1916. 
Died :  Steamship  St.  Paul,  March  14,  1918. 
Cause:  Lost  overboard. 

Next  of  kin :  Mother,  Helen  M.  Atwell,  912  H  Street  NW.,  Washington,  D.  0. 
PioKwoKTH,  Beenaed,  Chief  carpenter's  mate,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  April  9,  1917. 
Died :  Naval  base,  Plymouth,  England,  August  7,  1918. 
Cause:  Killed  by  accidental  fall. 

Next  of  kin:  Mother,   Mary   Kearney   Pickworth,   127  Portland  Avenue, 
Rochester,  N.  Y. 
PiEBLEK,  Andkevt  John,  landsman  electrician  (R),  United  States  Navy. 
Enlisted :  BufEola,  N.  Y.,  July  1,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  October  8,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Winifred  LohmlUer,  604  Maple  Street,  Rochester,  N.  Y. 
PiEECE,  Blanche  Eleanor,  landsman  for  yeoman  (female).  United  States  Naval 
Reserve  Force. 
Enrolled :  Washington,  D.  C,  August  27, 1918. 

Died :  Georgetown  University  Hospital,  Washington,  D.  C,  October  6,  1918. 
Cause:  Influenza. 

Next  of  kin :  Husband,  James  Virgil  Pierce,  621  Twelfth  Street  ISTB.,  Wash- 
ington, D.  0. 
Pierce,  Harold  Blvbn  Lesslet,  apprentice  seaman.  United  States  Naval  Re- 
serve Force. 
Enrolled :  St.  Louis,  Mo.,  July  31, 1918. 
Died :  Naval  hospital,  Great  Lakes,  lU.,  September  21, 1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Hannah  Pierce,  Harviel,  Mo. 
Pierce,  Harold  Eugene,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Brooklyn,  N.  Y.,  January  18,  1918. 
Died :  Naval  Hospital,  Newport,  R.  I.,  March  19,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Francis  Pierce,  45  South  Ninth  Street,  Newark,  N.  J. 
PiEECE,  Melvin  Warren,  fireman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled :  Milwaukee,  Wis.,  June  27,  1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  29, 1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Altie  Jane  Spiess,  1120  Buffman  Street,  Milwaukee, 
Wis. 

Pierce,  Noluce  Andrew,  chief  boatswain's  mate.  United  States  Navy. 
Enlisted:  New  York,  N.  Y.,  January  22,  1918. 

Died :  United  States  Naval  hospital,  Brooklyn,  N.  Y.,  September  30,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Father,  Henry  B.  Pierce,  Marthasville,  La. 
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PiEEPONT,  Robert  Jennings,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Parkersburg,  W.  Va.,  June  20,  1918. 

Died :  United  States  naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Frank  Pierpont,  1332  South  Pennsylvania  Avenue, 
Wellston,  Ohio. 
PiERSON,  Manford  Cael,  landsman  for  yeoman.  United  States  Naval  Reserve 
Force. 

Enrolled :  Omaha,  Nebr.,  May  17,  1918. 

Died:  United  States  naval  hospital.  Great  Lakes,  111.,  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Nels  Pierson,  Albert  City,  Iowa. 
PiGOTT,  Charles  Henry,  mess  attendant,  third  class.  United  States  Naval  Re- 
serve Force. 

Enrolled  :  Morehead  City,  N.  C,  August  7,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12, 1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Manuel  Pigott,  13  North  Street,  Morehead  City,  N.  O. 
Pike,  Robekt  Marle,  landsman  machinist's  mate.  United  States  Naval  Reserve 
Force. 

Enrolled :  Des  Moines,  Iowa,  June  25,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  12,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Izora  Pike,  Ida  Grove,  Iowa. 
PiLi,i\'ANT,  William,  landsman  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Cleveland,  Ohio,  July  1,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Lelia  Pillivant,  508  Lakes  Avenue,  Elyria,  Ohio. 
Pillow,  Majok  Murray,  bugler.  United  States  Naval  Reserve  Force. 

Enrolled:  Louisville,  Ky.,  June  6,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  30,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Hayden  Pillow,  Russellville,  Ky. 
PiNKE,  John  Howard,  cabin  steward,  United  States  Navy. 

Enlisted  :  Philadelphia,  Pa.,  February  27,  1917. 

Died :  U.  S.  S.  Baltimore,  December  11,  1917. 

Cause :  Myocarditis. 

Next  of  kin :  Aunt,  Mrs.  Lizzie  Walker,  Phoebus,  Va. 
Pinkhaai,  Arthur  Monkoe,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  April  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Wife,  Nellie  Pinkham,  402  Essex  Avenue,  West  Gloucester, 
Mass. 
PiNKSTON,  Harlie  Milton,  Water  tender,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  August  14,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Mary  Elizabeth  Boutean,  329  Flynn  Avenue,  Alva, 
Okla. 
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PrBOLO,  James,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Newark,  N.  J.,  May  8,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Thomas  Pirolo,  17  Elm  Street,  Paterson,  N.  J. 
Pitt,  Vernek  Ray,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  12,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  February  27,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Johnnie  Etta  Pitt,  R.  F.  D.  6,  Springfield,  Tenn. 
PiTTMAN,  ALtEN  WALLACE,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  December  14,  1917. 

Died :  Naval  station.  Mare  Island,  Calif.,  March  12,  1918. 

Cause:  Measles  and  broncho-pneumonia. 

Next  of  kin :  Mother,  Amanda  Pittman,  Maricopa,  Calif. 
Plaine,   Joseph   Wellington,   seaman  signalman,  first  class,   United   States 
Navy. 

Enlisted:  Cincinnati,  Ohio,  June  6,  1917. 

Died :  Steamship  Slerton  Hall,  February  11,  1918. 

Cause :  When  vessel  sunk. 

Next  of  kin :  Father,  Philip  Plaine,  364  East  Main  Street,  Newark,  Ohio. 
Planchon,    Gilbebt   Clemont,   landsman   quartermaster    (A),    United   States 
Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  January  30,  1918. 

Died:  Naval  training  station.  Great  Lakes,  111.,  February  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  P.  R.  Planchon,  Monett,  Mo. 
Plant,  Howakd  William,  electrician,  third  class  (B),  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  June  8,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action. 

Next  of  kin :  Mother,  Mrs.  Agnes  Plant,  20  Front  Street,  Burlington,  Vt 
Platt,  Thomas  W.,  Jr.,  quartermaster,  third  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  April  7,  1917. 

Died :  Ellsworth,  Me.,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next   of   kin:   Father,   Thomas   W.    Platt,   24   Walnut   Avenue,   Andover, 
Mass. 
Pleasant,  Kichaed  Edward,  wardroom  cook.  United  States  Navy. 

Enlisted :  Charleston,  S.  C,  August  25,  1916. 

Died :  Naval  hospital,  Las  Animas,  Colo.,  June  4, 1917. 

Cause:  Tuberculosis. 

Next  of  kin :  Sister,  Lucille  Miles,  2249  Wyllie  Avenue,  Pittsburgh,  Pa. 
Plew,  Howard,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  December  6,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed. 

Next  of  kin :  Wife,  Alice  D.  Plew,  Malage,  Wash. 
Plew  A,  Joseph,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  BufCalo,  N.  T.,  July  30,  1918. 

Died:   Naval  hospital,   Great  Lakes,   111.,    September   21,    1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Andrew  Plewa,  360  Amherst  Street,  Buffalo,  N.  Y. 
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Pt^wMAN,  Gordon,  yeoman,  third  class,  United  States  Navy. 

EnUsted:  Dallas,    Tex.,    April   6,    191T. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  7,  1917. 

Cause:  Cerebrospinal  fever. 

Next    of   kin:  Brother,    M.    M.    Plowman,    819   Commonwealth   Building, 
Dallas,  Tex. 
PocHEL,  Haeold  Julius  Tkemaine,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  8,  1917. 

Died:  Naval  training  camp,   San  Diego,  Calif.,  February  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Hattie  Pochel,  Wenatchie,  Wash. 
PocKLiNGTON,  CuFFOED  TAP,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  March  30,  1916. 

Died :  U.  S.  S.  Arkansas,  May  25,  1917.  ' 

Cause :  Killed  by  interurban  car. 

Next  of  kin :  Father,  Cornelius  Pocklington,  Hollaway,  Mich.  ;' 

PoE,  Leonaed  Andrew,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  19,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :    Influenza. 

Next  of  kin:  Mother,  Lizzie  Weber  Poe,  R.  R.  2,  Williston,  N.  Dak. 
POFF,  Alfred,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  April  20,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  missing  Cyclops. 

Next  of  kin:  Mother,  Julis  PofE,  Murphreesboro,  Tenn. 
PoFP,  MuBBT  Johnson,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  June  8,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  6,  1918. 

Cause:  Pleurisy,  following  pneumonia. 

Next  of  kin :  Father,  James  Andrew  PofE,  Willis,  Va. 
PoFi,    Queeino   Joseph,   carpenter's   mate,   third   class,   United   States  Naval 
Reserve  Force. 

Enrolled :  Nevrport,  R.  I.,  June  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Vincenzo  Pofi,  551  Union  Avenue,  Providence,  R.  I. 
PoHL,  Julius,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Staten  Island,  N.  Y.,  July  22,  1917. 

Died:  U.  S.  S.  Penobscot,  October  5,  1918. 

Cause :  Drowned. 

Next  of  kin:  Brother,  Hero  Pohl,  U.   S.   S.  Aeolus,  care  of  postmaster, 
New  York. 
PoLAN,  Veene  Emmett,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  July  2,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nellie  Mahaska  Polan,  Orion,  Mich. 
Poland,  Archie  Lee,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  July  15,  1918. 

Died :  U.  S.  S.  Solace,  September  30,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  H.  Melvin  Poland,  R.  R.  4,  Abilene,  Kans. 
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Polk,  Geoege  Russell,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Tim  Polk  (address  unknown). 
PoLLAN,  John,  chief  boatswain's  mate.  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  February  6,  1918. 

Died :  Naval  hospital.  New  York,  N.  Y.,  April  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Cousin,  Daniel  Curian,  320  Broadway,  Fall  River,  Mass. 
PoLLABD,  Dewey  Oliver,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Miami,  Fla.,  June  10,  1918. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Maggie  A.  Pollard,  Lemon  City,  Fla. 
PoLLABD,  Edwaed  Spottswood,  Seaman,  second  class.  United  States  Navy. 

Enlisted :  Richmond,  Va.,  July  9,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  William  G.  Pollard,  Ayletts,  Va. 
PoLLiTT,  Chalmer  Lewis,  electriclau,  second  class  (R.),  United  States  Naval 
Reserve  Force. 

Enrolled :  Los  Angeles,  Calif.,  April  10,  1917. 

Died :  Naval  radio  station,  San  Diego,  Calif.,  May  5,  1918. 

Cause:  Drowning. 

Next  of  kin:  Mother,  Emma  Pollitt,  663  West  Thirty-fifth  Place,  Los  An- 
geles, Calif. 
Pollock,  Delbeet  Thomas,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  June  4,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Quincy  Elton  Pollock,  Burlington,  Kans. 
Pomeeoy,  Ralph  Goedon,  seaman,  second  class,  United  States  Navy  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  June  3,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Jessie  M.  Cutler,  4326  Lake  Park  Avenue,  Chicago.  Til. 
PoMETTA,  James  John,  landsman  electrician  (R.),  United  States  Navy.  • 

Enlisted :  Mare  Island,  Calif.,  November  26,  1917. 

Died :  Navy  Yard,  Mare  Island,  Calif.,  October  23,  1918. 

Cause:  Influenza,  pneumonia. 

Next  of  kin :  Brother,  Alfred  J.  Pometta,  Benlcia,  Calif. 
Ponce,  Michael  Feancis,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  13,  1918. 

Died:  Brooklyn,  City  Hospital,  Brooklyn,  N.  Y.,  September  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Brother,  John  J.  Ponce,  8  Acorn  Street,  Elmhurst,  N.  Y. 
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Pool,  Jesse,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  8,  1917. 

Died :  U.  S.  S.  South  Carolina,  May  31, 1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Julia  Pool,  Baldwin,  Ga. 
Pope,  Aechie  Hakus,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  December  15,  1917. 

Died :  U.  S.  S.  Solace,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Willmon  H.  Pope,  Columbia,  Miss. 
Pope,  George  Erskiwe,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  December  19,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ammie  May  Barrett  Pope,  South  Jacksonville,  Fla., 
Box  51. 
Pope,  Rutus  Eael,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  May  20,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Nancy  E.  Pope,  London,  Ky. 
Pope,  William  Archie,  fireman,  third  class.  United  States  Navy. 

Enlisted :  NashviUe,  Tenn.,  April  20,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Josphine  Pope,  138  Overton  Place,  Knoxville,  Tenn. 
Porter,  Amos  Marcellus,  shipfitter,  second  class.  United  States  Navy. 

Enlisted :  Richmond,  Va.,  May  8,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Jlember  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Kate  C.  Porter,  Ashland,  Va. 
Porter,  Bernard  La  Chance,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Cincinnati,  Ohio,  May  13,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Chase  T.  Porter,  Richwood,  Ohio. 
Porter,  Gordon  Cruisebe,  gunner's  mate,  first  class.  United  States  Naval  Re- 
serve Force. 

Enrolled:  St.  Louis,  Mo.,  April  6,.  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  J.  Scanlon,  317  Dix  Avenue,  Detroit,  Mich. 

Porter,  Harry  Page,  hospital  apprentice,  second  class.  United  States  Navy. 
Enlisted:  Portland,  Me.,  April  26,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  May  14,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Father,  Bert  Page  Porter,  Bodwell  Street,  Sanford,  Me. 
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Pouter,  William  Henby,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  United  States  Naval  Auxiliary  Reserve  School,  Chicago,  111.,  May 
14,  1918. 

Died :  Naval  AuxlUary  Reserve,  Cleveland,  Ohio,  August  1,  1918. 

Cause:  Pneumonia.  v 

Next  of  kin:  Mother,  Mrs.  Sarah  Porter,  4153  North  Ashland  Aveaue, 
Chicago,  111. 
PoBTEK,  William  I.,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  April  5,  1918. 

Died :  U.  S.  S.  West  Bridge,  August  15,  1918. 

Cause:  Died  when  vessel  was  torpedoed. 

Next  of  kin :  Wife,  May  E.  Porter,  8114  Sixty-sixth  Avenue  SE.,  Portland, 
Oreg. 
PoETNEE,  Charles  Augustus,  seaman,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  March  16,  1917. 

Died :  U.  S.  S.  Benham,  July  22,  1918. 

Cause:  Drowned. 

Next  of  kin:  Mother,  Theresa  Russell,  1501  North  Fulton  Avenue,  Balti- 
more, Md. 
Post,  Carl  John,  landsman,  electrician  (R.),  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  June  3,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Gladys  Alene  Post,  Thayer,  Kans. 
Post,   Feedekick,   Elswokth,   machinist's  mate,   second   class.   United   States 
Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  October  1,  1917. 

Died:  U.  S.  S.  Cfterofcee,  JFebruary  26,  1918. 

Cause:  Died  when  vessel  foundered. 

Next  of  kin :  Father,  Fred  E.  Post,  98  Second  Street,  Keyport,  N.  J. 
PosTON,  Charles  William,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  St.  Louis,  Mo.,  June  3,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Cynthia  Ann  Poston,  Des  Arc,  Mo. 
PoTE,  Gboege  Washington,  oiler.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  January  8,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action. 

Next  of  kin :  Sister,  Mabel  Pote,  2021  Frankford  Avenue,  Philadelphia,  Pa. 
PoTiEK,  Sylvain,  fireman,  third  class.  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  July  24,  1917. 

Died :  Naval  Hospital,  Charleston,  S.  C,  January  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Adam  Potier,  R.  F.  D.  1,  Breaux  Bridge,  La. 
PoTTEE,  Ohaeles  GILBERT,  Seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  June  4,  1918. 

Died :  U.  S.  S.  Mercy,  October  14,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Jane  Potter,  Alba,  Mich. 
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I'OTTEE,  Gkorge  Aethtjk,  seaiuaii,   second  class,  Uiiiterl   States  Naval   lieserve 
Force. 
•  Enrolled :  Des  Moines,  Iowa,  May  22,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  29,  1018. 

Cause:  Influenza. 

Next  of  kin :  Father,  Birt  Potter,  Canton,  Iowa. 
PoTTEB,  Hakold  Claek,  gunuer's  mate,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Minneapolis,  Minn.,  April  20,  1918. 

Died:  Naval  liospital,  Annapolis,  Md.,  October  19,  1918. 

Cause :  Pneumonia,  following  Influenza. 

Next  of  kin :  Mother,  Sarah  Jenkins,  Melville,  N.  Dak. 
Potter,  Harry  LeRoy,  gunner's  mate,  first  class.  United  States  Navy. 

EnUsted :  Newport,  R.  I.,  June  29,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew'  on  missing  Cyclops. 

Next  of  kin:  Mother,  Mrs.  Emma  J.   Potter,  108  East  McOlure  Avenue, 
Peoria,  111. 
Potter,  Norman  Chaei.es,  apprentice  seaman,   United   States  Naval   Reserve 
Force. 

Enrolled  :  Pittsburgh,  Pa.,  July  12,  1918. 

Died :   Naval  training  station,  Great  Lakes,  111.,  September  30,  1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :   Father,  Charles  E.  Potter,  box  584,  Wellsburg,  W.  Va. 
Potts,  Harry,  seaman,  second  class.  United  States  Navy. 

Enlisted :   Indianapolis,  Ind.,  December  14,  1917. 

Died :   U.  S.  S.  Shaw,  October  9,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  Owen  Potts,  Crestwood,  Ky. 
Potz,  Louis,  ship  fitter,  second  class.  United  States  Navy. 

Enlisted :   Detroit,  Mich.,  March  21,  1917. 

Died :  Na-s-y  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :   Brother,  Fred  J.  Potz,  551  Ashland  Avenue,  Detroit,  Mich. 
PouLSON,  John  Henry,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Salt  Lake  City,  Utah,  April  14,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  John  A.  Poulson,  Mammoth,  Utah. 
Powell,  Alonzo  Griswold,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :   Burlington,  Vt,,  January  8,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  6, 1918. 

Cause :    Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Christine  Powell,  Jeffersonville,  Vt. 
Powell,  Foster  Saunder,  yeoman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled  :  Norfolk,  Va.,  May  10, 1918. 

Died  :  While  on  leave,  October  21,  1918. 

Cause:   Pneumonia. 

Next  of  kin  :  Mother,  Edna  Virginia  Powell,  2002  Grove  Avenue,  Richmond, 

Va. 
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Powell,,  James  Polk,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  July  23,  1917. 

Died :  Navy  collier  Cyclops,,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Lisbon  L.  Powell,  Kemp,  Tex. 
Powers,  Clyde  Selby,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  May  1,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Feme  Warrick  Powers,  Waynesville,  111. 
Powers,  Frank  Herbert,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  March  3,  1917. 

Died :  U.  S.  S.  Roe,  Naval  Base  Hospital  No.  5,  July  3,  1918. 

Cause:  Tetanus. 

Next   of   kin:  Father,    George   Powers,   1313   Kenton    Street,    Springfield, 
Ohio. 
Powers,  Frank  James,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted:  Peoria,  111.,  January  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Edmond  Powers,  1116  Second  Avenue,  Peoria,  111. 
Powers,  Joseph  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  June  6,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  August  10,  1918. 

Cause:  Accidental  drowning. 

Next  of  kin :  Father,  Joseph  Powers,  1138  Wenona  Avenue,  Oak  Park,  III. 
Powers,  Linwood  Lawrence,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  December  15,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Linda  Powers,  2  Armstrong  Street,  Portsmouth,  Va. 
Powers,  Raymond  Ora,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  July  18,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Edith  F.  Davis,  Plainville,  Ohio. 
Powers,  Robert  Hardy,  painter,  second  class,  United  States  Navy. 

Enlisted:  Raleigh,  N.  C,  June  4,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mrs.  Mary  Powers,  R.  D.  2,  Asheville,  N.  C. 
Poyneer,  Warner  Raywalt,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  December  15,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Seymour  Poyneer,  Branchfort,  N.  T. 
Peatheb,  Dewey  Ray,  electrician,  first  class.  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  March  19,  1917. 

Died:  Naval  hospital.  Key  West,  Pla.,  October  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Ellen  Prather,  box  45-0,  route  3,  Thirty-ninth 
and  Wolman  Streets,  San  Diego,  Calif. 
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Pbatt,  Ghestek  Hakmon,  ship's  cook,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  July  13,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ester  Harmon  Pratt,  Durand,  Mich. 
Pkatt,  Claude  Edwaed,  landsman  electrician   (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Kansas  Cit.v,  Mo.,  December  11,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  March  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Gertrude  M.  Pratt,  Llndsborg,  Kans. 
Pkatt,  Hakold  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  Decerjber  21,  1916. 

Died :  Brooklyn  home  for  consumptives,  Brooklyn,  N.  Y.,  October  23,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Guardian,  Frank  Cram,  27  Wilson  Street,  Eastport,  Me. 
Pkat,  Haeby  Orton,  electrician,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Traverse  City,  Mich.,  July  23,  1917. 

Died :  U.  S.  S.  Indiana,  February  8,  1918. 

Cause :  Abscess  of  lung. 

Next  of  kin :  Father,  George  E.  Pray,  Traverse  City,  Mich. 
Peescott,  Charles  Edward,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  8,  1916. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Bertha  M.  Walsh,  121  Charles  Street,  Boston,  Mass. 
Preston,  John  Richard,  machinist's  ma^e,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Newport,  R.  I.,  December  10,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  September  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Mary  Preston,  19  Meadow  Avenue,  Lonsdale,  B.  I. 
Price,  Haeet,  ship's  cook,  fourth  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  April  10,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  11,  1918. 

Cause:  Influ^za. 

Next  of  kin :  Brother,  Simon  Price,  67  Joy  Street,  Boston,  Mass. 
Price,  Herbert  Reginal,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  23,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Herbert  R.  Price,  1616  Ellamont  Street,  Baltimore,  Md. 
Price,  Jesse  Edward,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Baltimore,  Md.,  June  19,  1918. 

Died  :  Naval  hospital.  Naval  Base,  Va.,  September  30, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Joseph  Edward  Price,  Shenandoah  Junction,  W.  Va. 
Price,  Julius  Clyde,  landsman  yeoman.  United  States  Navy. 

Enlisted:  Atlanta,   Ga.,   July  13,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Frances  Wright  Price,  Sumraerville  Road,  Rome,  6a. 
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Price,  Lawkence  Hannon,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  October  10,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  December  12,  1917. 

Cause :  Suicide. 

Next  of  kin :  Wife,  Gertrude  M.  Price,  4530  South  Benton  Street,  Kansas 
City,  Mo. 
Price,  Thomas  Edwin,  storekeeper,  second  clasg.  United  States  Naval  Reserve 
Force. 

Enrolled :'  Ocean  City,  Md.,  August  17,  1917. 

Died:  United  States  Army  hospital,  Mailly,  Marne,  France,  October  22,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Cornelia  Price,  Oenterville,  Md. 
Prillaman,  Seth  Edwin,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Richmond,  Va.,   June  3,   1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Elkanah  Prillaman,  Callaway,  Va. 
Pringle,  Bruce  Charles,  fireman,  third  class.  United   States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  June  28,  1918. 

Died:  U.  S.  S.  Mercy,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  George  R.  Pringle,  18  Thompson  Court,  Pontiac,  Mich. 
Prinz,  Frank  John,  seaman,  second  class.  United  States  Nayy. 

Enlisted:  St.  Louis,  Mo.,  June  23,  1917. 

Died:  U.  S.  S.  Michigan,  January  15,  1918. 

Cause:  Skull  fractured. 

Next  of  kin :  Father,  Henry  Hurdelbrink,  Sherwood,  N.  Dab. 
Peitchaed,  William  Henry,  fireman,  second  class.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  8,  1917. 

Died:  United  States  naval  hospital,  Liege,  Scotland,  November  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Harriet  Pritchard,  Plymouth,  Calif. 
Pbitzlaff,  Charles  Phillip,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  June  13,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Edith  Elizabeth  PritzlafC,  4538  North  Ashland  Avenue, 
Chicago,  IlL 
Proctor,  Basil  Allen,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  Baltimore,  Md.,  December  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  14, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ida  Proctor,  Shadyside,  Md. 
Proititt,  John  Milton,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Raleigh,  N.  C,  July  11,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  Madison  Proffitt,  BurnsvlUe,  N.  O. 
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Pboutt,  Lloyd  Lenton,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  24,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  25,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  Merritt  A.  Prouty,  Davenport,  Wash. 
Pbyor,  James  Patbick,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  June  4,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  Pryor,  30  Radford  Street,  Yonkers,  N.  Y. 
Pezybyi-ski,  Valentine,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Bufealo,  N.  Y.,  April  24,  1917. 

Died :  U.  S.  S.  Von  Steuben,  March  5,  1918. 

Cause :  Gunshot  wound. 

Next  of  kin:  Father,  Mr.  Leon  Przybylski,  150  Rother  Avenue,  Buffalo, 
N.  Y. 

PtTFFEK,  Peect  Wh-btje,  landsman  machinist's  mate  (A),  United  States  Navy. 
Enlisted :  Burlington,  Vt.,  December  15,  1917. 
Died :  Naval  training  station,  naval  operating  base,  Norfolk,  Va.,  May  25, 

1918. 
Cause:  Killed  in  street-car  accident. 

Next  of  kin :  Mother,  Mrs.  Elizabeth  A.  Puffer,  Columbia,  Me. 
PuGH,  David  Edwin  CtAtrDE,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Nashville,  Tenn.,  December  10,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  January  4,  1918. 
Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Albionia  Rogers  Pugh,  3735  North  Fifteenth  Street, 
Philadelphia,  Pa. 
Pttgh,  ivCssEu.  Hawobth,   apprentice  seaman,  United  States  Naval  Reserve 
Force. 
Enrolled:  Philadelphia,  Pa.,  July  1,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  4,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Albionia  Rogers  Pugh,  3735  North  Fifteenth  Street, 
Philadelphia,  Pa. 
Pm-HAM,  Chaem;s  Alexandee,  hospital  apprentice,  first  class.  United  States 
Navy. 
Enlisted :  Baltimore,  Md.,  May  29,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  17,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Mr.  Thomas  W.  Pulham,  2934  East  Baltimore,  Balti- 
more, Md. 
PuLis,  James  Bbyson,  ship's  cook,  third  class.  United  States  Naval  Reserve 
Force. 
Enrolled :  Navy  yard,  New  York,  N.  Y.,  August  7, 1917. 
Died :  U.  S.  S.  George  Washington,  March  30,  1918. 
Cause :  Asphyxiation  by  Illuminating  gas. 

Next  of  kin:  Wife,  Mrs.  Margaret  J.  Pulis,  138  Elder  Street,  Brooklyn, 
N.  Y. 
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Pullet,  William  Robekt,  seaman,  third  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  12,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  7, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mrs.   John  Thomas  Pulley,   543  Octavia   Street,  New  Or- 
leans, La. 
Pols,  Edwin  Eenest,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  June  20,  1918. 

Died :  Mountainside  Hospital,  Montclair,  N.  J.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Sarah  Ernestine  Puis,  368  Seventeenth  Avenue,  Milwaukee, 
Wis. 
PULVEE,  Haeold  Leslie,  seaman,  first  class.  United  States  Naval  Reserve  Force. 

Enrolled:  New  Haven,  Conn.,  May  7,  1917. 

Died :  Naval  hospital.  New  York,  September  21,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  Emma  Pulver,  119  West  Main  Street,  Meriden, 
Conn. 
PuECELL,  John  Leo,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Syracuse,  N.  Y.,  June  3,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Purcell,  Richfield  Springs,  N.  Y. 
PuEiNTON,  Nathaniel  Snow,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Portland,  Me.,  June  26,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mrs.   Marion   Stevens,   189  Lisbon   Street,   Lewis- 
ton,  Me. 
PuEiNTON,  Roland  Eaele,  quartermaster,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Bath,  Me.,  April  26,  1917. 

Died :  Nival  hospital,  Chelsea,  Mass.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Emery  E.  Purinton,  Bowdoinham,  Me. 
PuEVis,  Claude  H.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  December  8,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  16, 1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Frauds  A.  Purvis,  Puckett,  Miss. 
PuEvis,  William  V.,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  December  7,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  17, 1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Cornelia  Purvis,  R.  F.  D.  No.  2,  box  50,  Pela- 
hatchle,  Miss. 
Putnam,  Aveey  Wentwokth,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  December  4,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  25,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Mary  Patterson  Putnam,  Rutland,  Mass. 
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PxTNAM,  Edward  Payson,  landsman  for  ship's  fitter  (Aviation),  United  States 

Naval  Reserve  Force. 
Enrolled :  Lewiston,  Me.,  August  6,  1918. 
Died :  Naval  hospital,  Charleston,  S.  C,  October  12,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin :  Aunt,  Mrs.  Elizabeth  F.  Grover,  60  Burleigh  Street,  Water- 

ville,  Me. 

Putnam,  Roy  Lee,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  May  29,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  20, 1918. 

Cause:  Multiple  injuries. 

Next  of  kin :  Father,  William  H.  Putnam,  Phoenix,  Ala. 
QuEENEY  Lawrance,  Seaman,  second  clas:',  United  States  Naval  Reserve  Force. 

Enrolled:  St.   Loui- ,  Mo.,  July  8,   1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :   Sister,  Marie  Queeney,  Hillsboro,  Ind.  ^' 

QtTENNEii,  Harry  Irving,  pharmacist's  mate,  third  class.  United  States  Naval 
Reserve   Force. 

Enrolled :  Boston,   Mass.,   September  20,  1917. 

Died:     Naval  training  camp.  Deer  Island,  Mas-.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Hattie  L.  Quennell,  244  Broadway,  Somerville,  Mass. 
QuESTO,  Ci-ARENCE  Geoege,  fireman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Lodi,  Calif.,  June  25,  1917. 

Died:  U.  S.  S.  Ringold,  November  2.  1918. 

Cause:  Influenza. 

Next  of  kin :  Mrs.  Anna  Ariola,  Altaville,  Calif. 
QuiDADO,  Gabino,  boatswain's  mate,  flr:  t  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Cavite,  P.  I.,  June  16,  1917. 

Died :  U.  S.  S.  Abarenda,  October  25,  1918. 

Cause :  Killed  on  board  ship. 

Next  of  kin:  Wife,  Lomarada  Quidado,  305  Asoncion,  Manila,  P.  I. 
Qunx,  John  Axoysius,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,   Pa.,   July  11,   1918. 

Died:  Naval  hospital,  Puget  Sound,  Washington,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Nevt  of  kin  :  Si;  ter,  Nora  Henley,  1304  West  Third  Street,  Wilmington,  Del. 
QuiNXAN,  John  .James,  chief  water  tender,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  December  9,  1913. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  20,  1917. 

Cause:  Valvular  disease. 

Next  of  kin :  Mother,  Ellen  Quinlan,  19  Bellevue  Street,  Bedford,  Mass. 
QuisT,  Henry  Gotfred,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  June  7,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Hanna  Qulst,  .3932  Seton  Avenue,  Bronx,  N.  Y. 
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Quota,  Thomas  Guy,  apprentice  seamau,  United  States  Navy. 

Enlisted:  Hou:  ton,  Tex.,  November  15,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  January  10,  1918. 

Cause :  Meningitis. 

Nest  of  kin :  Father,  Henry  Quota,  Yoakum,  Tex. 
Raasch,  Charles  Axbebt,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  July  29,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Charles  C.  Raasch,  1212  Bradberry  Street,  Indian- 
apolis, Ind. 
Rabun,  Chaeles  Douglas,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Atlanta,  Ga.,  June  4,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  12,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Howell  C.  Rabun,  Villa  Rica,  Ga. 
Rabbot,  William  P.,  ship's  cook,  fourth  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Pelham  Bay  Park,  N.  Y.,  January  31,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  4, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mrs.  P.  J.  Crowley,  230  West  One  hundred  and  fortieth 
Street,  New  York,  N.  Y. 
Radde,  Waltee  Cheist,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  May  15,  1918. 

Died :  Base  Hospital  No.  101,  i  October  18,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Augusta  Radde,  3537  South  Robey  Street,  Chi- 
cago, 111. 
Radeoed,  Caeeoll  Hebeb,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Chicago,  111.,  June  3,  1918. 

Died:  United  States  Naval  Air  Station,  Eastleigh,  England,  October  10, 
1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Heber  R.  Radford,  130  Church  Street,  Kewanee,  111. 
Ragan,  Rat  Calvin,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  April  10,  1917. 

Died :  U.  S.  S.  Von  Steuben,  September  6,  1918. 

Cause :  Washed  overboard. 

Next  of  kin :  Mother,  Jane  Ragan,  Mercer,  Mo. 
Rahm,  Aechie,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  June  3,  1918. 

Died;  Naval  hospital,  Charleston,  S.  C,  September  25  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Frank  Rahm,  Sheldon,  111. 
Rahtz,  Alban,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  July  9, 1915. 

Died :  U.  S.  S.  De  Kalb,  September  23, 1917. 

Cause:  Drowned. 

Next  of  kin :  Brother,  Leo  Rahtz,  New  Ca!stle,  Ind. 
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Railey,  Steeling  Anglaibe,  landsman  for  electrician  (E),  United  States  Naval 
Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  May  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2, 1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Sterling  P.  Railey,  1822  JefCerson  Avenue,  Coving- 
ton, Ky. 

Raines,  George  Akthxjk,  pharmacist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Portland,  Me.,  June  15,  1916. 

Died :  Marine  barracks,  Quantico,  Va.,  February  6,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Jlother,  Emma  Raines,  Myrtle  Creek,  Oreg. 
Raley,  Benjamin  Newton,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Richmond,  Va.,  September  10,  1915. 

Died :  U.  S.  S.  Utah,  April  3,  1918. 

Cause:  Accidental  drowning. 

Next  of  kin :  Mother,  Emily  N.  Raley,  Jefferson,  S.  C. 
Ramage,  Evan  Lo\-eless,  seaman.  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  15,  1913. 

Died :  Naval  hospital.  Las  Animas,  Colo.,  June  18,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Father,  Andrew  Bf.  Ramage,  201  Avenue  B,  Ensley,  Ala. 
Ramey,  Rufus  Cleavland,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled.  Seattle,  Wash.,  April  8,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Arthur  F.  Ramey,  R.  F.  D.  1,  Sedro  WooUey,  Wash. 
Ramsay,  William  Noeman,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  August  9,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Julia  Ramsay,  173  Burbank  Street,  Pittsfield,  Mass. 
Ramsey,  Heney  Otis,  flreman,  second  class.  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  January  18,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  Cyclops. 

Next  of  kin :  Mother,  Johanna  Ramsey,  Graniteville,  S.  O. 
Ramsey,  Joseph,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  13,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  25,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :   Father,  Joseph  Ramsey,  407  Tompkins  Avenue,  Brooklyn, 
N.  Y. 
Ramsey,  William  Henky,  seaman,  second  class.  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  April  4,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  11,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Sister,  Sarah  Ramsey,  52  Wilson  Street,  Waterbury,  Conn. 

174483—20 39 
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Randaix,  WnuAM  Heney,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  June  24,  1918. 

Died:  IT.  S.  S.  Nebraska,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  B.  Randall,  East  Main  Street,  Tilton,  N.  H. 
Randolph,  Paul  Phelps,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  August  17,  1917. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause :  Lost  when  vessel  was  sunk  in  collision. 

Next  of  kin :  Mother,  Susan  Randolph,  Milton,  Wis. 
Raney,  Rot,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  June  21,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  George  Raney,  Pierceville,  Ind. 
Ranft,  Eenest  Edwabd,  water  tender,  United  States  Navy. 

Enlisted :  Washington,  D.  C,  February  20,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Dorothy  Turpin,  601  West  One  hundred  and  sixty- 
fourth  Street,  New  York,  N.  Y. 
Rankin,  Julian  Cecil,  fireman,   third  class,   United  States  Naval   Reserve 
Force. 

Enrolled:  San  Francisco,  Calif.,  December  10,  1917. 

Died:  Navy  yard.  Mare  Island,  Calif.,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Caroline  Rankin,  17  Main  Street,  Santa  Rosa,  Calif 
Rann,  Lucien  Aenold,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  September  15,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  August  12,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Mother,  Gertrude  A.  Rann,  304  Wayne  Street,  Manchester, 
Iowa. 
Ranna,  Vincent  Jaspee,   apprentice  seaman,   United   States  Naval   Reserve 
Force. 

Enrolled:  New  Orleans,  La.,  July  11,  1918. 

Died:  Naval  hospital,  Gulfport,  La.,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  Mattice  Ranna,  2533  Constance  Street,  New 
Orleans,  La. 
Ranzino,  Salvadoee,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled:  Baltimore,  Md.,  May  27,  1918. 

Died:  Naval  training  station,  Hampton  Roads,  Va.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  John  Ranzino,  1017i  East  Lombard  Street,  Balti- 
more, Md. 
Raps,  Walter  John,  boatswain's  mate,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  28,  1916. 

Died :  Naval  hospital.  New  York,  N.  Y.,  July  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lena  Raps,  1510  Amsterdam  Avenue,  New  York,  N.  Y. 
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Ratcuffe,    Axbebt    Edwakd,    machinist's    mate,    second    class,    United    States 

Naval  Reserve  Force. 
Enrolled:  New  London,  Conn.,  April  11,  1917. 
Died :  U.  S.  S.  George  Wushington,  June  27,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Mrs.  Maria  Grooker,  39  Twelfth  Street,  New  London, 

Conn. 

Ratcuite,  Oleianij  Kinlock,  seanuin,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  8,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Brothei-,  Elton  A.  Ratcliffe,  101  West  Grace  Street,  Richmond, 
Va. 
Ratebman,  Lawrence  Bebnabd,  landsman  for  electrician   (R),  United  States 
Naval  Reserve  Force. 

EnroUed:  Cincinnati,  Ohio,  May  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  lU.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Theodore  A.  Raterman,  3216  West  Eighth  Street,  Cin- 
cinnati, Ohio. 
Rathbone,  Gut  Bbown,  chief  machinist's  mate.  United  States  Naval  Reserve 
Force. 

EnroUed:  Norfolk,  Va.,  July  17,  1917. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  T.,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Lorena  Rathbone,  1304  Redgate  Avenue,  Norfolk,  Va. 
Rathbone,  Petee  Wili-iam,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  October  11,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,. December  14,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  James  T.  Rathbone,  Bakersville,  N.  C. 
Ratbun,  Lloyd  Mahlon,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Omalia,  Nebr.,  September  24,  1914. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Mrs.  S.  M.  Jacobson,  Belgrade,  Nebr. 
Ratheet,  WiLiiAM  Peice,  electrlciau,  third  class  (R),  United  States  Naval  Re- 
serve Force. 

EnroUed:  Minneapolis,  Minn.,  July  16,  1918. 

Died:  Minneapolis,  Minn.,  September  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Sarah  L.  Rathert,  Cresco,  Iowa. 
Rathke,  Heney  Philip  Walter,  yeoman,  first  class.  United  States  Naval  Re- 
serve Force.- 

Enrolled :  New  Orleans,  La.,  May  31,  1917. 

Died :  New  York,  N.  Y.,  September  25,  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin:  Mother,   Mrs.   C.   J.   Rathke,   5935   Coliseum   Street,   New 
Orleans,  La. 
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Raught;  Lee  Fbank,  landsman  for  luachinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled:  Albany,  N.  Y.,  July  8,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ina  Raught,  Glenco  Mills,  N.  Y. 
Eausch,  Leeland  Caster,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  July  12,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  2,  1918. 

Cause:  Influenza.  • 

Next  of  kin :  Mother,  Cora  B.  Rausch,  Rialto,  Calif. 
Rausch,   Oscar  Edward,  yeoman,   third   class.  United   States   Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  May  8,  1918. 

Died :  Philadelphia,  Pa.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elmira  B.  Rausch,  Pine  Grove,  Pa. 
Rawleigh,  Wilbur  Thomas,  landsman  for  musician,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Great  Lakes,  111.,  February  7,  1918. 

Died :  Naval  hospital.  Great  Laltes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Caro  R.  Rawleigh,  440  Stephenson  Street,  Freeport,  111. 
Rawson,  John  Perry,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Newark,  N.  J.,  May  4,  1918. 

Died :  U.  S.  S.  Leviathan,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Joseph  B.  Rawson,  96  Essex  Avenue,  Glen  Ridge,  N.  J. 
Rat,  Clarence  Abthtir,  pharmacist's  mate,  flrst  class.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  7,  1914. 

Died :  United  States  Army  Hospital  No.  53,  Marseille,  France,  October  27, 
1918. 

Cause:  Empyema. 

Next  of  kin :  Mother,  Mrs.  Emma  Ray,  2700  Umatilla  Street,  Denver,  Colo. 
Rat,  Herbert  Sylvester,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  9,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Florence  F.  Ray,  56  West  Pearl  Street,  Burlington, 
N.  J. 
Rat,  William  Lewis,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Minneapolis,  Minn.,  July  26,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Katherine  Ray,  Eyota,  Minn.  '    / 

Ratburn,  Edgar  Doane,  seaman.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  July  31,  1914. 

Died :  U.  S.  S.  Alamance,  October  23,  1917. 

Cause:  Drowned., 

Next  of  kin:  Mother,  Ida  Rayburn,   1854  North   Seventh   Street,  Kansas 
City,  Kans. 
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Ratbuen,  Loyat.,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  III.,  May  2,  1917. 

Died:  Bushton,  111.,  July  22,  1917. 

Cause :  Killed  in  auto  accident. 

Next  of  kin :  Father,  A.  W.  Rayburn,  Areola,  lU. 
Raymond,  Miles  Lathkop,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Omaha,  Nebr.,  July  3,  1918. 

Died:  Naval  training  camp.  Camp  Logan,  111.,  October  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Lucius  H.  Raymond,  Pisgah,  Iowa. 
Raynoe,  Wn-LAKD  Elmek,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled,  Albany,  N.  Y.,  June  25,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lena  Raynor,  Wolcott,  N.  Y. 
Rea,  John  James,  boatsv^^aln's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  York,  N.  Y.,  March  9,  1918. 

Died:  Naval  hospital,  New  London,  Conn.,  October  13,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Joseph  Rea,  226  Whiten  Street,  Jersey  City,  N.  J. 
Reader,  Ai-fred  Whuam,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  New  Haven,  Conn.,  April  14,  1917. 

Died :  Naval  hospital.  League  Island,  Pa.,  January  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Eva  B.  Reader,  Short  Beach,  Conn. 
Ready,  Roy  Ben,  coxswain.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  January  4,  1915. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Anderson  Ready,  "Valley  Falls,  Kans. 
Reagan,  Harmon  Franklin,  chief  electrician  (R) ,  United  States  Naval  Reserve 
Force. 

Enrolled :  Puget  Sound,  Wash.,  April  9,  1917. 

Died:  Naval  training  camp,  Seattle,  Wash.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Nell  Reagan,  615  Valley  Street,  Seattle,  Wash. 
Ream,  John  S.,  apprentice  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  27,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  April  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Eleanor  Ream,  Clinton,  Mo. 
Reabdon,  Timony  Patrick,  machinist's  mate,  first  class   (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  July  30,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Margaret  Reardon,  30  Division  Street,  Pall  River, 

Mass. 
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Rkbubn,  Ernest,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  25,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Brother,  Harry  Reburn,  Havre  de  Grace,  Md. 
Rebukn,  Kaspee  John,  seaman,  second  class.  United-  States  Navy. 

Enlisted :  Chicago,  111.,  November  8,  1917, 

Died:  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,   Emma  G.   Reburn,   116  East  Seventeenth  Street, 
Minneapolis,   Minn. 
Reckless,  Pateick,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Scranton.Pa.,  May  18,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  21,  1918. 

Cause:  Influenza. 

Next   of   kin:    Mother,   Elizabeth    Reckless,    1017    Carmen    Street,    Dixon 
City,  Pa. 
Reddick,  Loban  Chaddeick,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  15,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Gertie  L.  Reddick,  Clatskanle,  Oreg. 
Redding,  Oevillb  Beadfoed,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  12,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  April  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  H.  Redding,  Howard,  S.  Dak. 
Redding,   Viegil  Thomas,  apprentice  seaman.   United   States  Naval  Reserve 
Force. 

Enrolled :  Cincinnati,  Ohio,  May  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26, 1918.     , 

Cause:  Influenza. 

Next  of  kin :  Wife,  Flossie  Redding,  195  West  High  Street,  London,  Ohio. 
Redman,  William   Feederick,  machinist's  mate,   second   class,  United   States 
Naval  Reserve  Force. 

Enrolled :  Washington,  D.  C,  December  6,  1917. 

Died :  Naval  aviation  forces,  foreign  service,  August  21,  1918. 

Cause :  Killed  in  seaplane  accident,  Brest  Harbor. 

Next  of  kin :  Mother,  Martha  J.  'Redman,  Bladensburg,  Md. 
Reed,  Heney  Shaw,  machinist's  mate,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  December  7, 1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Richard  H.  Reed,  186  Bay  View  Boulevard,   Port 
Norfolk,  Va. 
Reed,  Lucian  Estle,  landsman  for  electrician  (G),  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  May  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Martin  H.  Reed,  R.  F.  D.  3,  Stanford,  Ky. 
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Reed,  Roy  Lee,  ship's  cook,  third  class.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  August  27,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Margaretta  E.  Reed,  Perea,  N.  Mex. 
Reed,  Wiixiam  Aoteet,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Washington,  D.  C,  February  18,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918.~ 

Cause:  Influenza. 

Next  of  kin:  Mother,  Minnie  M.  Reed,  4125  River  Road  NW.,  Washing- 
ton, D.  C. 
Reedee,  Cuso  Clettus,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Peorio,  111.,  August  9,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Samuel  A.  Reeder,  Bement,  111. 
Reep,  Eakie  Leslie,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  May  9,  1917. 

Died :  U.  S.  S.  Mercy  May  29,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ella  Reep,  Mount  Clemens,  Mich. 
Reese,  James,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Denver,  Colo.,  June  6,  1918. 

Died :  Receiving  ship  at  Mare  Island,  Calif.,  October  16,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Alice  C  Reese,  Somerset,  Colo. 
Reese  Llotd  Veenon,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  30,  1917. 

Died:  Naval  hospital,  Portsmouth,  N.  H.,  August  10,  1917. 

Cause:  Abscess  of  brain. 

Next  of  kin:  Father,  Albert  M.  Reese,  7  East  Fulton  Street,  Johnstown, 
N.  Y. 
Reese,  Poweli.,  chief  commissary  steward,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  April  1,  1918. 

Died:  Receiving  ship  at  Great  Lakes,  111.,  October  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Julia  M.  Reese,  608  West  Adams  Street,  Chicago,  111. 
Reeves,  Fbed,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  11,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  28,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Marion  Reeves,  R.  R.  2,  Troy,  Tenn. 
Beeves,  Jack,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  May  17,  1918. 

Died :  Naval  hospital,  naval  base,  Va.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Reeves,  Blanchard,  Okla. 
Reeves,    John   Wiixiam,    apprentice   seaman.    United    States   Naval   Reserve 

Force. 
Enrolled :  Nashville,  Tenn.,  July  24,  1918. 
Died :  Naval  hospital,  New  Orleans,  La.,  October  18,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Libby  W.  Reeves,  Oliver  Springs,  Tenn. 
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Ebeves,  William  Gibson,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  December  10,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  January  2,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Richard  W.  Reeves,  Pittsboro,  Miss. 
Regan,  Anthony  Vincent,  chief  yeoman,  United  States  Naval  Reserve  Force. 
Enrolled :  Nevsr  York,  N.  Y.,  September  25,  1917. 
Died:  At  home,  October  13,  1918. 
Cause:  Influenza. 
Next  of  kin:  Wife,  Dorothy  Regan,  782  Eleventh  Avenue,  Astoria,  Long 

Island,  N.  Y. 
Regan,  Jeremiah,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Boston,  Mass.,  March  15,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  5,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  Regan,  Gurteen  Omahon  Bandon,  Cork,  Ireland. 
Regan,  Michael  John,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled:  Boston,  Mass.,  March  14,  1918. 
Died :  Volunteer  hospital.  New  York,  N.  Y.,  May  8,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  Regan,  Gurteen  Omahon  Bandon,  Cork,  Ireland. 
Regaes,  Howard  George,  fireman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Newark,  N.  J.,  May  4,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  October  7,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Daniel  Regars,  Florence,  N.  J. 
Regnier,  William  Henry,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Boston,  Mass.,  June  11,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Louis  Regnier,  9  Hales  Court,  Lowell,  Mass. 
Rehm,  Harold  August,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Great  Lakes,  111.,  June  7,  1918. 
Died :  Navy  rifle  range,  Peekskill,  N.  Y.,  October  4,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  August  Rehm,  204  North  Newell  Street,  Kenosha,  Wis. 
Reichner,  Henry  Alfred,   hospital   apprentice,   second  class.   United   States 

Naval  Reserve  Force. 
Enrolled :  Philadelphia,  Pa.,  April  22,  1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  6,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Bella  M.  Reichner,  1909  Green  Street,  Philadelphia, 

Pa. 
Rbid,  J.  C,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
EnroUed :  Kansas  City,  Mo.,  May  11,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Alice  C.  Reid,  Mount  Vernon,  Mo. 
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Reid,  Paul  Wiixiam.  seaman,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  April  17,  1917. 

Died :  U.  S.  S.  Navajo,  at  Pearl  Harbor,  Hawaii,  September  17,  1917. 

Cause:  Tuberculosis,  pulmonary. 

Next  of  bin :  Mother,  Mrs.  Mary  J.  Coberly,  Newbury  Park,  CaUf. 
Reidingee,  Loken  L.,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  30,  1917. 

Died :  Naval  hospital,  L'Orient,  France,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sarah  Reidinger,  Fort  Wayne,  Ind. 
Reif,  Anthony  Wdlliait,  baker,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  August  7,  1918. 

Died:  Navy  yard,  Mare  Island,  Calif.,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Reif,  3903  Lee  Avenue,  St.  Louis,  Mo. 
Reif,  Fredekick  Edwin,  plumber  and  fitter.  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  February  9,  1916. 

Died:  Torpedo  station,  Newport,  R.  I.,  May  8,  1918. 

Cause:  Drowning. 

Next  of  kin :  Brother,  Charles  W.  Reif,  Company  L,  Sixth  Infantry,  United 
States  Army. 
Retfschneider,  Hakrt  Hugh  Thomas,  hospital  apprentice,  first  class.  United 
States  Navy. 

Enlisted :  Chicago,  111.,  June  21,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Pearl  Reifschneider,  2232  Wesley  Avenue,  Evanston, 

ni. 

Retlly,   Edward   Joseph,   carpenter's   mate,    first   class,   United   States   Naval 

Reserve  Force. 
Enrolled :  Boston,  Mass.,  December  1,  1917. 
Died:  United  States  naval  air  station.  Lough  Foyle,  Ireland,  August  31, 

1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Margaret  Reilly,  204  Emerson  Street,  South  Boston, 

Mass. 
Rehxy,  Thomas  Francis,  seaman,  second  class.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  May  14,  1917. 
Died:  Naval  hospital,  Pauillac,  France,  September  25,  1918. 
Cause:  Septicemia. 

Next  of  kin :  Father,  Michael  Reilly,  836  Whitlock  Avenue,  Bronx,  N.  Y. 
Retlly,  William  Francis,  coxswain.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  November  11,  1915. 
Died :  U.  S.  S.  Nebraska,  August  8,  1917. 
Cause:  Drowned. 
Next  of  kin:  Brother,  John  Reilly,  278  West  One  hundred  and  fifteenth 

Street,  New  York,  N.  Y. 
Reimann,  Walter  A.,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enrolled:  San  Francisco,  Calif.,  December  5,  1917. 
Died:  At  home,  October  18,  1918. 
Cause:  Infiuenza. 
Next  of  kin :  Mother,  Anna  Reimann,  box  28,  Windsor,  Calif. 
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Reindl,  Ekic  John,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Chicago,  111.,  June  15,  1918. 

Died :  Naval  air  station,  Eastlelgh,  England,  September  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Walter  Reindl,  1831  South  Springfield  Avenue,  Chi- 
cago, 111. 
Reingold,  Haeky,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  15,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  khi :  Father,  Jacob  Reingold,  1130  South  Whipple  Street,  Chicago, 
111. 
Reinhardt,  Louis,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  March  31,  1916. 

Died :  U.  S.  S.  Jupiter,  June  12,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Angle  Reinhardt,  324  East  Sixty-sixth  Street,  New 
York,  N.  Y. 
Reinhardt,  William  Cornelius,  plumber  and  fitter,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  June  4,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  11,  1918. 

Cause :  Ulcer  of  stomach. 

Next  of  kin :  Father,  Peter  Reinhardt,  4307  Commercial  Avenue,  Omaha, 
Nebr. 
Reinke,  Rudolph  August,  electrician,  third  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  Milwaukee,  Wis.,  June  6,  1918. 

Died :  U.  S.  S.  Mercy,  October  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next. of  kin:  Mother,  Bertha  Reinke,  R.  F.  D.  1,  Underhill,  Wis. 
Rbinoehl,  Walter  Alfred,  pharmacist's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  April  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Elinore  Relnoehl,  3523  Nineteenth  Street,  San  Fran- 
cisco, Calif. 
Eeis,  Lawrence  August,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Orleans,  La.,  April  1,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  W.  Rels,  883  Sixth  Street,  New  Orleans,  La. 
Reiss,  Esmond  George,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  27,  1917. 

Died :  U.  S.  S.  Pennsylvania,  July  1,  1917. 

Cause:  Drowned. 

Next  of  kin:  Father,  Ernest  V.  Reiss,  204  West  Fourteenth  Street,  New 
York,  N.  Y. 
Reitman,  Emil,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  June  12,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Louis  Reitman,  698  Twelfth  Avenue,  Milwaukee,  Wis, 
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Rkizenstein,  Wilbiie  Kakl,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  April  3,  1918. 

Died :  V.  S.  S.  Solace,  October  6,  1918. 

Cause :  Pneumonia,  broncho. 

Nest   of  kin:   Mother,   Sarah   Reizenstein,   564   West   One  hundred   and 
sixtieth  Street,  New  York,  N.  Y. 
liKMBOLD.    Edward   Louis,    ajipventioe   sciimau,    XTnited   States   Naval   Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  June  S,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:   Mother,   aiinnie   F.   Renibold,   312  Callowhill   Street,  Phila- 
delphia, Pa. 
Remmele,  Benjamin  Aj.fked,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Jllun.,  December  7,  1917. 

Died :  Naval  training  station.  Great  Lakes,  111.,  March  27,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Mother,  Mrs.  Pauline  Remmele,  Sleepy  Eye,  Minn. 
Remmele,  George  AVilmont,  seaman,  second  class,  United  States  Naval  Reserves 
Force. 

Enrolled :  Parkersburg,  W.  Va.,  June  28,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Ova  Remmele,  107  Vine  Street,  Marietta,  Ohio. 
Renfbo,  Iss  D.,  water  tender.  United  States  Navy. 

EnUsted :  El  Paso,  Tex.,  October  10,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Sister,  Mrs.  .Tames  Randall,  2910  Memphis  Street,  El  Paso, 
Tex. 
Rennek,  Elmer,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  August  3,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  James  H.  Renner,  Cedarville,  Ky. 
Renow,  Eligie  Monroe,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  December  12,  1917. 

Died:  Naval  hospital,  Norfolk,  \a.,  October  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Sister,  Cora  Renow,  R.  3,  Warrior,  Ala. 
Renshaw,  Herbert  Hammond,  seaman.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  February  19,  1914. 

Died :  U.  S.  S.  Thornton,  May  22,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  George  E.  Renshaw,  416  Camden  Avenue,  Salisbui-y, 

Md. 
Reside,  Everett  Monboe,  seaman.  United  States  Navy. 
Enlisted :  Scranton,  Pa.,  September  7,  1916. 
Died :  U.  S.  S.  Pocahontas,  January  9,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Ada  Reside,  11  Arthur  Street,  Binghamton,  N.  Y. 
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Retherfobd,  Eael  Fbanklin,  landsman  for  electrician  (K),  United  States  Naval 
Reserve  Force. 

Enrolled :  Great  Lakes,  lU.,  November  20,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  Maroli  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  R.  Retherford,  333  East  Adams  Street,  Muncie, 
Ind. 
Rbttigee,  Geoege  H.,  seaman.  National  Naval  Volunteers. 

Enlisted :  Brooklyn,  N.  T.,  June  15,  1917. 

Died :  U.  S.  S.  AmpMtrite,  December  15,  1917. 

Cause:  Hemorrhage. 

Next  of  kin:  Mother,  Emma  Holland,  941  Gravesend  Avenue,  Brooklyn, 
N.  Y. 
Reuhl,  Frank  Justus,   seaman,  second  class,   United   States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  May  15,  1917. 

Died:  New  York,  N.  Y.,  March  4,  1918. 

Cause :  Gunshot  wound. 

Next  of  kin :  Mother,  Bertha  Beuhl,  487  East  One  hundred  and  fifty-sixth 
Street,  New  York,  N.  Y. 
Reuss,  Louis,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  April  25,  1917. 

Died:  U.  S.  S.  Salem,  September  29,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  John  Reuss,  90  Hargraves  Street,  Fall  River,  Mass. 
Reuther,  Geoege  Edwabd,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled:  Cincinnati,  Ohio,  July  24,  1918. 

Died :  Navy  rifle  range,  Camp  Logan,  III.,  September  25,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Edward  Reuther,  940  Maple  Avenue,  Dayton,  Ky. 
Reyes,  Benigno,  mess  attendant,  third  class.  United  gtates  Navy. 

Enlisted:  San  Francisco,  Calif.,  November  2,  1917 

Died :  Naval  hospital.  Puget  Sound,  Wash.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  FeUx  Reyes,  1420  Tondo  Street,  Manila,  P.  I. 
Rettes,  Perfecto,  native  fireman,  second  class.  United  States  Navy. 

Enlisted:  Olangapo,  P.  I.,  September  15,  1918. 

Died :  Naval  hospital,  Canacao,  P.  I.,  April  29,  1917. 

Cause:  Abscess  of  liver. 

Next  of  kin :  Brother,  Tedoreo  Reyes,  108  CaUe  Marine  Cainte,  P.  I. 
Reyndebs,  John  V.,  Jr.,  electrician,  third  class,  National  Naval  Volunteers. 

Enlisted :  New  York,  N.  Y.,  April  13,  1917. 

Died :  Naval  air  station,  Bayshore,  Long  Island,  N.  Y.,  November  4,  1917. 

Cause:  Rupture  of  lung. 

Next  of  kin :  Father,  J.  W.  Reynders,  Fifty-street,  New  York,  N.  Y. 
Reynolds,  Carl,  seaman,  United  States  Navy 

Enlisted:  Detroit,  Mich.,  May  28,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Belle  Reynolds.  Hesperla,  Mich. 
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Reynolds,  Ohakles  Fbed,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Pittsburgh,  Pa.,  June  24,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  11,  1918.        * 

Cause :  Influenza. 

Next  of  kin :  Wife,  Julia  Reynolds,  31  Union  Street,  Oil  City,  Pa. 
Reynolds,  Fked  Thomas,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Sacramento,  Calif.,  May  5,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  February  15,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin :  Father,  George  H.  Reynolds,  2931  J  Street,  Sacramento,  Calif. 
Reynolds,  Louis  Edwabd,  yeoman,   third  class,   United   States  Navy  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  December  14,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  July  24,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Mother,  Minnie  L.  Reynolds,  31  North  Pleasant  Avenue,  Rock- 
away  Beach,  N.  Y. 
Reynolds,  Max,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  10,  1914. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  26,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  J.  W.  Reynold^,  Newton,  Kans. 
Reynolds,  Patkick  James,  fireman,  second  dass,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  April  12,  1917. 

Died :  Receiving  ship  at  New  York,  N.  Y.,  January  28,  1918. 

Cause :  Suicide. 

Next  of  kin :  Mother,  Malvlne  M.  Reynolds,  47  Benjamin  Street,  Fall  River, 
Mass. 
Reynolds,  Wade  Hampton,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  5,  1918. 

Died:  U.  S.  S.  Solace,  October  6,  1938. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  A.  Reynolds,  Forgan,  Okla. 
Rhea,  William  Shieley,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  18,  1917. 

Died :  Naval  hospital,  Naval  Base,  Va.,  January  31,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Emma  Rhea,  1732  Overton  Park  Avenue,  Memphis, 
Tenn. 
Rhinefobt,  George  Leslie,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  May  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife.  Easter  A.  Bhinefort.  Route  33,  Somerville,  Ind. 
Rhinehaet,  John,  chief  water  tender,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  November  16,  1911.     (Extended  enlistment  to 
November  17,  1919. 

Died :  U.  S.  S.  Chauncep,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin :  Friend,  Mary  Sprague,  Block  Island,  R.  I. 
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Rhodes,  Bkn  Edwabb,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Dallas,  Tes..  April  14,  1917. 

Died:  Vt  S.  S.  Utah,  August  27,  1917. 

Cause :  Accidental  death  by  felL 

Next  of  kin :  Father,  M.  L.  Rhodes,  Achille,  Okla. 
Bhotenbebbt,  EuiA  Hebshcix,  fireman,  third  class.  United  States  Navy. 

Enlisted :  DaUas,  Tex.,  December  ID,  1917. 

Died :  Naval  hospital.  Great  Lakes,  IlL,  January  18,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Wiley  L.  Rhotenberry,  Waxahachel,  Tes. 
Rhymes,  Johnnt.  mess  attendant,  %cond  da^  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  October  21, 1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  28, 1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother.  Mary  Rhymes,  R.  F.  D.  3,  box  6,  Greenville,  N.  OL 
Rhtxe,  Abvel  ET.:\rER,  seaman,  second  dass.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  11  1917. 

Died :  Naval  hospital.  Great  Lakes,  IlL,  January  22.  1918, 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Brother,  Eiarl  Rhyne,  Columbia,  Mo. 
Rice,  Chables  Btbos,  chief  quartermaster  fAl.  United  States  Naval  Beserro 
Force. 

Enrolled :  Chicago,  IlL,  Jul.v  11,  1918. 

Died :  Naval  hospital.  Great  Lakes,  lU.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Rice,  1225  Jarvs  Av«iue,  Chicago,  HI. 
Rice,  Chbistian  Haret,  fireman,  third  clai^  United  States  Navy. 

Enlisted:  Baltimore,  ild..  October  9,  1917. 

Died:  r.  S.  S.  Arkansas,  September  6,  1918. 

Cause :  Meningitis,  cerebro. 

Next  of  kin :  Father,  Harry  L.  Rice,  1S19  North  Chester  Street,  Baltimore, 
Md. 
Rice,  Eakl  Albert,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Syracuse,  N.  T.,  October  9,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  6.  1917. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Aunt,  Matilda  Camp,  Alton,  N.  T. 
Rice,  Ejf>-is  Dimurr,  seaman,  second  class.  United  States  Nava!  Reserve  Force- 
Enrolled  :  Louisville,  Ky.,  Jime  12.  1918. 

Died :  U.  S.  S.  Georgia.  September  30,  191& 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Clemniie  R.  Landers,  R.  F.  D.  5,  Moimt  Sterling,  Ky. 
Rice,  John  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  November  26,  1917. 

Died :  U.  S.  S.  0-arl\  September  22, 1918. 

Cause :  Fell  overboard  and  was  drowned. 

Next    of   kin:  Mother,    >Iagdallne    C.    Rice,    1106    Dryades    Street,    New- 
Orleans,  La. 
Rice,  Lucius  Hazabd,  yeoman,  first  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  July  1,  191S. 

Died :  Royal  Victoria  Hospital,  Montreal,  Canada,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Margaret  H.  Rice,  Hanover,  Mass. 
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KiCE,  Reginald  Uoy,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25, 1918. 

Cause:  Influenza. 

Nest  of  kin :  Mother,  Jennie  Rice,  Rhlnelander,  Wis. 
Rich,  Akcha,  fireman,  first  class,  United  States  Navy. 

Enlisted  :  Oklahoma  City,  Okla.,  April  16,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Olive  Rich,  HInton,  Okla. 
Rich,  Charles  Joseph,  storekeeper,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  March  31,  1917. 

Died :  Boston,  Mass.,  April  20,  1918. 

Cause:  Cerebral  hemorrhage. 

Next  of  kin :  Wife,  Agnes  M.  Rich,  147  Trenton  Street,  East  Boston,  Mass. 
RicHAKDS,  Champs  Edward,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Pensacola,  Fla.,  March  26,  1917. 

Died :  U.  S.  S.  Ozark,  May  12,  1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Mrs.  J.  E.  Poston,  Chipley,  Fla. 
Richabdson,  Geobge  Cokmiek,  machinist's  mate,  second  class  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Winifred  Richardson,  1544  Pratt  Avenue,  Chicago,  111. 
Richardson,  Homes  Reed,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Riclimond,  Va.,  December  8,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  19, 1918. 

Cause :  Meningitis. 

Next  of  kin :  Father,  Booker  Richardson,  Shorts  Creek,  Va. 
Richabdson,  Jessee  Cabtek,  macliinist's  mate,  first  class   (A),  United  States 
Navy. 

Enlisted :  Montgomery,  Ala.,  July  27,  1917. 

Died :  Naval  air  station,  St.  Trojan,  France,  August  20,  1918. 

Cause :  Killed  in  seaplane  accident 

Next  of  kin:  Brother,  Edward  J.  Richardson,  R.  F.  D.  2,  Montgomery, 
Ala. 
Richabdson,  John  Clattseix,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Montgomery,  Ala.,  December  10,  1917. 

Died :  Naval  hospital.  Great  Lakes,  IlL,  September  23, 1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Annie  M.  Diaz,  North  Palafox  Street,  Pensacola,  Fla. 
Richabdson,  PAtn.  Donald,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  July  25,  1918. 

Died :  Naval  hospital.  Great  Lakes,  lU.,  October  5, 1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Nora  E.  Richardson,  No.  1,  Star  Apartments,  Muncie, 
Ind. 
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RicHAKusoN,  Robert  Evans,  electrician,  third  class.  United  States  Naval  Re- 
serve Force. 

Enrolled:  New  Orleans,  La.,  June  2,  1917. 

Died :  Naval  air  station,  European  waters,  October  11,  1918. 

Cause :  Drowned  as  the  result  of  a  seaplane  accident. 

Next  of  kin:  Mother,  SalUe  C.  Richardson,  620  North  Crockett  Street, 
Sherman,   Tex. 
Richmond,  Frank  Roderick,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  December  12,  1917. 

Died:  Boston,  Mass.,  September  23,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Lillian  J.  Richmond,  HyattsvlUe,  Md. 
RicHTER,  George,  quartermaster,  first  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  May  9,  1917. 

Died :  Naval  air  station,  Hampton  Roads,  Va.,  December  7, 1917. 

Cause :   Injuries. 

Next  of  kin:  Father,  Manual  Richter,  511  Plainfield  Street,  Springfield, 
Mass. 
RiCKE,  Edwakd  Theodore,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Des  Moines,  Iowa,  July  25,"  1918. 

Died :  U.  S.  S.  Mertyy,  October  17,  1918. 

Cause:  Nephritis,  acute. 

Next  of  kin :  Mother,  Agnes  K.  Ricke,  box  153,  Westley,  Iowa. 
Kicker,  Robert  Lyndon,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Portland,  Oreg.,  June  18,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20, 1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Mrs.  Cora  J.  Ricker,  Great  Chebeague,  Me. 
RicKERT,  Waxter  FREDERICK,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  April  18,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  May  23,  1917. 

Cause :    Pneumonia. 

Next  of  kin :  Father,  Julius  Rickert,  809  Main  Street,  Honesdale,  Pa. 
RiCKLEFS,  John  Charles  Frederick,  chief  electrician.  United  States  Naval 
Reserve  Force.  ' 

EnroUed :  Great  Lakes,  IlL,  July  25,  1917. 

Died :  At  home,  September  24,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  Charles  G.  Ricklefs,  5506  Wlnthrop  Avenue,  Chicago, 
111. 
Ricks,  Peter  P.,  seaman,  United  States  Navy. 

BnUsted:  Charleston,  S.  C,  August  5,  1911. 

Died:  Mendicino  State  Hospital,  Ukiah,  Calif.,  May  21,  1917. 

Cause :   Pneumonia. 

Next  of  kin :  Uncle,  Carter  Ricks,  Chicora  Place,  Charleston,  S.  C. 
RicoRD,  Edward  Joseph,  musician,  second  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  8,  1917. 

Died :  Naval  hospital.  League  Island,  Pa.,  March  17,'  1918. 

Cause :    Pneumonia,   lobar. 

Next  of  kin :  Father,  Theophile  J.  Rlcord,  52  Winter  Street,  Wlnchenden, 
Mass. 


RnmtE,  BoBEBT  Eael  seaman,  second  da^  United  States  Xary. 

Enlisted:  Richmond,  Ta.,  December  11,  1916. 

Died:  Xstj-  collier  Cyclops,  Jnne  14,  I&IS. 

Cause :  Member  of  crew  of  missing  Cydops. 

Xext  of  kin :  Father,  Robert  W.  Riddle,  Greensboro,  X.  C. 
Rides,  Habuy  Jaock,  landsman  machinist's  mate,  United  States  Naval  Reserve 
Force. 

EnroUed:  Brooklyn,  X.  T.,  December  11,  1917. 

Died:  Xaral  air  statiofl,  Bayshore,  Long  Island,  October  13,  1918. 

Canse:  Pnenmonia. 

Next  of  tin :  Mother,  Annie  Eider,  Baltimore  Street,  litHestown,  Pa. 
BmrsGS,  Joh3>  Joseph,  yeoman,  third  cIbss,  United  States  Xavy. 

Enlisted :  Albany,  X.  Y.,  May  7,  1917. 

Died :  Xaval  hospital,  Philadelphia,  Pa.,  October  18, 1SJ8. 

Cause:  Pneumonia,  lobar. 

Xest  of  kin :  Mother,  Margaret  Conway,  11  Market  Street,  Green  Island, 
X.  T. 

BiKsnEAr,  RoicEo,  fireman,  third  class.  United  States  Xaval  Reserve  Force. 

Enrolled :  Xewport,  R.  I.,  May  11,  1918. 

Died :  Xaval  hospital,  Newport,  B.  L,  September  25, 1918. 

Catise:  Pneumonia,  lobar. 

Xext  of  kin :  Father,  Pages  Eiendeau,  26  Perry  Street.  Central  Falls,  R.  I. 
RiESZB,  Hasbt  Mask,  yeoman,  second  class,  United  States  Xaval  Reserve  Force; 

EnroDed :  Xew  York,  X.  Y.,  June  19,  1918. 

Died :  St.  Catharines  Hospital,  Brooklyn,  X.  Y.,  October  6,  1918. 

Cause :  Pneumonia,  lobar. 

Xext  of  kin :  Mother,  Hannah  Bieser,  520  Delaware  Avenue,  Kingston,  X.  Y. 
RiKrHMnxES,  Theodoee  Johu,  yeoman,  first  class.  United  States  Xavy. 

Enlisted :  Xew  York,  X.  Y.,  January  12, 1917. 

Died :  Xaval  ho^ital,  Portsmouth,  X.  H.,  September  1, 1917. 

Canse:  Nephritis,  dironlc. 

Xext  of  kin :  Brother,  Elmer  F.  Riethmiller,  496  Mount  Troy  Road,  Pitts- 
burgh, Pa. 
EiTF,  Jauzs  Joseph,  seaman.  United  States  Xavy. 

Enlisted:  Philadelphia,  Pa.,  June  7,  1917. 

Died :  U.  S.  S.  Mexican,  May  5,  1918. 

Cause :  Hemorrhage  from  bayonet  stab  in  quarrel. 

Next  of  kin :  Father,  Thomas  Kiff,  2652  Richmond  Street,  Philadelphia.  Pa. 
RiGcs,  jr..  Haevet  GitBEBT,  Isfiflsman  electrician   CR.),  United  States  Naval 
Reserve  Force. 

EnroUed :  Great  Lakes.  la.  May  9, 191& 

Died :  Naval  hospital.  Great  Lakes,  lU.,  September  23,  191S. 

Cause:  Influenza. 

X'ext  of  kin :  Father.  Harvey  Gilbert  Biggs,  sr.,  2314  Main  Street,  Qulney, 

lU. 
RiKES,  Feed,  ho^ital  apprentice,  second  class.  United  States  Xavy. 
Enll,«ted :  Indianapolis.  Ind.,  May  16,  191S. 
Died :  Xaval  hospital.  Great  Lakes,  IlL,  September  20, 1918. 
Caase:  Influenza. 
Xext  of  kin :  Mother.  Leona  Biker,  WiUshire,  OMo. 

174483—20 40 


626 

RiKER,  Richard  W.,  seaman,  second  class,  N.  N.  V. 

Enrolled :  Brooklyn,  N.  Y.,  May  11,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5, 1917. 

Cause :  Lost  his  life  in  sinking  of  U.  S.  S.  Alcedo. 

Next  of  kin :  Mother,  Harriet  E.  Riker,  578  Franklin  Avenue,  Brooklyn, 
N.  Y. 
RiLET,  Cykil  Augustus,  mess  attendant,  secoad  class,  United  States  Naval 
Reserve  Force. 

Enroned :  New  York,  N.  Y.,  October  25,  1917.      . 

Died :  U.  S.  S.  Leviathan,  .January  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Mr.  Joseph  Riley,  55  Church  Street,  Kingston,  Jamaica, 
British  West  Indies. 
RrcET,  Edwabd  Lav^bence,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  January  14,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  April  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  None. 
RnjET,  James  Whitcomb,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  July  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Ruby  E.  Riley,  677  Main  Street,  Pawtucket,  R.  I. 
RjXET,  Paul  Jay,  electrician,  first  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  October  11,  1916. 

Died :  St.  Marys  Hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Ida  May  Riley,  R.  R.  2,  box  178,  Boulder,  Colo. 
RiNEHAET,  Cheslyn  Clinton,  fireman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  Chicago,  111.,  July  5,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  31,  1918. 

Cause :  Spinal  fever. 

Next  of  kin:   Father,   Clinton  Rinehart,   1901   Jackson   Boulevard,   Chi- 
cago, 111. 
Ring,  Thomas  Augustine,  boatswain's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Boston,  Mass.,  October  5,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  14,  1918. 

Cause:  Multiple  injuries. 

Next  of  kin :  Brother,  Vincent  Ring,  12  Victoria  Street,  Dorchester,  Mass. 
RiNNEBT,  Dewey  McKnelly,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  August  3,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Max  RInnert,  R.  R.  2,  Noble,  111. 
RiOKDAN,  John  Patbick,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  May  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mrs.  Mary  Riordan,  93  Bedford  Street,  New  York,  N.  Y, 
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RiOTH,   Claeence  Myeus,   fireman,   third   class,   United   Stntes  Naval   Reserve 

Force. 
Enrolled :  Kansas  City,  Mo.,  July  9,  1918. 
Died :  U.  S.  S.  Kentucky,  October  4,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin:  Mother,  Carolina  Myers  Rioth,   State  Hospital  No.  2,  St. 

Joseph,  Mo. 

RiSLET,  Frank  Joseph,  fireman,  third  class.  United  States  Naval  Reserve  I'orce. 

Enrolled:  Buffalo,  N.  Y.,  July  29,  1918. 

Died :  U.  S.  S.  Alabama,  October  12,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Joseph  L.  Risley,  546  Broad  Street,  Conneaut,  Ohio. 
RissE,  Leo  Eakl,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  April  21,  1917. 

Died:  Naval  hospital.  Great  Lakes,  111.,  May  18,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Brother,  John  Rlsse,  Plainvlew,  Nebr. 
RissMAN,  William  John  Henry,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Chicago,  111.,  July  17,  1918. 

Died :  Hinckley,  111.,  October  3,  1918,  on  leave. 

Cause:  Influenza. 

Next  of  kin :  Father,  Michael  Rissman,  Hinckley,  111. 
Ritchie,  Harold  Lance,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  6,  1917. 

Died :  Navy  yard.  Mare  Island,  Calif.,  October  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Alice  Bray,  Eureka,  Utah. 
Ritchie,  Russell  Kexneth,  coppersmith,  first  class.  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  18,  1917. 

Died :  Naval  headquarters,  Paris,  France,  April  22,  1918. 

Cause :  Meningitis  sequel  mastoiditis,  acute. 

Next  of  kin :  Father,  George  M.  Ritchie,  West  Point,  Ky. 
Ritchie,  Walter  Elbert,  landsman  electrician  (6),  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  April  19,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Grace  Ritchie,  2311  Twelfth  Avenue,  Watervllet,  N.  Y. 
RiTENOUR,  William  Hendbick,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Washington,  D.  C,  March  31,  1917. 

Died :  Naval  hospital,  Washington,  D.  C,  April  14,  1917. 

Cause:  Gunshot  wound. 

Next  of  kin :  Wife,  Mary  C.  Ritenour,  418  Twelfth  Street  SE.,  Washington, 

D.  C. 
RiTSON,  William  Joseph,  chief  gunner's  mate.  United  States  Navy. 
Enlisted:  Portsmouth,  Va.,  June  11,  1910. 
Died :  Naval  hospital,  Norfolk,  Va.,  May  8,  1917. 
Cause:  Cancer  of  the  stomach. 
,  Next  of  kin :  Wife,  Louisa  Jane  Ritson,  138  Henry  Street,  Portsmouth,  Va. 
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IliTTENHOTJSE,  RALPH  ANDERSON,  cai'penter's  mate,  third  class.  United  States 
Naval  Reserve  Force. 

Enrolled :  Philadelpliia,  Pa.,  April  5,  1917. 

Died :  Section  base.  Cape  May,  N.  X,  August  24, 1917. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Mqrgaret  Rittenhouse,  684  West  Johnson  Street,  Phil- 
adelphia, Pa. 
RiTTEK,  Edwaed  Henby,  pharmacist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Port  Royal,  S.  C,  May  29,  1915. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  5, 1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mrs.  Louise  Elizabeth  Ritter,  319  West  Mason  Street,  Spring- 
field, 111. 
RiTTEE,  Pkanklyn  Whitfield,  Seaman,  United  States  Navy. 

Enlisted :  Charleston,  S.  C,  April  6,  1917. 

Died :  Navy  yard.  Neve  York,  January  23,  1918. 

Cause:  Drowning. 

Next  of  kin:  Father,  T.  F.  Ritter,  103  West  Amelia  Street,  Orangeburg, 
S.  0. 
RiTTGERS,  WiLLAM  ARTHUR,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Des  Moines,  Iowa,  July  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Agnes  Wilson  Rittgers,  R.  1,  Dallas  Center,  Iowa. 
Rivers,  Jajmes,  fireman,  first  class.  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  March  22,  1917. 

Died:  Naval  hospital,  New  York,  September  17,  1918. 

Cause:  Hemiplegia. 

Next  of  kin :  Wife,  Degocia  Rivers,  1214  Fifth  Street,  San  Diego,  Calif. 
Rivers,  Sewell  McKinley,  water  tender.  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  May  8,  1916. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Lost  when  vessel  was  toi-pedoed. 

Next  of  kin :  Mother,  Emily  Rivers,  Buena  Vista,  Ohio. 
RizNicK,  Philip,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  December  1,  1917. 

Died :  Naval  Base  17,  foreign  service,  August  2,  1918. 

Cause:  Injuries. 

Next   of   kin:  Father,    Max   Riznick,   1222   Washington    Street,   Roxbury, 
Mass. 
Roach,  Auhkey  Lee,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  August  5,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Matt.  Roach,  Mertzon,  Tex. 
RoABK,  Eugene  Washburn,  chief  quartermaster   (A.),  United  States  Naval 
Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  July  13,  1918. 

Died:  Dunwoody  Naval  Training  Schools,  Minneapolis,  Minn.,  October  13, 
1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Roark,  139  West  Gilman  Street,  Madison,  Wis. 
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RoBBiNS,  Chkstek  Monroe,  storekeeper,  third  class,  Uuited  States  Navy. 

Enlisted :  Portland,  Oreg.,  October  18,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Alice  Robbins,  Haines,  Oreg. 
RoBBiNS,  FKEDEattCK  RAYMOND,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  17,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  5,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sadie  Robbins,  Lubeck,  Me. 
RoBEBSON,  WrLLiAM  Elbekt,  Chief  storekeeper,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  April  7,  1916. 

Died :  Shelby,  Miss.,  October  17,  1918.    On  leave. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Wife,  Nan  Roberson,  218  College  Place,  Norfolk,  Va. 
RoBEKTs,  Charles  Condea,  apprentice  seaman,  United  States  Naval  Reserve, 
Force. 

Enrolled :  Meridan,  Miss.,  June  4,  1918. 

Died :  U.  S.  S.  Georgia-,  October  5,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Green  T.  Roberts,  R.  F.  D.  3,  Aberdeen,  Miss. 
Roberts,  Clarence  Joseph,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  June  29,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Aunt,  Mary  Mahon,  4  Calumet  Street,  Roxbury,  Mass. 
Roberts,   Earl  Grant,   seaman,   second  class.   United   States  Naval  Reserve 
Force. 

Enrolled:  Indianapolis,  Ind.,  July  5,  1918. 

Died :  U.  S.  S.  Mercy,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Mattie  Roberts,  1021  West  New  York  Street, 
Indianapolis,  Ind. 
IJoBEETS,  Edwin  Douglas,  yeoman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Louisville,  Ky.,  April  18,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next   of  kin:  Wife,    Frances   Ketchum   Roberts,    718    East   Oak    Street, 
Louisville,  Ky. 
Roberts,  Johnnie  Wu-liam,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  August  10,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Mr.  Edgar  I.  Roberts,  Easton,  Mo. 
Roberts,  Joseph  Viegil,  landsman  electrician  (R.)  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  7,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  J.  W.  Roberts,  Osceola,  Mo. 
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KoBKRTs,    I'liESTON    AiwAED,    pharmacist's    mate,    third    class,    United    States 
Navy. 

Enlisted :  El  Paso,  Tex.,  July  2,  1917. 

Died :  Dunwoody  Industrial  Institute,  Minneapolis,  Minn.,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Helen  Roberts,  1523  E.  Rio  Grande,  El  Paso,  Tex. 
Roberts,  Shieley,  machinist's  mate  second  class,  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  June  4,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Harvey  M.  Roberts,  1725  Lynn  Street.,  Parkersburg, 
W.  Va. 
Roberts;  Theeon  Aakon,  apprentice  seaman.  United  States  Navy. 

Enlisted :  AlbaJiy,  N.  Y.,  April  6,  1917. 

Died :  Naval  hospital,  Nevi'port,  R.  I.,  May  26,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Roberts,  Canajoharie,  N.  X. 
Roberts,  Thomas  Edison,  fireman,  first  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  January  21,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Peck  Roberts,  535  Saviers  Road,  Oxnard,  Calif. 
Roberts,  William  Wiemek,  apprentice  seaman.  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  December  31,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  January  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Amanda  Roberts,  Point  Loma,  Calif. 
Robertson,  Bibb  Bounds,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  January  22,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Passenger  on  missing  Cyclops. 

Next   of   kin:    Mother,    Mary   Robertson,    403    Melba    Street,    Oak    Cliff, 
Dallas,  Tex. 
Robertson,  Carl  Everett,  seaman.  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  April  11,  1917. 

Died :  U.  S.  S.  Henderson,  September  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  George  Robertson,  R.  R.  6,  Traverse  City,  Mich. 
Robertson,  .Joseph  Hal.,  landsman  quartermaster   (A.),  United  States  Naval 
Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  June  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Joseph  H.  Robertson,  R.  F.  D.  5,  Marion,  111. 
Robertson,  Lotd  Leslie,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  19,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  May  24,  1917. 

Cause :  Pneumonia  accompanying  attack  of  measles. 

Next  of  kin :  Father,  Charles  Early  Robertson,  Rayne,  La. 
Robertson,  Willabd,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  December  6,  1917. 

Died :  Receiving  ship,  Brooklyn,  N.  Y.,  June  25,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin:   Father,   James  Robertson,   2276  University   Avenue,   New 
York,  N.  Y. 
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ROBKY,  Waltek,  >iiiartenimster,  second  class  (A.),  United  States  Naval  Reserve 
Force. 

Enrolled :  Houston,  Tex.,  May  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Gladys  Robey,  104  West  Fourteenth  Street,  Austin,  Tex. 
RoBicHAw,  Aloy,  cabin  cook,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  15,  1915. 

Died :  Naval  hospital.  New  York,  March  3,  1918. 

Cause :  Abscess  of  liver. 

Next  of  kin :  Wife,  Maud  Robichaw,  194  Johnson  Street,  Brooklyn,  N.  Y. 
RoBiNEAu,  Wakwick  STANLEY,  Ship  fitter,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Richmond,  Va.,  June  5,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  29,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  E.  Robineau,  1909  West  Main  Street,  Richmond, 
Va. 
RoBiNETT,  Abeam,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  lU.,  January  6,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  W.  Robinett,  Morgantown,  Ohio. 
Robinson,  Chaeles  William,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  June  5,  1918. 

Died :  U.  S.  S.  liuena  Ventura,  September  16,  1918. 

Cause:  Lost  his  life  when  th§  U.  S.  S.  Buena  Ventura  was  torpedoed  by  an 
enemy  submarine  and  sunk. 

Next  of  kin  :  Father,  Charles  Robinson,  26  Charlton  Street,  Princeton,  N.  J. 
Robinson,  Chestee  John,  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  14,  1917. 

Died :  U.  S.  S.  Susquehanna,  October  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  William  L.  Robinson,  44  Jay  Street,  North  Attleboro, 
Mass. 
Robinson,  Dewey  Winfield,  apprentice  seaman.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  July  31,  1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  October  17,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Robinson,  R.  F.  D.  1,  Patton,  Mo. 
Robinson,  Harry  Earl,  pharmacist's  mate,  first  class,  N.  N.  V. 

Enrolled :  Detroit,  Mich.,  March  5,  1917. 

Died :  U.  S.  S.  Solace,  July  24,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Pearl  J.  Robinson,  793  Baldwin  Avenue,  Detroit, 
Mich. 
Robinson,  Homer  William,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  July  9,  1918. 

Died :  Navy  yard,  Puget  Sound,  Wash.,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Margaret  A.  Robinson,  Box  203,  Delanco,  N.  J. 
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BoBiNSON,  Jenkins  Augustine,  machinist's  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enrolled :  Baltimore,  Md.,  April  22,  1918. 

Died :  U.  S.  S.  Solace,  August  10,  1918. 

Cause :  Fracture  of  skull. 

Next  of  kin:  Mother,  Mrs.  Henrietta  Robinson,  19  Rectory  Road,  Mount 
Washington,  Md. 
Robinson,  Joseph  Lawson,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  December  14,  1917. 

Died :  Yard  tug  Samoset,  navy  yard,  Philadelphia,  November  9,  1918. 

Cause:  Drowned,  yard  tug  Samoset. 

Next  of  kin :  Sister,  Lillian  Robinson,  18  South  Third  Street,  Richmond,  Va. 
Robinson,  Lawrence  Stansilus,  engineman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  8,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  George  Robinson,  8129  Minnesota  Avenue,  St.  Louis, 
Mo. 
Robinson,  Wesley  Eixebee,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  December  12,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Eva  Ferguson,  Seabrook,  S.  C. 
RoBisoN,  William  Russell,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  June  8,  1918. 

Died :  Naval  hospital.  New  York,  N.  Y.,  November  5,  1918. 

Cause:  Pneumonia,  following  influenza. 

Next  of  kind :  Father,  Thomas  W.  Robison,  Clinton,  Mo. 
Roche,  Frank  Petek,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  April  30,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  fired  upon  by 
an  enemy  submarine  and  sunk. 

Next  of  kin :  Mother,  Ellen  Roche,  85  Catherine  Street,  New  York,  N.  Y. 
Roche,  Walter  R.,  ship  fitter,  second  class.  United  States  Naval  Reserve  Force. 

EnroUed :  Newport,  R.  I.,  May  3,  1918. 

Died :  At  home  in  Worcester,  Mass.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  E.  Roche,  142  West  Street,  Worcester,  Mass. 
Rochet,  James  Frances,  engineman,  second  class.  United  States  N.  N.  V. 

Enrolled :  Mare  Island,  Calif.,  April  18,  1917. 

Died :  U.  S.  S.  San  Diego,  July  19,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Sister,  Mrs.  0.  H.  Dean,  Blue  Lake,  Calif. 
Rockett,  Patrick  Lewis,  Jr.,  cook,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  July  14,  1918. 

Died :  U.  S.  S.  Lydia,  Newport  Section,  February  13,  1918. 

Cause:  Accidental  drowning. 

Next  of  kin :  Father,  Patrick  L.  Rockett,  85  Park  Street,  Fall  River,  Mass. 
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KOCKFOED,  Frank  Braunnets,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Newport,  R.  I.,  December  18,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  E.  Rockford,  41  West  ClifCord  Street,  Provi- 
dence, R.  I. 

Rocos,  Feuciano,  coxswain.  United  States  Naval  Reserve  Force, 

Enrolled :  San  Francisco,  Calif.,  April  16,  1917. 

Died :  U.  S.  S.  Nanshan,  April  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Josepia  Rocos,  Calle  Opu  Cebu,  P.  I. 
RonAKMEL,  WnuAM  EvEEETT,  seamau,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Indianapolis,  Ind.,  August  8,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Ida  Rodarmel,  R.  R.  21,  Wheatland,  Ind. 
RODGERs,  Pbedeeick  CotLiEE,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  June  29,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ada  Meray  Rodgers,  Woodlawn  Road,  Pittsburgh,  Pa. 

RODGEEs,  Weaves,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Larissie  Rodgers,  Henderson,  Tex. 
RODicK,  Leon,  electrician,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Bar  Harbor,  Me.,  June  5,  1917. 

Died :  St.  Catherine's  Hospital,  Brooklyn,  N.  Y.,  October  3,  1918. 

Cause:  Influenza  and  pneumonia. 

Next  of  kin :  Father,  Walter  E.  Rodick,  Bar  Harbor,  Me. 
Roe,  John  James,  chief  water  tender,  United  States  Navy. 

Enlisted :  Pearl  Harbor,  Hawaii,  August  31,  1918. 

Died :  Naval  training  school,  San  Francisco,  Calif.,  September  16,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Sister,  Etta  Mason,  508  Scott  Street,  San  Francisco,  Calif. 
ROEMEE,  Geoege  Allen,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  August  9,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  E.  Roemer,  706  Center  Street,  BowUng  Green, 

Ky. 

ROESCH,  Edwabd,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  New  York,  N.  Y.,  July  22,  1918. 
Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 
Cause:  Broncho-pneumonia. 
Next  of  kin :  None. 


634 

RoEscHKE,  Herman  Cheist,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Omaha,  Nebr.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edward  Roeschke,  Leeds  Station,  Sioux  City,  Iowa. 
RoESB,  Chakles,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  August  19,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  D.  Roese,  111  Liberty  Avenue,  Jamaica,  N.  Y. 
RoESEE,  Martin  Edward,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  7,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  May  28,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Mother,  Anna  Roeser,  Chanhassen,  Minn. 
Rogan,  John  Feancis,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  St.  Louis,  Mo.,  May  18,  1918. 

Died :  Navy  base  hospital  No.  5,  October  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Andrew  Rogan,  3850  MofCett  Avenue,  St.  Louis,  Mo. 
Rogers,  Coit  Seymotjr,  storekeeper,  third  class.  United  States  Navy. 

Enlisted :  Queenstown,  Ireland,  June  23,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine.     I 

Next  of  kin :  Mother,  Lillian  Rogers,  Free  Street,  South  Hingham,  Mass. 
Rodgees,  Daniel  Taiket,  water  tender.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  February  11,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Passenger  on  board  missing  Cyclops. 

Next  of  kin :  Mother,  Frona  Best,  Dallas,  Tex. 
Rogers,  Gboege  Francis,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Lowell,  Mass.,  June  11,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin:  Father,  Michael  H.  Rogers,  93  Humphrey  Street,  Lowell,  Mass. 
Rogers,  James  Edward,  chief  machinist's  mate  (A)  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  January  16,  1918. 

Died :  United  States  naval  air  station,  Pauillac,  France,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Anita  Rogers,  401J  West  Intendentia  Street,  Pensacola, 
Pla. 
Rogers,  Joseph,  boatswain's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Providence,  R.  I.,  June  10,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Elizabeth  Rogers,  21  Columbia  Street,  New  Bedford, 
Mass. 
Rogers,  Rembert,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  April  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  14,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Alice  Rogers,  R.  P.  D.  3,  Dillon,  S.  C. 
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RoGiiLio,  Osceola  Irwin,  seaman,  second  ■  ;(ss,  United  States  Naval  Ueserve 
Force. 

Enrolled :  New  Orleans,  La.,  April  IC,  1917. 

Died:  U.  S.  S.  Cheyenne,  October  If,  1918. 

Cause:  Pneumonia. 
:     Next  of  kin:  Mother,  Gertrude  Koslllio,  Wilhelm,  La. 
RoGLAN,  Alfonso,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  August  4,  1916. 

Died  :  Navy  Base  Hospital  No.  5,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Llother,  Potuicana  Corrioso,  Alfonso,  Cavite,  P.  I. 
SoHKEi!,  KoixAND  ERNEST,  Seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  April  9,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  27,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Joe  Rohrer,  Schnectady,  N.  Y. 

"RojAs,  CosME,  wardroom  cook,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  26,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mary  Rojas,  291  Burwell  Street,  Bremington,  Wash. 
RoLLASON,  RxissELL  ROBERT,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  August  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Elizabeth  Wall  Rollason,  950  East  Beecher  Street, 
Adrian,  Mich. 
KoiiER,  William  Frederick,  seaman,  second  class,  N.  N.  V. 

Enrolled:  Boston,  Mass.,  May  18,  1917. 

Died :  U.  S.  S.  Penobscot,  January  12,  1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Margaret  Roller,  831  Wood  Avenue,  Bridgeport,  Conn. 
Rollins,  William  Jackson,  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Bath,  Me.,  November  5,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  5,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Carrie  J.  Oliver,  218  Washington  Street,  Bath,  Me. 

Rollins,  William  Michael,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Brooklyn,  N.  Y.,  February  7,  1916. 

Died :  Naval  hospital,  New  York,  March  5,  1918. 

Cause:  Nephritis,  chronic. 

Next  of  kin :  Sister,  Mrs.  Eva  Tankus,  267  Atkins  Avenue,  Brooklyn,  N.  Y. 
KoMAN,  Harry  Thomas,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  16,  1917. 

Died :  Naval  hospital,  Washington,  D.  C,  July  27,  1917. 

Cause:  Diptheria. 

Next  of  kin :  Father,  Frank  Roman,  South  Louisiana  Street,  Indianapolis, 

Ind. 
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RoMANiTCH,  Feanklin,  Jr.,  blacksmith,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Brooklyn,  N.  Y.,  May  5,  1917. 

Died :  Naval  forces  operating  in  European  waters,  October  18,  1918. 

Cause :  Caught  and  crushed  between  two  railroad  cars. 

Next  of  kin:  Mother,  Mrs.  Josephine  Romanitch,  456  Prospect  Avenue- 
Brooklyn,  N.  Y. 
RoMEE,  John  Bishop,  seaman,  second  class,  United  States  Naval  Reserve  Force^ 

Enrolled :  Cincinnati,  Ohio,  May  10,  1918. 

Died :  U.  S.  S.  Louisville,  September  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  J.  Romer,  4440  Liston  Avenue,  Cincinnati,  Ohio.. 
ItoMiG,  James  Gundy,  engineman,  second  class.  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  June  26,  1915. 

Died :  U.  S.  S.  Mount  Vernon,  September  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Eli  Bomig,  201  Locust  Street,  Milton,  Pa. 
RoMiTA,  Michael,  mess  attendant,  third  class.  United  States  Naval  Reserve- 
Force. 

Enrolled :  Pelham  Bay  Park,  N.  Y.,  June  3, 1918. 

Died:  United  States  naval  air  station,  Pauillac,  France,  September  25,^ 
1918. 

Cause:  Pneumonia.  v 

Next  of  kin :  Father,  Michael  Angelo  Romlta,  1702  Zerega  Avenue,  Bronx^ 
N.  Y. 
RoMM,  Haeky  Beenaed,  apprentice  seaman,  United  States  Naval  Reserve  Force.. 

Enrolled :  New  Haven,  Conn.,  August  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30, 1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Mrs.  Beatrice  Adler,  302  Seventh  Avenue,  New  York; 
City,  N.  Y. 
Rondeau,  James  Aknbtt,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  9,  1917. 

Died :  U.  S.  S.  Montana,  October  28, 1917. 

Cause:  Internal  injuries. 

Next  of  kin :  Mother,  Emma  Rondeau,  Woodville,  Tex. 
RoNEY,  Lucious  WiMBEic,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  August  8,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  November  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Line  Swinney  Roney,  616  South  Lee  Street^ 
Fitzgerald,  Ga. 
RooNEY,  Feed  Heney,  electrician,  first  class.  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  March  7,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Passenger  on  board  missing  Cyclops. 

Next  of  kin :  Father,  Michael  Rooney,  Council  Bluffs,  Iowa. 
RooNEY,  James  Andkew,  chief  commissary  steward,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Denver,  Colo.,  November  7,  1916. 

Died :  U.  S.  S.  Caldmares,  October  2,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Mabel  Rooney,  R.  F.  D.  No.  1,  box  6,  care  of  John  Hyland.. 
Golden,  Colo. 
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■RooNEY,  John,  Jr.,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Orleans,  La.,  December  14,  1917. 

Died :  Naval  hospital,  New  Orleans,  La.,  September  14, 1918. 

Cause:  Nephritis,  chronic  interstitial. 

Next  of  kin:  Son,  Daniel  Rooney,  2122  South  Robertson  Street,  New  Or- 
leans, La. 
TlooT,  CuiTORD  Luther,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  29,  1917. 

Died  :  U.  S.  S.  Virginia,  November  19,  1917. 

Cause:  Suicide. 

Next  of  kin :  Father,  Andrew  Kern  Root,  Titusville,  Pa. 
Hoot,  Dan  S.,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  December  10,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  January  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Clara  B.  Root,  1117  West  Avenue,  Medina,  N.  Y. 
Root,  Eaton  Phklps,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  April  2,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  5,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Raymond  Root,  65  Edwards  Street,  South  Hartford, 
Conn. 
HoPKE,  Alfred  John,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  May  22,  1918. 

Died :  Hospital  No.  3,  Leigh,  Scotland,  while  attached  to  U.  S.  S.  Arkansas, 
October  31,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Mary  Kantz  Bagley,  3276  Archer  Avenue,  Chi- 
cago, 111. 
KosE,  Edward  Lafayette,  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  7,  1917. 

Died :  U.  S.  S.  Vermmf,  January  16,  1918. 

Cause:  Injuries. 

Next  of  kin  :  Father,  Matt  Rose,  14  North  Moreland  Avenue,  Atlanta,  Ga. 

Rose,  Everett,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  May  2,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Minnie  Rose,  R.  D.  No.  2,  Freetown,  Ind. 
Rose,  Thomas  Joseph,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Baltimore,  Md.,  June  2,  1917. 

Died :  Fifth  Naval  District,  Norfolk,  Va.,  December  12,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Mrs.  Katherine  Rose,  1414  Light  Street,  Baltimore, 
Md. 
RosEMAN,  OscAB  ARTHUR,  eugiueman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  T.,  May  13, 1918. 

Died  :  Naval  hospital,  Newport,  R.  I.,  September  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Wife,  TlUie  Roseman,  257  West  One  hundred  and  twenty- 
seventh  Street,  New  York,  N.  Y. 
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KosBNBERQ,  NATHAN,  landsman  for  electrician,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  14, 1917. 

Died :  Receiving  ship,  New  York,  August  12,  1917. 

Cause:  Accidental  drowning. 

Next  of  kin :  Father,  Samuel  Rosenberg,  Glace  Bay,  Nova  Scotia. 
RosENBEEGBB,  BENJAMIN  M.,  Seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  May  22,  1918. 

Died :  U.  S.  S.  Mercy,  while  attached  to  U.  S.  S.  Illinois,  October  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Til  lie  Rosenberger,  720  East  Eighth  Street,  Chester, 
Pa. 
KosENCRANs,  WiixiAM,  apprentice  seaman.  United  States  Naval  Reserve  Force.. 

Enrolled :  New  Haven,  Conn.,  August  6,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Altha  Rosencrans,  7  Admiral  Street,  New  Haven, 

Conn. 
RosNEss,  Geokge  Cykus,  landsman  for  electrician  (6),  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  21,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  November  22,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Rosness,  947  Sylvan  Street,  St.  Paul,  Minn. 
Ross,  AXBEKT  Andrew,  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  15,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Lost  life  by  explosion  on  U.  S.  S.  Manley. 

Next  of  kin :  Mother,  Ella  M.  Wellbrock,  129  High  Street,  Hingham,  Mass. 
Ross,  Alfred,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  June  24,  1918. 

Died :  Camp  Logan,  111.,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Alma  Theiery  Ross,  Heyworth,  111. 
Ross,  Bktjce  Wallace,  chief  machinist's  mate.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  January  5,  1915. 

Died:  Naval  hospital.  Norfolk,  Va.,  December  12,  1917. 

Cause:  Burns. 

Next  of  kin :  Wife,  Gertrude  R.  Ross,  915  North  Street,  Portsmouth,  Va. 
Ross,  Frank  Rilet,  ship's  cook,  third  class,  United   States  Naval  Reserve 
Force. 

Enrolled:  Omaha,  Nebr.,  June  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Wllma  E.  Ross,  NeweU,  S.  Dak. 
Ross,  HiTBBABD  CECIL,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled:  Houston,  Tex.,  June  1,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Pressley  Ross,  Mexia,  Tex. 
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Ross,  John  Aahon,  fireman,  second  class.  United  States  Navy. 
Enlisted;  Portland,  Oreg.,  November  14,  1917. 
Died:  U.  S.  S.  Pittsburgh,  October  22,  1918. 
Cause :  Bronclio-pneumonia. 

Next  of  kin :  Mother,  Elizabeth  Ross,  266  North  Twenty-fifth  Street,  Port- 
land, Oreg. 

Ross,  Rodney  Perry,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Louisville,  Ky.,  April  5,  1918. 

Died :  On  the  train  to  Chicago,  May  1,  1918. 

Cause:  Injured  in  fight.' 

Next  of  kin :  Father,  James  F.  Ross,  Centertown,  Ky. 
Ross,  Wniis  Raymon,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Portland,  Me.,  May  9,  1918. 

Died:  Naval  hospital,  New  Loudon,  Conn.,   September  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Mrs.  Lizzie  Mae  Ross,  Le  Grange,  Me. 
RossiTER,  Irving  Walter,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  4,  1917. 

Died:  Naval  station,  New  York,  April  7,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Mary  E.  Connell,  128  Central  Avenue,  Dover,  N.  H. 
RossiTER,  William  Archibald,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  May  3,  1917. 

Died :  Naval  base  hospital,  Brest,  France,  March  13,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  Charles  Francis  Rossiter,  R.  F.  D.  2,  box  24,  Spencer, 
Iowa. 

RosT,  Oscar  Beenhard,  musician,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Minneapolis,  Minn.,  May  22,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Marie  Rost,  Ulen,  Minn. 
Rotenbeby,  Elda  Hershell,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  10,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  January  15,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Wesley  Lofatt,  Wexahachie,  Tex. 
Roth,  Charles  Lewis,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  June  8,  1915. 

Died :  U.  S.  S.  Cassin,  August  18,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Minnie  Rothe,  Angola,  N.  Y. 
Both,  Harry  Raymond,  landsman  electrician  (R),  United  States  Naval  Reserve 
Force. 

Enrolled:  Peoria,  111.,  February  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  IlL,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  WiUard  P.  Roth,  B.  No.  9,  Paris,  111. 
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Roth,  John  Chaeles,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  12,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Father,  John  Roth,  339  East  Forty-fifth  Street,  New  York, 
N.  Y. 
Roth,  Leo,  boatswain's  mate,  first  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  13,  1917. 

Died:  Naval  hospital,  New  York,  September  24,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Cousin,  Andrew  Winter,  439  East  Fifth  Street,  New  York 
City,  U.  Y. 
Rothschild,  Lestee  Benedict,  yeoman,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Philadelphia,  Pa.,  June  3,  1918. 

Died :  Section  base,  Lewes,  Del.,  October  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mrs.  Bertha  Rothschild,  415  South  Street,  Phila- 
delphia, Pa. 
Rouse,  Robeet  Jeff,  hospital  apprentice,  second  class.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  February  9,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  May  6,  1917. 

Cause:  Suppurative  pleurisy. 

Next  of  kin :  Foster  mother,  Mrs.  Hester  A.  Rouse,  Dalhart,  Tex. 
RowE,  Beet  Richaed,  seaman,  second  class.  National  Naval  Volunteers. 

Enrolled:  Bremerton,  Wash.,  April  11,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  23,  1918. 

Cause :  Pleurisy. 

Next  of  kin  :  Sister,  Mrs.  Beatrice  Hastings,  Hoquiam,  Wash. 
RowB,  Cliffoed  Goedon,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  June  19,  1918. 

Died :  U.  S.  S.  Leviathan,  May  15,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Brother,  William  H.  Rowe,  R.  P.  D.  No.  6,  Medina,  N.  Y. 
RowE,  Feancis  Edwaed,  hospital  apprentice,  second  class.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  June  4,  1918. 

Died :  Naval  Hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  EMward  Hoke  Rowe,  Emmitsburg,  Md. 
RowB,  Joseph  Waltee,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  December  13,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  May  7, 1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  Walter  W.  Rowe,  Greensboro,  N.  C. 
Rowe,  Walton  Dye,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  August  6, 1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  Anthony  Rowe,  Moravia,  N.  Y. 
RowLES,  Habbt,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  June  27,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Wife,  Eva  May  Rowles,  110  Lawnside  Avenue,  Collingswood, 
N.J. 
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Rowley,  Patrick,  mess  attendant,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  November  23,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  Michael  Rowley,  Drumcree,'  Letrim,  Ireland. 
RowsEY,  Geqvek  Lee,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  29,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  February  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Robert  Rowsey,  Kerrs  Creek,  Va. 
RoxAS,  Benito,  mess  attendant,  second  class.  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  October  13,  1916. 

Died :  U.  S.  S.  Rochester,  February  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Eusebio  Roxas,  170  Solona  Street,  Manila,  P.  I. 
{loxAS,  Nemesio,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  15,  1918. 

Died :  Naval^ hospital,  Puget  Sound,  Wash.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Wife,  Maria  Drueco,  San  Mateo,  Rizal,  P.  I. 
RoxAS,  Paciano,  pattern  maker,  first  class.  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  October  7,  1912. 

Died :  Willard  Parker  Hospital,  New  York  City,  N.  Y.,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Maxima  Acolentaba,  Panay,  Capiz,  P.  I. 
Royalty,  Alvey  Lee,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  May  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Infiuenza. 

Next  of  kin :  Sister,  Lulu  Frances  Royalty,  Short  Creek,  Ky. 
RozANSKi,  Maetin,  Seaman,  United  States  Navy. 

Enlisted:  Boston,   Mass.,   September  17,  1917. 

Died:  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Killed  in  explosion  on  board  U.  S.  S.  Manley. 

Next  of  kin :  Father,  Max  Rozanskl,  153  East  Central  Avenue,  Toledo,  Ohio. 
Rtjbel.  Moktimeb  Stkauss,  storekeeper,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Great  Lakes,  111.,  June  17,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wfe,  Mrs.  Rose  Rubel,  5112  Kimbark  Avenue,  Chicago,  111. 
Rubehstein,  Hakold  Baeon,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  October  13,  1916. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  June  23,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin :  Father,  Louis  Rubenstein,  255  Thames  Street,  NevsTport,  R.  I. 
Rubin,  Haeold,  landsman  for  machini:  t's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled:  San  Francisco,  Calif.,  June  24,  1918. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  November  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Tillie  Rubin,  1084  Ashmount  Avenue,  Oakland,  Calif. 
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Rubin,  Moe,  seaman,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  Jannary  8,   1916. 

Died:  Naval  hospital,  Fort  Lyon,  Colo.,  October  22,  1917. 

Cause :  Tuberculosis. 

Next  of  kin:  Father,  Hayman  Rubin,  460  Eaft  One  hundred  and  forty- 
sixth  Street,  New  York  City,  N.   Y. 
Rtjckee,  William  ER^VIN,  apprentice  seaman.  United  States  Navj^. 

Enlisted:  Dallas,  Tex.,  December  15,  1917. 

Died:  Naval  hospital.  Great  Lakes,  111.,  December  23,  1917. 

Cause :  Septicemia. 

Next  of  kin :  Wife,  Mrs.  Margaret  Rucker,  McKinney,  Tex. 
RUDBECK,  OscAE,  electi'lcician,  third  class.  United  States  Naval  Re.'erve  Force. 

Enrolled:  Newport,  R.  I.,  March  26,  1915. 

Died:  U.  S.  S.  Hull,  March  15,  1918. 

Cause :  Lost  overboard. 

Next  of  kin:  Mother,  Esther  Rudbeck,  73  Park  Avenue,  New  York  Citj^ 
N.  Y. 
Rudy,  Chaeles  Thomas,  machinist's  mate,  second  class   (A),  United  States 
Navy. 

Enli.'-ted :  Louisville,   Ky.,  November   12,   1917. 

Died :  Naval  air  station,  Trojan,  France,  September  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Julia  F.  Rudy,  703  East  Market  Street,  New  Albany, 
Ind. 
Rtjff,  Alfebd  Gus,  chief  commissary  steward,  United  States  Navy. 

Enlisted :  Base  No.  3,  April  5,  1918. 

Died :  U.  S.  S.  Ohio,  September  26, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Ida  May  RufE,  3316  North  T?ber  Street,  Philadelphia,  Pa. 
Ruff,  Geoege,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  September  28,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  30,  1918. 

Cause:  Diphtheria. 

Next   of  kin:  Mother,   Mrs.   Bertha   Wolf,   67  Greenwood  Avenue,   Blue 
Island,  111. 
RuMNET,  Haeby  Robeet,  Seaman,  second  class.  United  States  Navy. 

Enlisted  :  Great  Lakes,  111.,  May  31,  1917. 

Died :  Naval  hospital.  League  Island,  Pa.,  October  8, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elsie  Rumney,  Sheridan,  111. 
RuNYAN,  Clyde,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  July  6, 1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  3, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nellie  Eraser  Runyan,  Laurens,  Iowa. 
RuNYAN,  Will  Teayne,  Jr.,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  June  10,  1918. 

Died :  Naval  training  camp.  Camp  Logan,  111.,  October  2,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Elizabeth  Boyd  Runyan,  Norborne,  Mo. 
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RxJPP,  Vkikr  John,  pharmacist's  mnte,  tliiril  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  New  Orleans,  La.,  March  8,  1918. 
Died :  Naval  hospital,  New  Orleans,  La.,  October  11, 1918. 
Cause:  Influenza. 

Nest  of  kin :  Sister;  Mrs.  Esther  Rupp  Manent,  541  Bermuda  Street,  New 
Orleans,  La. 
RtTPPEL.  Edward  William,  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  April  1,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  16,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lottie  Ruppel,  Horton  Avenue,  Valley  Stream,  Long 
Island,  N.  Y. 
Rush,  Joseph,  seaman-,  second  class.  United  States  Naval  Reserve  Force. 
Enrolled :  Des  Moines,  Iowa,  July  2,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  9,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Father,  George  Rush,  South  Avenue,  Iowa  Falls,  Iowa. 
Rush,  Wilsie  McKinley,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Des  Moines,  Iowa,  May  1,  1917. 
Died :  U.  S.  S.  Grmit,  October  22,  1918. 
Cause:  Accidental  drowning. 

Next  of  kin:   Father,   John  Gardner  Rush,   337   South  Davis   Street,  Ot- 
tumwa,  Iowa. 
Rusher,  Ottis,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enrolled:  Peoria,  111.,  June  4,  1918. 
Died :  U.  S.  S.  Solace,  October  11,  1918. 
Cause :  Pneumonia,  lobar. 

Xext  of  kin :  Father,  Nathan  Anual  Rusher,  R.  F.  D.  No.  5,  Taylorville,  lU. 
Russ,  Inyo  Atherton,  chief  yeoman,.  United  States  Naval  Reserve  Force. 
Enrolled :  San  Francisco,  Calif.,  June  5,  1917. 
Died :  Navy  Base  Hospital  No.  5,  October  8,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Anne  Louise  Russ,  432  Belvedere  Street,  San  Fran- 
cisco, Calif. 
Russell,  Charles  Edward,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  New  Haven,  Conn.,  May  17,  1918. 
Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 
Cau.se:  Cerebrospinal  fever. 

Next  of  kin :  Sister,  Mamie  Russell,  289  Capitol  Avenue,  Hartford,  Conn. 
Russell,   Dwight  Caeleton,   machinist's   mate,  second  class,  United   States 
Navy. 
Enlisted:  New  Haven,  Conn.,  December  5,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  April  15,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Walter  Clifford  Russell,  53  Pond  Street,  New  Haven, 
Conn. 
Russell,  Everett  Dale,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Parkersburg,  W.  Va.,  June  10,  1918. 
Died :  Naval  hospital,  Hampton  Roads,  Va.,  October  9,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Father,  Dallas  H.  Russell,  Coolville,  Ohio. 
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Russell,  James  Mattingly,  plumber  and  fitter,  first  class,  United  States  Navat 
Reserve  Force. 

Enrolled:  Louisville,  Ky.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kiu :  Mother,  Catherine  Elder  Bussell,  ,2115  St.  Louis  Avenue, 
Louisville,  Ky. 
Russell,  John  Bdgab,  hospital  apprentice,  first  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  San  Francisco,  Calif.,  July  26,  1917. 

Died :  San  Francisco  Hospital,  November  8,  1918.  , 

Cause:  Influenza. 

Next  of  kin :  M.Ali'ir,  Agnes  Welch  Russell,  Burgettstov?n,  Pa. 
Russell,  Noah,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled:  Louisville,  Ky.,  July  23,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Lexie  Ellis  Russell,  Boatvcright,  Ky. 
Russell,  Paul  Hebeb,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

EnroUe'd:  Detroit,  Mich.,  July  12,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Cora  McNelly  Russell,  415  Madison  West,  Lansing, 
Mich. 
Russell,  Ralph  Augustus,  gunner's  mate,  second  class,  National  Naval  Vol- 
unteers. 

Enrolled :  Great  Lakes,  111.,  May  30,  1917. 

Died :  Naval  hospital.  League  Island,  Pa.,  June  22,  1918. 

Cause :  Endocarditis. 

Next  of  kin:   Mother,  Mrs.  I.  C.  Russell,  1703  Hill   Street,  Ann  Arbor, 
Mich. 
Russell,  Wallace  Lee,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Binghamton,  N.  Y.,  July  7,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Agnes  Russell,  Deposit,  N.  Y. 
Russell,  William  Lee,  fireman,  third  class,  United  States  Naval  Reserve  ForecJ, 

Enrolled:  Des  Moines,  Iowa,  June  19,  1918. 

Died :  U.  S.  S.  Solace,  October  6, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Rosa  Russell,  R.  F.  D.  No.  1,  LibertyvlUe,  lovi'a. 
Russell,   William  Verne,   apprentice  seaman.  United   States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  June  26,  1918. 

Died:  Great  Lakes,  111.,  September  28',  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Joseph  D.  Russell,  R.  F.  D.  No.  2,  Emporium,  Pa. 
Russo,  Joseph  Guiseppe,  landsman  baker.  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  July  23,  1918. 

Died :  Quarantine  station.  Gallops  Island,  Mass.,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Frances  Russo,  11  Ford  Street,  Boston,  Mass. 
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RuTHEKroBD,  RicHABD  Hall,  Seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Minneapolis,  Minn.,  April  16,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Nellie  Rutherford,  1016  Northeast  Twenty-seventh 
Avenue,  Minneapolis,  Minn. 
Rutherford,  Steven  Edward,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  December  14,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  January  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Fatlier,  Steven  Rutherford,  Cannelton,  Ind. 
Rtjzicka,  WiiiiAM*  Joseph,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  March  8,  1918. 

Died :  U.  S.  S.  America,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Peter  Ruzicka,  3128  South  Pennsylvania  Avenue,  St. 
Louis,  Mo. 
Ryan,  James  Ernest,  quartermaster,  third  class.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  July  20,  1917. 

Died:  Navy  coUler  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Wife,  Iris  Ryan,  West  Alexandria,  Ohio. 
Ryan,  Jeremiah  John,  water  tender,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  6,  1917. 

Died :  Receiving  ship,  Halifax,  Nova  Scotia,  October  16,  1918. 

Cause:  Pneumonia,   following  influenza. 

Next  of  kin :  Mother,  Mary  Eliza  Ryan,  818  Jackson  Street,  Philadelphia, 
Pa. 
Ryan,   John   Thomas,   seaman    second   class,   United   States   Naval  Reserve 
Force. 

Enrolled :  Williamsport,  Pa.,  June  5,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  D.  Ryan,  912  Erie  Avenue,  Renovo,  Pa. 
Ryan,  Joseph  Francis,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  10,  1917. 

Died :  U.  S.  S.  Lalcemoor,  April  11,  1918. 

Cause:  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  John  S.  Ryan,  1828  Cayuga  Street,  Philadelphia,  Pa. 
Ryan,  Joseph  Patrick,  yeoman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  June  29,  1917. 

Died :  U.  S.  S.  Solace,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  J.  Ryan,  5746  Green  Street,  Chicago,  111. 
Ryan,   Joseph  Whijam,   fireman,   first  class,   United   States   Naval   Reserve 
Force. 

Enrolled :  Charleston,  S.  C,  June  1,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause:  Pneumonia. 

Next   of  kin:  Mother,   Mrs.   Lizzie   Elizabeth   Ryan,   257   Phillip    Street, 
Charleston,  S.  C. 
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Ryan,  Nokbekt  Joseph,  fireman,  tlilrd  class,  United  States  NaA'al  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  August  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Virginia  Ryan,  R.  R.  No.  3,  New  Haven,  Ind. 
Ryan,  Thomas  Edvfabd,  carpenter's  mate,  third  class.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  7,  1917. 

Died:  Naval  hospital.  Great  Lakes,  HI.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Anna  Ryan,  720  East  Taylor  Street,  Kokomo,  Ind. 
Ryan,  William  Heebeet,  landsman  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled:  Cincinnati,  Ohio,  July  9,  1918. 

Died :  Naval  hospital,  Great-Lakes,  111.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Hiram  Edward  Ryan,  Junction  City,  Ohio. 
Rymke,  Chaeles  William,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  November  12,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  fired  upon  by 
an  enemy  submarine  and  sunk. 

Next  of  kin :  Father,  Henry  W.  Rymer,  864  Kenton  Avenue,  Marion,  Ohio. 
Rybie,  James  Edgae,  landsman  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Detroit,  Mich.,  December  22,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  March  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  Christina  Ryrie,  1329  Trumbull  Avenue,  De- 
troit, Mich. 
Sjvbol,  Andeew,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Salt  Lake  City,  Utah,  July  18,  1918. 

Died :  Naval  training  cainp,  Seattle,  Wash.,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Andrew  ^abol,  Stockett,  Cascade  County,  Mont. 
Sackett,  Howard  Haevey,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Syracuse,  N.  Y.,  July  24,  1917. 

Died :  Naval  hospital,  Pelham,  N.  Y.,  March  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Euretta  Sackett,  940  Bellevue  Avenue,  Syracuse,  N.  Y. 
Sackett,  Wiiliam  Jennings  Bbtan,  apprentice  seaman,  United  States  Naval 
Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  July  27,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Mr.  Nat  Sackett,  2563  Poppleton  Avenue,  Omaha, 
Nebr. 
Saddles,  Edwaed,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  November  5,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  December  13,  1917. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Jacob  Saddler,  R.  P.  D.  No.  4,  Clyde,  N.  Y. 
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Saffian,  Geobge  Fked,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  July  30,  1917. 

Died:  Emergency  Hospital,  Qulncy,  Mass.,  October  11,  1918. 

Cause :  Influenza-pneumonia. 

Next  of  kin :  Fatlier,  H.  M.  Safliau,  1150  Parker  Avenue,  Detroit,  "Mich. 
Sagek,  George  Francis,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  May  24,  1918. 
.  Died :  4205  Terrace  Street,  Philadelphia,  Pa.,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Sara  Sager,  4205  Terrace  Street,  Philadelphia,  Pa. 
Salawetz,  Edward  Emanuel,  landsman  electrician  (general).  United  States 
Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  August  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Frances  Margaret  Salawetz,  408  Eighth  Avenue,  Clinton, 
Iowa. 
Salerno,  Andrea,  blacksmith,  second  class.  United  States  Navy. 

EnUsted:  New  York,  N.  Y.,  May  29,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Brother,  Joseph  Salferno,  2782  West  Fifteenth  Street,  Coney 
Island,  N.  Y. 
Salomonson,  Swam  Milton,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Denver,  Colo.,  April  18,  1918. 

Died :  United  States  naval  training  camp,  Mare  Island,  Calif.,  October  16, 
1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Carrie  Salomonson,  R.  F.  D.  No.  2,  Berthoud,  Colo. 

Salvador,  Pablo,  mess  attendant,  first  class.  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  March  20,  1917. 

Died :  U.  S.  S.  SoUce,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Damaso  Salvador,  Balinay,  Bulacan,  P.  I. 
Saxvan,  Mateo,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  6,  1918. 

Died :  United  States  naval  liospital,  New  York,  N.  Y.,  September  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  UueJe,  Oiricco  Salvan,  Gubat,  Sorsogan,  P.  I. 
Sam,  Ah,  mess  attendant,  first  class.  United  States  Navy. 

Enlisted :  Canton,  China,  July  27,  1914. 

Died :  U.  S.  S.  Helena,  August  1,  1917. 

Cause:  Unknown. 

Next  of  kin :  Wife,  Yong  Kew,  Kowloon,  China. 
Sample,  William  Leslie,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled  :  Columbia,  S.  C,  June  23,  1918. 

Died :  U.  S.  S.  Montaulc,  S.  P.  392,  August  21, 1918. 

Cause:  Lost  when  vessel  foundered. 

Next  of  kin  :  Mother,  Addie  Sample,  2119  Brown  Street,  Newberry,  S.  C. 


648 

Samples,  Hugh,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  May  16,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Mr.  Jonathan  Samples,  Crystal,  Ky. 
Sampson,  Jesse  Ci.tfford,  seaman.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  24,  1917. 

Died :  S.  S.  Tyler,  May  2,  1918. 

Cause :  Lost  life  at  sea. 

Next  of  kin :  Mother,  Mrs.  Ola  M-  Sampson,  Fletcher,  Okla. 
Samuels,  Sam  Stanley,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

EnroUed :  Little  Rock,  Ark.,  July  22,  1918. 

Died :  United  States  Naval  Hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  k;n :  Half  sister,  Ora  Mae  Flotho,  3035  Virginia  Avenue,  Kansas 
City,  Mo. 
Samuelson,  Benjamin  Chbistophee,  gunner's  mate,  third  class.  National  Naval 
Volunteers. 

Enrolled:  Philadelphia,  Pa.,  April  19,  1917. 

Died :  U.  S.  S.  Kansas,  December  20,  1917. 

Cause :  Due  to  in.iury  received  on  board  ship. 

Next  of  Mn:  Mother,  Mrs.  Hannah  Samuelson,  1047  Twenty-seventh  Ave- 
nue, Minneapolis,  Minn. 
Sanbokn,  Akthue  Elden,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  24,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Grace  Sanborn,  336  Dayton  Street,  Kenosha,  AVis. 
Sanbokn,  Frank  Leavitt,  fireman,  first  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  August  3,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1917. 

Cause:  Lost   his   life   when   the   U.    S.   A.   C.   T.    Ticonderoga   was   fired 
upon  by  an  enemy  submarine  and  sunk. 

Next  of  kin:  Mother,  Maude  Sanborn,  Armona,  Calif.  i».^. 

Sandefue,  Charles  Hall,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  March  29,  1918. 

Died :  United  States  naval  hospital,  Norfolk,  Va.,  May  2,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  Amos  Ira  Sandefur,  301  West  Washington   Street, 
Indianapolis,  Ind. 
Sander,  Carl  Rinhold,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  15,  1917. 

Died:  United  States  naval  hospital,  Mare  Island,  Calif.,  February  8,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin:  Mother,  Francis  Sander,  Mapleton,  Oreg. 
Sanders,  Arthur  Ray,  machinist's  mate,  second  class,  aviation.  United  States 
Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  December  15,  1917. 

Died :  Naval  Hospital,  Chelsea,  Mass.,  September  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  B.  B.  Sanders,  Trenton,  Mich. 
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SANDBais,  OscAK  Christophek,  apprentice  seamaiii  United  States  Naval  Reserve 

Force. 
Enrolled :  Meridian,  Miss.,  May  29,  1918. 
Died :  Naval  hospital,  Naval  Base,  Ya  ,  October  6, 1918. 
Cause:  Pneumonia. 

Next  of  kin:  Father,  Charlie  P.  Sanderi-,  Lo'>i.'view,  Miss. 
Sandhovel,  William  Fredeeick,  landsman  yeoman.  United  States  Navy. 
Knlisted:  Brooklyn,  N.  Y.,  August  16,  1918. 
Died :  Naval  hospital,  Newport,  U.  I.,  September  26,  1918. 
Cause:  Pneumonia,  broncho. 
Next   of   kin:  Father,   William   D.   Sandhovel,  1252  Fifty-fourth   Street, 

Brooklyn,  N.  Y. 

Sanford,  Charlie  Heidel,  ship's  cook,  third  class.  United  States  Navy. 
Enlisted:  Des  Moines,  Iowa,  October  9,  1915. 
Died:  U.  S.  S.  JacoT)  Jones,  December  6.  1917. 
Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin:  Mother,  Barbara  Ella  Sanford,  326  Lexington  Avenue,  Lan- 
caster, Ky. 

Sanford,  Mark  Jack,  ship's  cook,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  December  18,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  Jack  Sanford,  Witebsk,  Russia. 
San  Luis,  Egmidio,  musician,  first  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif,  November  27,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Liceria  E.  San  Luis,  Balensuela  Bacod,  San  Tamesen, 
P.  L 
Santiago,  Salvador  Canacho,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  San  Juan,  P.  B.,  August  5,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  4,  1918. 

Cause :  Pneumonia  following  influenza. 

Next  of  kin :  Mother,  Francisca  Santiago,  San  Juan,  P.  R. 
Santos,  John,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  Jun'fe  27,  1918. 

Died :  United  States  naval  training  camp,  Bumkin  Island,  Mass.,  September 
30,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Marion  Santos,  1  Quarry  Street,  Quincy,  Mass. 
Santos,  Pedro  A.,  mess.attendant,  third  class,  United  States  Navy. 

Enlisted :  Olongapo,  P.  I.,  May  9,  1916. 

Died  :  Naval  hospital,  Pensacola,  Fla.,  June  24,  1918. 

Cause:  Typhoid  fever. 

Next  of  kin :  Sister,  Domlnga  Santos,  San  Roque,  Cavite,  P.  I. 
Santos,  Vincente,  seaman.  United  States  Navy. 

Enlisted :  Guam,  P.  I.,  October  12, 1917. 

Died :  U.  S.  S.  Supply,  August  10,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  Antonio  Santos,  Agana,  Guam. 
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Saegbnt,  Feancis  Edmund,  Jr.,  chief  yeoman,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Boston,  Mass.,  August  13, 1917. 

Died :  Naval  hospital,  Washington,  D.  O.,  September  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Sister,  Evangeline  Wilkinson,  21  Walter  Street,  Roslindale, 
Mass. 
Sabba,  Aniceto,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted:  Cavlte,  P.  I.,  June  10,  1914. 

Died :  Naval  hospital.  Fort  Lyon,  Colo.,  April  4,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Mother,  Felociano  Piloren,  Maasin,  Leyte,  P.  I. 
Sabean,  Dave  Alexandee,  seaman.  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  May  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :   Influenza. 

Next  of  kin :  Sister,  Miss  Edna  Sarran,  921  California  Street,  San  Antonio, 
Tex. 
Satteb,  Oscae  Ingeman,  coppersmith,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  March  15,  1918. 

Died :  Navy  Base  Hospital  No.  5,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Mrs.  Barbara  Sattre,  4204  Garfield  Avenue  Soutli, 
Minneapolis,   Minn. 
Sattjkday,  Majoe  McKinlet,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  November  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  14,  1917. 

Cause:  Lobar  pneumonia. 

Next  of  kin:  Wife,  Ola  Knight  Saturday,  JacksonTille,  6a. 
Sauchelli,  Feed  Cable,  seaman,  United  States  Navy. 

Enlisted:  Nevyark,  N.  J.,  April  27,  1917. 

Died :  United  States  Naval  Hospital,  Norfolk,  Va.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Catherine  Sauchelli,  141  South  Canal  Street,  Newark, 
N.   J. 
Saundebs,  Augttstus  Henby,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Peoria,  111.,  December  13,  1917. 

Died :  United  States  naval  training.^tatioii.  Great  Lakes,  HI.,  May  7,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  Abraham  Lincoln  Saunders,  R.  R.  No.  2,  Cuba,  111. 
Saundebs,  Edwaed  Joseph,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  19,  1917. 

Died :  U.  S.  S.  Solace,  March  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  .Tosephine  Saunders,  252  Patchen  Avenue,  Brooklyn, 
N.  Y. 
Saundebs,    Stuabt   Benton,    chief   quartermaster    (aviation).    United    Statee 
Naval  Reserve  Force. 

Enrolled :  New  York  City,  N.  Y.,  May  21,  1917. 

Died:  Pensacola,  Fla.,  September  24,  1918. 

Cause:  Killed  in  seaplane  accident. 

Next  of  Idn :  Mother,  Fannie  Rathbuii  Saunders,  132  Euclid  Avenue,  West- 
field,  N.  J. 
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Savage,  Jack  Edward,  lii-eman,  third  class.  United  States  Navy. 

Ealisted:  Portland,  Oreg.,  October  4,  1917. 

Died  :  Naval  hospital,  Norfolk,  Va.,  Jiinuary  3,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Augusta  Spnij',  Chewelah,  Wash. 
■Savage,  Lee  Johnson  Joseph,  chief  machinist's  mate.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  July  10,  1917. 

Died:  U.  S.  S.  Mrtihiiu,  November  28.  1917, 

Cause :  Peritonitis. 

Next  of  kin:  Mother,  Mrs.  Minnie   Savage,  3166  Wilkens   Avenue,   Balti- 
more, Md. 
Savakio,  Jesse  Russeli..  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  1,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 

Cause:  Spinal  fever. 

Nest  of  kin :  Father,  Michael  Savario,  Acy,  La. 
Sawtelle,  Philip  Perky,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled:  Portland,  Me.,  October  17,  1917. 

Died:  Naval  hospital,  New  London,  Conn.,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Dore  Sawtelle,  ^  Wyman  Street,  Augusta,  Me. 
^Sawyer,  Charles  Adison,  machinist's  mate,  first  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  July  16,  1918. 

Died :  United  States  Naval  Hospital,  Charleston,  S.  C,  September  16,  1918. 

Cause:  Pulmonary  hemorrhage. 

Next  of  kin :  Mother,  Ida  Blanch  Sawyer,  Green  Street,  Waltham,  Mass. 
Sayee,  Lewis  Albeet,  seaman,  "United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  12,  1917. 

Died :  United  States  Naval  Hospital.  Pelham  Bay  Park,  N.  Y.,  October  11, 
1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin:  Father,  James  Horace   Sayre,   102  North   Seventh   Street, 
Newark,  N.  J. 
Scales,  Alfred  Mooke,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C,  April  5,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Alfred  Moore  Scales,  sr.,  Greensboro,  N.  O. 
ScANLON,  Edwabd  Cakl,  Seaman,  United  States  Navy. 

Enlisted:  Portland,  Me.,  November  15,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Donald  Scanlon,  Bangor,  Me. 
Scanlon,  Matthew,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  June  1,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin:   Mother,   Inger   K.   Marcusen,   8   Iowa   Street,    Santa    Rosa, 
Calif. 
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SCAELETT,  Julian  Ivebson,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  July  9,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Virginia  Tyson  Scarlett,  Brunswick,  Ga. 
SoAKRY,  Peancis  BENEDICT,  couimissary  steward,  Uuited  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  November  5,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  12,  191S. 

Cause:  Diphtheria. 

Next  of  kin:  Stepmother,  Mrs.  Josephine  Scarry,  10  Bryant  Street,  Ded- 
ham,  Mass. 
ScHAAP,   Leo  Michal,  seaman,   second  class.   United   States  Naval  Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.    July  19,  1918. 

Died :  U.  S.  S.  Mercy,  Octi.ber  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Sarah  Schaaf  Vaughn,  Cheyenne  VTeJls,  Colo. 
ScHAEFER,  George  Joseph,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  June  7,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  SeptembeV  30,  1918. 

Cause:  Lost  life  when  vessel  was -torpedoed  and  sunk. 

Next  of  kin :  Brother,  William  Schaefer,-  Catholic  Protectory,  Westchester, 
N.  Y. 
Schaefer,  Joseph,  chief  electrician  (general).  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  May  19,  1916. 

Died:  United  States  Naval  Hospital,  Canacao,  P.  I.,  December  7,  1917. 

Cause:  Result  of  burns. 

Next  of  kin:   Sister,  Clara  Amen,  417   South   Garfield   Street,   Hastings, 
Nebr. 
Schaefer,  Theodore,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes   111.,  June  11,  1918. 

Died:'  Naval  hospital.  Great  Lakes,  111.,  September  ^0,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Eliz.  Schaefer,  320  Sheridan  Avenue,  Whiting,  lad. 
Schaetfek,  George,  fireman,  third  class.  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  13,  1917, 

Died :  United  States  naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  F.  R.  SchaefCer,  Springfield,  Mo. 
Schaeffer,  Thomas  Henry,  seaman.  United  States  Navy. 

Enlisted:  Allentown,  Pa,  March  29,  1918. 

Died :  U.  S.  S.  St.  Louis,  January  7,  1918. 

Cause :  Lost  overboard. 

Next  of  kin :  Sister,  Adeline  V.  Schaeffer,  R.  N.,  Milford  Hospital,  Milford, 
Del. 
ScHAFER,  Benjamin  George,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  June  7,  1918. 

Died :  U.  S.  S.  Pittsburgh,  October  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  George  F.  Schafer,  Ashton,  111. 
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ScHAFEK,  Feed,  electrician,  second  class  (general),  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  April  24,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  June  2,  1918. 

Cause:  Tuberculosis,  pulmonary. 

Next  of  kin:  Aunt,  Mrs.  Mary  Leimeister,  1725  Venanago  Street,  Phila- 
delphia, Pa. 

ScHATTEK,  James  Guy,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Baltimore,  Md.,  June  27,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  missing  Cyclops. 

Next  of  kin:  Fairy  Belle  Schaffer,  139  North  Green  Street,  Martinsburg, 
W.  Va. 

ScHAFFEBT,  WiLLiAM  Theophilus,  caipeiter's  mate,  first  class.  United  States 
Naval  Reserve  Force. 
Enrolled :  Minneapolis,  Minn.,  June  12,  1918. 

Died:  United  States  naval  air  station,  North  Sydney,  Nova  Scotia,  Sep- 
tember 30,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Fred  Schaffert,  Spreakers,  N.  Y. 
ScHAEFNER,  Fked  Chasles,  hospital  apprentice,  first  class,  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  April  14,  1917. 
Died:  Naval  headquarters,  Paris,  France,  April  18,  1918. 
Cause :  Effects  of  German  gas  bombardment  at  Fountain,  St.  Robert,  France. 
Next  of  kin :  Mother,  Emma  SchafEner,  4224  Seventh  Avenue,  Rock  Island, 
111. 
ScHAiBLiN,  Theodore,  chief  electrician  (general).  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  October  18,  1915. 

Died :  United  States  naval  hospital,  Canacao,  P.  I.,  August  5,  1917. 
Caiise :  Burns. 

Next  of  kin :  Mother,  Alwina  Clara  Schaiblin,  Greenwood,  Mo. 
Schantz-Hansen,  Ernest  Frederick,  hospital  apprentice,  second  class,  United 
States  Naval  Reserve  Force. 
Enrolled:  Des  Moines,  Iowa,  May  31,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Maria  Schantz-Hansen,  403  Washington  Street,  Cedar 
Falls,  Iowa. 
Schatz,  Harry  Aloysivs,   apprentice  seaman.   United   States   Naval   Reserve 
Force. 
Enrolled :  Pelham  Bay  Park,  N.  Y.,  July  23,  1918. 
Died:  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10, 

1918. 
Cause :  Thrombosis. 

Next   of  kin:  Wife,   Dorothy   Schatz,  410   East  One  hundred  sixty-fifth 
Street,  Bronx,  N.  Y. 
Schaubel,  Juij-us  Alton,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  May  1,  1917. 

Died:  United  States  naval  hospital,  Great  Lakes,  111,  June  18,  1917. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Father,  Gottlob  Schaubel,  Holton,  Kans. 
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ScHEiDT,  Petee,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  May  15,  1918. 

Died :  U.  S.  S.  El  Oriente,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Matthew  Scheldt,  Alger,  Mich. 
ScHEMM,  RoBEKT  Mabtin,  Seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  June  K,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Barbara  Schemm,  1701  McKinley  Avenue,  Bay 
City,  Mich. 
ScHENCK,  Haeby  Petee,  electVician,  third  class,  United  States  Naval  Reserve- 
Force. 

Enrolled:  San  Francisco,  Calif.,  June  1,  1917. 

Died:  United  States  naval  hospital,  Chelsea,  Mass.,  October  16,  1917. 

Cause:  Nephritis,  chronic. 

Next  of  kin :  Father,  George  W.  Schenck,  1632  Bush  Street,  San  Francisco^ 
CaUf. 
ScHEEDiNG,  Waltee  Tips,  Chief  quartermaster  (aviation).  United  States  Naval 
Reserve  Force. 

Enrolled :  Houston,  Tex.,  June  27,  1918. 

Died:  United  States  Naval  Training  Camp,  Seattle,  Wash.,  October  30^ 
1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Alica  Maude  Scherding,  1304  Rio  Grande  Street,  Austin, 
Tex. 
Scheeee,  Louis  Beenaed,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Cincinnati,  Ohio,  July  15,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  25,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  tcin:  Mother,  Emma  Scherer,  3903  Columbia  Avenue,  Cincinnati, 
Ohio. 
ScHEEMAN,  Beet  Henet,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Milwaukee,  Wis.,  June  18,  1918. 

Died :  U.  S.  S.  Comfort,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mrs.  Cora  Ellen  Scherman,  R.  F.  D.  No.  10,  Milton,  Wia. 
Schbbeee,  Waltek,  ship's  cook,  fourth  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Portland,  Ore.,  June  28,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Caroline  Scherrer,  The  Dalles,  Oreg. 
ScHLAPW,   Meia'is    Olaie,    apprentice   seaman,   United    States   Naval   Reserve- 
Force. 

Enrolled :  Detroit,  Mich.,  July  22,  1918. 

Died:  United  States  Naval  hospital.  Great  Lakes,  111.,  September  2G,  1918.. 

Cause :  Influenza. 

Next  of  kin :  Father,  George  Schlappi,  208  Hillcrest  Street,  Alma,  Mich. 


655 

ScHUEicHEK,  Fkank  Coeneuxis,  seaiUMn,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  New  Haven,  Conn.,  April  2,  1918. 

Died :  U.  S^  S.  Comfort,  September  23,  1918. 

Cause:  Influenza.. 

Next   of  kin:  Father,   Ernest  Schleicher,   77  Elm   Street,   East  Hartford, 
Conn. 
ScHMAT,  Sidney  Stephen,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  21,  1917. 

Died :  U.  S.  S.  Newport  News,  September  12,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Grace  Margaret  Schmay,  86  Oakwood  Avenue,  Troy, 
N.  Y. 
ScHMEHL,  Frederick  Ernest,  fireman,  third  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  11,  1917. 

Died :  Naval  hospital  Key  West,  Fla.,  August  11,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  John  Schmehl,  23  William  Street,  East  Port  Chester, 
N.  Y. 
Schmidt,  Feeddxrk  Herman  Ernest,  seaman,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  May  5,  1917. 

Died :  Naval  hospital.  New  York,  March  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin ;  Brother,  Henry  Schmidt,  R.  R.  No.  1,  Crown  Point,  Ind. 
Schmidt,  Henry  Leonhakt,  fireman,  first  class.  United  States  Navy. 

Enlisted,  Crisfield,  Md.,  July  3,  1917. 

Died :  U.  S.  S.  Alahama,  March  15,  1918. 

Cause :  Drowning. 

Next  of  kin :  Father,  Charles  Schmidt.  1934  North  Third  Street,  Philadel- 
phia, Pa. 
Schmidt,  Wrr.i,,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  9,  1917. 

Died :  U.  S.  S.  Sylvan  Arrow,  September  28.  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  George  Schmidt,  Freeport,  Tex. 
Schmiedeberg,  Herman  Carl, -fireman,  first  class.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  8,  1917. 

Died :  Navy  collier  Gyclnps,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Sister,  Ella  Ellisan,  Rochester,  Minn. 
ScHMiNKY,  Warren  Wrioht,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  May  11,  1917. 

Died :  United  States  naval  hospital.  League  Island.  Pa.,  October  14, 1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Allen  B.   Schminky,  2758  North  Fifteenth   Street, 
Philadelphia,  Pa. 
Schneider,  Anthony,  jr.,  chief  quartermaster  (aviation).  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  13,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause  of  death :  Influenza. 

Next  of  kin :  Father,  Anthony  Schneider,  Whippany,  N.  J. 
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Schneider,   Pkedekick   Charles,   seaman,   second   class.    United   States   Naval 
Reserve  Force. 
Enrolled ;  New  Haven,  Conn.,  May  17,  1918. 
Died:  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10. 

1918.  .  • 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Aunt,  Mrs.  Helena  O'Donnell,  HoUister  Court,   Bridgeport, 
Conn. 
Schneider,  George  Frederick,  seaman.  United  States  Navy. 
Enlisted :  Vera  Cruz,  Mexico,  May  12,  1914. 
Died :  Receiving  ship,  New  York,  December  22,  1917. 
Cause:  Suicide. 

Next  of  kin:  Mother,  Catherine  Schneider,  2413  Fleet  Street,  Baltimore, 
Md. 
Schneider,  Otto  George,  electrician,  first  class  (radio).  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  June  13,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  missing  Gyclpos. 

Next  of  kin :  Father,  Gottlieb  Schneider,  316  Portz  Avenue,  Flndlay,  Ohio. 
ScHNooK,  John  Jacob,  chief  boatswain's  mate,  United  States  Navy. 
Enlisted:  Houston,  Tex.,  March  19,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  14,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,   Mrs.  Mattie   Schnoor,  602  Cherry   Street,  Atlantic 
City,  N.  J. 
Schoenthaler,  Louis  Frederick,  seaman,  second  class.  United  States  Naval 
Reserve  Force. 
Enrolled :  Brooklyn,  N.  Y.,  May  21,  1918. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  September  22,  1918. 
Cause :  Influenza. 

Next  of  kin:  Father,   Louis  Schoenthaler,  428  Himrod  Street,  Brooklyn, 
N.  Y. 
ScHOFiELD,  Thuklow  Tommnson,  Carpenter's  mate,  second  class,  United  States 
Naval  Reserve  Force. 
Enrolled :  New  Haven,  Conn.,  April  16,  1918. . 
Died:  Naval  air  station,  Queenstown,  Ireland,  August  14,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  Schofleld,  New  Haven  Road,  R.  F.  D.,  Nauga- 
tuck.  Conn. 
Schohn,  Eugene  Charles,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Bufifalo,  N.  Y.,  June  4,  1918. 

Died :  United  States  naval  air  station,  Eastleigh,  England,  October  14, 1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Brother,  Frederick  Schohn,  327  Delaware  Avenue,  BufEalo, 
N.  T. 
ScHOLL,  Finn  Martini,  painter,  first  class,  United  States  Naval  Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  April  17,  1917. 
Died :  United  States  naval  hospital,  N.  Y.,  August  31,  1917. 
Cause:  Tuberculosis. 
Next  of  kin :  Wife,  Eleanor  Scholl,  Monmouth  Beach,  N.  J. 
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•  • 

ScHOOuat,  Frank  Richard,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Des  Moines,  Iowa,  July  25,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Fathei-,  Will  H.  Schooler,  Reliance,  S.  Dak. 
SoHOOLMASTiai,  James  HOWARD,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  December  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  8,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Belle  Schoolmaster,  R.  F.  D.  No.  6,  Fremont,  Mich. 
SCHOULTZ,  Rudolph  Charles,  sailmaker's  mate.  United  States  Naval  Reserve 
Force. 

Enrolled:  New  York  City,  February  6,  1917. 

Died :  Section  1,  third  naval  district,  New  York  City,  October  23,  1918. 

Cause:  Suicide.. 

Next  of  kin:   Wife,  Mrs.  Matilda   Sophie  Schoultz,  7402  Fifth  Avenue, 
Brooklyn,  N.  Y. 
ScHow ALTER,  NICHOLAS  Henet  Rightor,  seamau,  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  December  18,  1915. 
.  Died :  U.  S.  S.  Utah,  September  28,  1917. 

Cause :  Spinal  meningitis. 

Next  of  kin :  Father,  Volney  McReynolds  Schowalter,  Point  Clear,  Ala. 
ScHKADEE,  WrrxiAM  GusTAv,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Detroit,  Blich.,  May  7,  1917. 

Died :  U.  S.  S.  Nevada,  October  24,  1918. 

Cause :  Analobar  pneumonia. 

Next  of  kin:  Jlother,  Mrs.  Elizabeth  Schrader,  339  Grove  Street,  Logans- 
port,  Ind  . 
Schramm,  Leo,  boatswain's  mate,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  April  4,  1917. 

Died :  United  States  Naval  Base  Hospital  No.  5,  October  22,  1918. 

Cause :  Pneumonia. 

Next  of  kin :   Wife,  Mrs.  Minnie  P.  Schramm,  12  Gidley  Street,  Newport,  R.  I. 
Schramm,  William,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  7,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Charles  E.  Schramm,  354  East  Eighty-ninth  Street, 
New  York  City,  N.  Y. 
ScHBEiBEE,  Samuel,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  June  26,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  John  Schreiber,  Freehold,  N.  J. 
ScHREiNEK,  Harold  W.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Newport,  R.  I.,  April  26,  1917. 

Died :  United  States  naval  hospital,  Newport,  R.  I.,  May  31,  1917. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin:  Father,  Louis  Schreiner,  504  "Vernon  Avenue,  Fergus  Falls, 
Minn. 
174483—20 42 
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ScHBODEB,  Oasper  Gaeebtt,  Ship's  cook,  third  class,  United  States  Naval  Re- 
serve Force. 
Enrolled :  Philadelphia,  Pa.,  June  2,  1917. 
Died :  United  States  submarine  chaser  209,  August  27,  1918. 

Cause:  Lost  his  life  when  the  United  States  submarine  chaser  W9  was 
sunk. 

Next  of  kin :  Father,  George  Schroder,  Morton,  Pa. 
ScHEOEDER,  Olabence  Ebnest,  fireman,  third  class.  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  May  24,  1917. 

Died:  U.  S.  S.  Solace,  January  20,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Aunt,  Mary  Yochum,  740  Third  Street,  New  Orleans,  La. 
Schboedee,  Path,  William,  apprentice  seaman.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  14,  1917. 

Died :  Naval  station,  San  Francisco,  Calif.,  March  27,  1918. 

Cause:  Rheumatisra. 

Next  of  kin :  Mother,  Mrs.  Anna  Schroeder,  2740  Miami  Sti-eet,  St.  Louis, 
Mo. 
ScHUCK,  Walter  Alotsius,  oiler,  National  Naval  Volunteers. 

Enrolled :  U.  S.  S.  Wasp,  Whitestone,  N.  Y.,  May  10,  1917. 

Died :  2328  University  Avenue,  Bronx,  N.  Y.,  March  1,  1918. 

Cause:  Killed  while  on  liberty. 

Next  of  kin :  Christian  Schuck,  2328  University  Avenue,  New  York,  N.  Y. 
SCHUHAM,  Ned  Sinai,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  April  15,  1918. 

Died :  Receiving  ship,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Bertha  Sehuham,  5029  Michigan  Avenue,  Chicago,  HI. 
ScHULER,  Loxiis  Baptiste,  hospItal  apprentice,  first  class.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  23,  1917. 

Died :  Medical  Unit,  Fifth  Marines,  in  France,  .Tune  26,  1918. 

Cause:  Wounds  received  in  action. 

Next  of  kin :  Mother,  Mrs.   Jennie  Schuler,  1617  Eleventh   Street,   Sacra- 
mento, Calif. 
SCHTJLTz,  Edd.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  28,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Stella  Schultz,  3215  Fox  Street,  Chicago,  111. 
ScHTJLTz,  HowAED  Heney,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  July  13,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Schultz,  702  Sterling  Avenue,  Joliet,  111. 
ScHTJLTz,  Joseph  James,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  9,  1917. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause:  Overexposure. 

Next  of  kin :  Brother,  Herman  Schultz,  1701  Lafayette  Street,  Port  Wayne, 
Ind. 
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ScHxiLTz,  William  Heeman,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Chicago,  111.,  June  28,  1918. 
Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 
Cause :  Lost  on  U.  S.  S.  Mount  Vernon.      .. 

Next  of  kin:  Mother,   Sina   Schultz,  171  Forty-second   Street,  Brooklyn, 
N.  Y. 
Schumann,  Kxri.,  seaman,  second  class.  United  States  Navnl  Reserve  Force. 
Enrolled :  Omaha,  Nebr.,  May  16,  1918. 
Died :  U.  S.  S.  New  Hampshire,  November  8,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Carl  Schumann,  Anoka,  Nebr. 
SCHTJPPEET,  Heney,  Water  tender.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  April  20,  1915. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  22,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Ida  Schuppert,  533  West  One  hundred  and  fifty-eighth 
Street,  New  York,  N.  Y. 
SCHUTT,  FKEDEKrcK  Wallis,  apprentice  seaman.  United  States  Navy. 
Enlisted:  Washington,  D.  0.,  July  31,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  7,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Wallis  Schutt,  Cherrydale,  Va. 
Schwab,  Laweence  Louis,  storekeeper,  second  class.  United  States  Naval  Re- 
serve Force. 
Enrolled :  Great  Lakes,  111.,  December  21,  1917. 
Died:  United  States  marine  hospital,  Chicago,  111.,  July  9,  1918. 
Cause:   Self-administered  bichloride  of  mercury. 

Next  of  kin  :  Father,  Louis  C.  Schwab,  5308  South  Park  Avenue,  Chiciigo, 
lU. 
Schwaete,  Romax  Henry,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled:  Chicago,  111.,  June  1,  1918. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 
Cause :  Influenza. 

Next  of  kin  :  Mother,  Emma  Duker  Schwarte,  4546  Kimball  Avenue,  Chi- 
cago, 111. 
ScHwAEz,  Abthuk  Jaiies,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 
Enrolled :  New  York,  April  4,  1918. 
Died :  United  States  naval  training  station.  Great  Lakes,  111.,  September  30, 

1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Schwarz,  558  Tenth  Street,  Brooklyn,  N.  Y. 
SCHWEFEE,  NoEMAN  Maetin,   laudsman,   machinist's  mate    (aviation).   United 
States  Naval  Reserve  Force. 
Enlisted:  Chicago,  111.,  June  8,  1918. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  October  13,  1918. 
Cause:  Influenza. 
Next  of  kin :  Brother,  William  Schwefer,  939  Center  Street,  Chicago,  111. 
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ScHWEiTzEfi,  Edwakd  Lee,  landsman,  electrician  (radio),  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  August  5,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edward  G.  Schweitzer,  2000  Portland  Avenue,  Louis- 
ville, Ky. 
ScisiNGER,  Aaron  David,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  June  19,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  February  3,  1918. 

Cause:  Lobar  penumonia. 

Next  of  kin :  Father,  Henry  Scisinger,  422  North  Cowell  Street,  Garrett, 
Ind.  , 

ScoGoiNs,  Roy,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  9,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  J.  M.  Scoggins,  Wingate,  Tex. 
ScoLio,  Jaspee,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  March  31,  1917. 

Died :  U.  S.  S.  Arkansas,  April  23,  1917. 

Cause:  Meningitis,  cerebral. 

Next  of  kin :  Mother,  Mrs.  Sandy  Scolio,  McAlester,  Okla. 

Scott,  Alrick,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  15,  1917. 

Died :  U.  S.  S.  Tewan,  April  11,  1918. 

Cause:  Drowning. 

Next  of  kin  :  Mother,  Agnes  Scott,  Boykins,  Va. 
Scott,  Elliott  Matthews,  seaman.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  12,  1917. 

Died :  U.  S.  S.  Buena  Ventura,  September  16, 1918. 

Cause :  Lost  his  life  when  the  U.  S.  S.  Buena  Ventura  was  torpedoed  by  an 
enemy  submarine  and  sunk. 

Next  of  kin :  Father,  John  F.  Scott,  68  Prospect  Avenue,  Chelsea,  Mass. 

Scott,  John  Irving,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  July  6,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Mary  Barrett,  Quenemo,  Kans. 
Scott,  Rat  Elswoeth,  electrician  first  class,  United  States  Navy. 

Enlisted :  U.  S.  S.  F-1,  San  Pedro,  Calif.,  December  14, 1917. 

Died :  U.  S.  S.  F-1,  December  17,  1917. 

Cause:  Drowning. 

Next  of  kin :  Wife,  Mae  Edith  Scott,  post  office  box  112,  San  Pedro,  Calif. 
Scott,  Roscoe,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  December  8,  1913. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause :  Drowning. 

Next  of  kin :  Brother,  Frank  C.  Scott,  Denver,  Colo. ;  no  permanent  street 
address. 
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Scott,  Wallace  Alexander,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  New  Yorli,  N.  Y.,  December  11, 1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  tiis  life  when  the  U.  S.  A.  0.  T.  Ticonderoga  was  fired  upon  by 
an  enemy  submarine  and  sunlj. 

Next  of  kin :  Mother,  Emily  O.  Scott,  32  Gautier  Avenue,  Jersey  City,  N.  J. 
Scott,  Willlam  Russell,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  May  25,  1917. 

Died  :  Naval  hospital,  Chelsea,  Mass.,  March  17, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  J.  Scott,  Bedford  City,  Va. 
ScBOGGiE,   Dean   Elliott,   apprentice   seaman,   United   States   Naval   Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  July  22,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father, -Dean  Edward  Scroggie,  Bay  Shore,  Mich. 
Scully,  Ambkose  Joseph,  blacksmith,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Albany,  N.  Y.,  May  24,  1918. 

Died :  St.  Peters  Hospital,  Albany,  N.  Y.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Jane  Scully,  588  Livingston  Avenue,  Albany, 
N.  Y. 
Seaman,  Elmer  Glenwood,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  April  16,  1917. 

Died :  U.  S.  S.  Utah,  July  6,  1917. 

Cause:  Heart  disease. 

Next  of  kin :  Mother,  Eda  Seaman,  Burwell,  Nebr. 
Sears,  Cakleton  Ellert,  pharmacist's  mate,  third  class.  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  June  18,  1917. 

Died:  Naval  hospital.  Naval  Base,  Virginia,  October  1,  1918. 

Cause:  Pneumonia. 

Next   of  kin:  Mother,    Mrs.    Lulu   Edith    Sears,    621   Quinnipiac   Avenue, 
Fair  Haven,  Conn. 
Sears,  Isam  Edgar,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  July  23,  1918. 

Died :  U.  S.  S.  Mercy,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  E.  Sears,  Polleyton,  Ky. 
Seabs,  William,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  April  19,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  February  19,  1918. 

Cause:  Meningitis,  cerebral. 

Next  of  kin:  Father,  Stephen  A.   Sears,  42  Terrace  Avenue  SE.,  Grand 
Rapids,  Mich. 
Sebastian,  Frank  Nicholas,  pharmacist's  mate,  second  class,  United  States 

Navy. 
Enlisted:  Denver,  Colo.,  April  10,  1915. 

Died:  United  States  naval  hospital.  Fort  Lyon,  Colo.,  August  20,  1917. 
Cause:  Tuberculosis. 
Next  of  kin :  Mother,  Julia  Cubert,  8310  Parnell  Street,  Chicago,  111. 
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Sedebqihst,  Beenahd  Beetband,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  T.,  September  25,  1917. 

Died :  U.  S.  S.  Westgate,  October  7,  1918. 

Cause :  Lost  his  life  when  the  U.  S.  S.  Westgate  was  sunk  in  collision. 

Next  of  kin :  Father,  Bernard  Sederquist,  982  Paciflc  Street,  Brooklyn, 
N.  Y. 
Sedgwick,  E.otL  Hudson,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  April  10,  1917. 

Died:  United  States  naval  hospital,  Philadelphia,  Pa.,  May  27,  1917. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Minnie  Sedgwick,  East  Palmyra,  N.  Y. 
Seelet,  Henky  BtTETON,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Wausaw,  Wis.,  March  14,  1917. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  April  8,  1917. 

Cause:  Measles;   pneumonia,  lobar. 

Next  of  kin:  Father,  Nelson  Seeley,  Route  1,  Hancock,  Wis. 
Sebly,  Phuxip  Daniel,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Madison,  Wis.,  October  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  24,  1918. 

Cause :  Broneho-pneumonla. 

Next  of  kin :  Father,  James  Seely,  R.  R.  No.  1,  Wanzeka,  Wis. 
Segerdahl,  Paul  Edwin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  10,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  February  5,  1918. 

Cause :  Cerebrospinal  menengitis. 

Next  of  kin :  Mother,  Ellen  Segerdahl,  129  South  Main  Street,  Manchester, 
Conn. 
Seipebt,  Daniel  Fbederick,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  June  6,  1918. 

Died :  United  States  naval  training  camp.  Camp  Logan,  111.,  September  29, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Mrs.  Alfredie  C.  Seifert,  831  Walnut  Street,  Mount 
Vernon,  Ind. 
Seifeet,  Sylvestee  Clemens,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  19,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lena  Seifert,  1809  Vasser  Street,  St.  Paul,  Minn. 
Seigel,  John  Aloysius,  seaman.  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  December  12,  1914. 

Died :  Receiving  ship  at  Washington,  D.  C,  August  10,  1918. 

Cause:  Drovraing. 

Next  of  kin :  Mother,  Mrs.  Anonone  Rogers,  261  Lafayette  Street,  Newark, 
N.   J. 
Seilee,  Aleeed  Victoe,  seaman,   second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  May  25,  1918. 

Died :  United  States  naval  hospital,  Pelham  Bay  Park,  N.  T.,  October  9, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Bonaparte  Seller,  434  Lafayette  Street,  Newark, 
N.  J. 
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Seis,  John,  fireman,  first  class,  United  States  Navy. 
Enlisted :  May  26,  1917,  at  Cleveland,  Ohio. 
^Died:  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause:  Lost  his  life  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  fired  upon 

by  an  enemy  submarine  and  sunk. 
Next  of  kin :  Mother,  Anne  Seis,  2724  East  Thirty-eighth  Street,  Cleveland, 

Ohio. 
Selleks,  Valentine,  seaman,  United  States  Navy. 
Enlisted :  Washington,  D.  C,  April  21,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Amelia  Sellars,  3070  M  Street  NW.,  Washington,  D.  C. 
Seltzeb,   Joseph   Nelson,   apprentice  seaman,   United   States   Naval  Reserve 

Force. 
Enrolled :  Philadelphia,  Pa.,  August  6,  1918. 

Died :  Xaval  hospital,  navy  yard,  Puget  Sound,  Wash.,  September  30,  1918. 
Cause :  Influenza. 
Next  of  kin:  Father,  Joseph  Nelson  Jarboe  Seltzer,  5416  Tacony  Street, 

Philadelphia,  Pa. 
Semeeau,  Heney,  landsman,  carpenter's  mate  (aviation),  United  States  Naval 

Reserve  Force. 
Enrolled :  San  Francisco,  Calif.,  June  22,  1918. 
Died :  Naval  aviation  Detachment,  Curtiss  Aeroplane  Works,  Buffalo,  N.  T., 

October  2,  1918. 
Cause:  Pneumonia  contracted  from  influenza. 
Next  of  kin :  Father.  William  Semerau,  5114  Linden  Avenue,  San  Fran- 

francisco,  Calif. 
Senek,  Be\'eelet  Thoknton,  seaman.  se<.'ond  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Baltimore,  Md.,  June  22, 1917. 
Died :  Section  Base  No.  1,  Baltimore,  Md.,  October  17,  1918. 
Cause:  Gangrene,  appendicitis,  peritonitis. 
Next  of  kin :  Father,  Beverley  Thornton  Sener,  2816  North  Calvert  Street, 

Baltimore,  Md. 
Sent,  Howakd  Maetin,  seaman,  second  class.  United   States  Naval  Reserve 

Force. 
Enrolled :  New  Haven,  Conn.,  April  30,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  12,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  George  Senf,  17  Pairview  Street,  New  Britain,  Conn. 
Sennott,  Edwaed  Thomas,  chief  machinist's  mate,  United  States  Naval  Re- 
serve Force. 
Enlisted :  Boston,  Mass.,  December  12,  1917. 
Died:  Buffalo  Hospital,  Buffalo,  N.  Y.,  October  21,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Wife,  Nellie  Sennott,  366  Broadway,  Cambridge,  Mass. 

Sepull,  Richaed  EWAT.D,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Detroit,  Mich.,  November  21,  1917. 
Died :  Herman  Kiefer  Hospital,  Detroit,  Mich.,  January  15,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin:   Mother,  Mrs.   Adeline   Sepull  435  Ferdinand   Avenue,  De- 
troit, Mich. 
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Sekey,  Wilfred  Joseph,  water  tender,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  December  5,  1917. 

Died:  U.  S.  S.  Westover,  July  11,  1918. 

Cause :  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Jack  Serey,  Winchester  Avenue,  Ashland,  Ky. 
Sebgai,  Bennett,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  December  15,  1917. 

Died :  Naval  air  station,  Killingholme,  October  11,  1918. 

Cause:  Drowned  in  seaplane  accident. 

Next  of  kin :  Father,  Harris  Sergai,  508  South  Alamo  Street,  San  Antonio, 
Tex. 
Sebly,  Andkbw,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Chicago,  111.,  June  25,  1918. 

Died :  Flower  Hospital,  New  York,  N.  Y.,  October  30,  1918. 

Cause:   Malaria. 

Next  of  kin :  Mother,  Hermln  Serly,  825  East  One  hundred  and  sixty-third 
Street,  New  York,  N.  Y. 
Sbssing,  Lotjis  Albert,  seaman,  second  class,  United  States  Naval   Reserve 
Force. 

Enrolled :  minneapolis,  Minn.,  June  4,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mrs.  William  A.   Sessing,  215  East  Sixth  Street, 
Rochester,  Minn. 
Sessions,  Elonzo  Haevet,  apprentice  seaman.  United  States  Navy. 
,  Enlisted :  Dallas,  Tex.,  May  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

C^use:  Influenza. 

Next  of  kin:  Father,  Don  E.  Sessions,  220  North  Jackson  Street,  Altus, 
Okla. 
Settersteom,  Cael  Paekee,  machinist's  mate,  second  class   (aviation).  United 
States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  May  24,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Francis  P.  Setterstroin,  Seneca,  Mo. 
Seveeance,  Fkedeeick  Alonzo,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  11,  1917. 

Died :  U.  S.  S.  Oregon,  April  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Fannie  Nissen,  9  Pendergast  Avenue,  Santa  Cruz, 
Calif. 
Sevebinsen,  Peter,  carpenter's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Brooklyn,  N.  Y.,  December  13,  1917. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  11,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin:   Wife,  Laura  Warner   Severinsen,  1334   Seventieth   Street, 
Brooklyn,  N.  Y. 
Seveetins,  Petee,  landsman  ship's  cook.  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  July  6,  1918. 

Died :  United  States  Naval  Hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Severyins,  Norway,  Mich. 
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Sevick,  Conead  Fkank,  seaman,  second  class,  United  States  Navy. 

Enlisted :    Houston,  Tex.,  June  6,  1917. 

Died :  Steamship  Espagne,  January  23,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Mother,  Mary  Rainosek,  La  Grange,  Tex. 
Sevilla.,  Rafael,  native,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  September  12,  1917. 

Died :  Canacao,  P.  I.,  October  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Wife,  Feliciana  Defee,  72  Gomez,  Cavite,  P.  I. 
Sevtasd,  Clakence  Johnson,  seaman,  second  class.  United  State  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  July  8,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Edith  Seward,  1222  North  Michigan  Street,  Plymouth, 
Ind. 
Seweix,  Waed  E.,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  July  9,  1917. 

Died:  Naval  training  camp,  Charleston,  S.  C,  March  14,  1918. 

Cause :  Suicide  by  drovs^ning. 

Next  of  kin :  Mother,  Maud  Sewell,  Edgerton,  Ohio. 
Sexton,  Leslie  Ctstl,  pharmacist's  mate,  third  class.  United   States  Naval 
Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  September  28,  1917. 

Died :  United  States  Naval  Ordnance  Plant,  South  Charleston,  W.  Va. 
October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ada  Florence  Sexton,  54  Alma  Street,   San  Fran- 
cisco, Calif. 
Shade,  Chaeles  Robert,  hospital  apprentice,  second  class.  United  States  .Naval 
Reserve  Force. 

Enr<Jlled :  St.  Louis,  Mo.,  April  24,  1918. 

Died :  Naval  hospital.  Great  Lakes,  HI.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Minnie  Jane  Shade,  Caruthersville,  Mo. 
Shanahan,  Clem  James,  landsman  machinist's  mate.  United  States  Naval 
Reserve  Force. 

Enrolled :  Des  Moines,  lovra.  May  21,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Susan  Shanahan,  R.  R.  No.  4,  Bernard,  Iov?a. 
Shankle,  Archie  Txibnee,  hospital  apprentice,  second  class.  United  States  Navy. 

Enlisted:  Meridian,  Miss.,  May  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Dr.  Seaborn  M.  Shankle,  Hollandale,  Miss. 
Shanlet,  Petee  Jiseple,  engineman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Haven,  Conn.,  April  26,  1918. 

Died:  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Kate  Shanley,  17  Clarke  Street,  New  Haven,  Conn. 
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Shannon,  Joseph  Scott,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  July  22,  1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  October  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mrs.  Ida  Shannon,  G.  D.,  Roswell,  N.  Mex. 
Shantz,  Howard  Walton,   apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  August  27,  1918. 

Died:  Naval  hospital,  Puget  Sound,  Wash.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Samuel  H.  Shantz,  244  Mlntzer  Street,  Pottstow^n,  Pa. 
Shapiro,  Reuben,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  March  26,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  May  14,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Mother,  Rebecca  Shapiro,  SomervlUe,  Mass. 
Shapiro,  Robert,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  April  27,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  5,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sarah  Shapiro,  442  Brown  Street,  Philadelphia,  Pa. 
Shabitt,  Hewitt,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  November  22,  1917. 

Died :  Naval  station,  Norfolk,  Va.,  February  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Oma  Sharltt,  Lewisburg,  Ala. 
Sharp,  Dow  Dthitt,  ship's  cook,  first  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  May  15,  1916. 

Died :  Naval  hospital.  Fort  Lyons,  Colo.,  January  21,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  George  A.  Sharp,  2435  West  Fourth  Street,  Oklahoma 
City,  Okla. 
Sharp,  Horace  Armin,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  14,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Emma  D.  Sharp,  R.  F.  D.  No.  3,  Mount  Juliet,  Tenn. 
Sharp,  James  K.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  17,  1917. 

Died :  United  States  Naval  Hospital,  Mare  Island  California,  May  15,  1917. 

Cause:  Intestinal  obstruction. 

Next  of  kin :  Mother,  Mattie  Sharp,  245  South  Haven  Street,  Spokane,  Wash. 
Sharp,  Joseph  Thomas,  coxswain.  United  States  Navy. 

Enlisted :  Great  Lakes,  111.,  April  10,  1917. 

Died:  Torpedo  Range,  United  States  Submarine  Base,  San  Pedro,  Calif., 
September  25,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Winifred  Sharp,  339  River  Street,  Waltham,  Mass. 
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Sharpe,  Akthitr  Paxjl,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 
Enrolled :  Omaha,  Nebr.,  April  25,  1918. 

Died :  Army  Field  Hospital  No.  114,  October  29, 1918. 

Cause :  Shell  wounds  in  left  thigh. 

Next  of  kin :  Mother,  Anna  Jacobson  Sharpe,  2506  South  Forty-first  Street, 
Omaha,  Nebr. 
Shakpe,  William  Dean,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  4,  1917. 

Died :  Naval  Base  Hospital  No.  5,  October  2, 1918. 

Cause:  Pneumonia. 

Next  of  kin:  Sister,  Katherine  Sharpe,  3106  Russel  Avenue,  Minneapolis, 
Minn. 
Shaughnesst,  James  Abthtjk,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  April  12,  1917. 

Died :  United  States  Naval  Hospital,  Chelsea,  Mass.,  September  5,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Sister,  Ella  E.  Shaughnessy,  232  Bay  State  Road,  Boston,  Mass. 
Shavek,  Haeold  Edwakd,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Denver,  Colo.,  October  1,  1918. 

Died :  Post  hospital,  Boulder,  Colo.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  Edward  Shaver,  Axial,  Colo. 
Shaw,  Lamoen,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  22,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Explosion  on  U.  S.  S.  Manley. 

Next  of  kin :  Father,  Dennis  Shaw,  Brownsfield,  Pa. 
Shaw,  William  Egan,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  June  14,  1917. 

Died :  Naval  hospital,  New  York,  May  5,  1918. 

Cause:  Empyemla. 

Next  of  kin:  Mother,  Mary  L.  Shaw,  117  Bay  Street,  Nantasket  Beaeli, 
Mass. 
Shaw,  William  Franklin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  March  16,  1918. 

Died:  Navy  base  hospital  No.  5,  October  15,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  Gilbert  Warren  Shaw,  Plymton,  Mass. 
Shaw,  William  .Joseph,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  February  1,  1918. 

Died :  U.  S.  S.  Pittsburgh,  October  22  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Goldie  Shaw,  Millbrldge,  Me. 
Shawl,  Dudley  Ray,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  May  28,  1917. 

Died :  U.  S.  S.  Kearsarge,  August  6,  1917. 

Cause:  Fractured  spine. 

Next  of  kin :  Mother,  Kate  Shawl,  Dickson,  Tenn. 
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Shay,  Chables  Edwaed,   chief  water  tender,  United   States  Naval   Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  July  2,  1917. 

Died:  Naval  hospital,  Fort  Lyon,  Colo.,  January  18,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Wife,  Mrs.  Anna  Shay,  1045  Bensley  Avenue,  Chicago,  III. 
Shea,  Allen,  electrician,  third  class  (general),  United  States  Naval  Reserve- 
Force. 

Enrolled:  Portland,  Me.,  May  14,  1918. 

Died:  Ayers,  Mass.,  August  12,  1918. 

Cause:  Train  and  auto  accident. 

Next  of  kin :  Mother,  Mrs.  Annetta  Shea,  676  Fourth  Avenue,  Berlin,  New- 
Hampshire. 
Shea,  Feank  John,  apprentice  seaman.  United  States  Naval  Reserve  Force.. 
Enrolled:  Philadelphia,  Pa.,  May  8,  1918. 

Died :  United  States  Naval  Hospital,  Philadelphia,  Pa.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Anne  Genoe  Shea,  5416  Vine  Street,  Philadel- 
phia, Pa. 
Shea,  Frederic,  electrician,  third  class   (radio).  United  States  Naval  Reserve- 
Force. 

Enrolled:  Great  Lakes,  111.,  May  2,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  May  27,  1918. 

Cause:  Carcinoma. 

Next  of  kin :  Mrs.  Rose  McLaughlin,  Albion,  Pa. 
Shea,  George  Tyson,  seaman.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  July  5,  1917. 

Died:  S.  S.  Florence  H.,  April  17,  1918. 

Cause :  Explosion  at  sea. 

Next  of  kin :  Father,  D.  J.  Shea,  1265  Corona  Street,  Denver,  Colo. 
Shea,  Ira  Michiel,  landsman  for  baker.  United  States  Navy. 

Enlisted:  Peoria,  111.,  December  10,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  February  23,  1918. 

Cause:  Killed  by  train. 

Next  of  kin :  Father,  Dan  Shea,  404  West  Adams  Street,  Macomb,  III 
Shea,  John  Henry,  seaman.  United  States  Navy. 

Enlisted:  Denver,  Colo.,  November  17,  1917. 

Died :  St.  Mary's  Hospital,  Brooklyn,  N.  Y.,  October  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Michael  Shea,  934  West  Seventh  Street,  Los  Angeles,. 
Calif. 
Shealy,  George  Adams,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Uncle,  Andrew  Shealy,  R.  F.  D.  No.  3,  Prosperity,  S.  C. 
Sheckels,  George  Lawrence,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  10,  1917. 

Died :  U.  S.  S.  Montgomery,  July  26,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  William  J.  Sheckels,  142  Lowman  Street,  Baltimore,, 
Md. 
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Sheehan,  Daniel  Fkancis,  yeoman,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  August  4,  1913. 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  July  23,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  Paul  Sheehan,  61  Roseclair  Street,  Dorchester,  Mass. 
■Sheehan,  Dennis  F.,  seaman,  second  class,  National  Naval  Voluuteers. 

Enrolled :  Brooklyn,  N.  Y.,  June  21,  1917. 

Died :  U.  S.  S.  Seneca,  October  15,  1917. 

Cause:  Burns. 

Next  of  kin :  Father,  John  Sheehan,  547  Throop  Avenue,  Brooklyn,  N.  Y. 
Sheehan,  Irwin  John,  oiler,  United  States  Naval  Reserve  Force. 

Enrolled:  March  24,  1917,  Philadelphia,  Pa. 

Died :  Sub  chaser  Z09,  August  27,  1918. 

Cause:  Lost  his  life  when  U.  S.  sub  chaser  Z09  was  fired  upon  by  the 
S.  S.  Felix  Taussig,  having  been  mistaken  by  that  steamship  for  an  enemy 
submarine,  August  27,  1918. 

Next  of  kin :  Mother,  Mrs.  Alice  V.  Sheehan,  2283  Tasker,  Philadelphia,  Pa. 
Sheehan,  Marcus  Emmett,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  11,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  February  4,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  John  Sheehan,  14  Union  Avenue,  Norwalk,  Conn. 
Sheehan,  Richard  Bethel,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  July  22,  1918. 

Died :  Ninth,  Tenth,  and  Eleventh  Naval  Districts,  Great  Lakes,  111.,  Sep- 
tember 28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  John  T.  Sheehan,  1509  Harrison  Street,  Davenport, 
Iowa. 
Sheffield,  June  Elswobth,  coxswain.  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  14,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  C.  Teaheart,  Billings,  Mont. 
Shelby,  George  Maynakd,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Louisville,  Ky.,  July  26,  1918. 

Died :  U.  S.  S.  Mercy,  October  17,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Jane  Caddell  Shelby,  Holly  Hill,  Ky. 
Sheldon,  Frederick  Deuel,  electrician,  first  class    (general),  United   States 
Navy. 

Enlisted :  New  Haven,  Conn.,  March  22,  1916. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Sarah  L.  Manlove,  1277  Curtiss  Court,  Minn. 
Sheldon,  Lawrence  Derrick,  seaman,  second  class,  United  States  Nava;  Re- 
serve Force. 

Enrolled :  Albany,  N.  Y.,  March  25,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause :  Spinal  fever. 

Next  of  kin :  Mother,  Emma  Sheldon,  Salem,  N.  Y. 
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Shelter,  Frank  Milton,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Buffalo,  K.  Y.,  July  31,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Milton  Reuben  Shelter,  530  Westfield  Street,  Roch- 
ester, N.  Y. 
Shelton,  S^ohnnie  Andrew,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  July  10,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Bessie  May  Shelton,  Gladden,  Mo. 
Shepaed,  Grant  Edward,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  April  30,  1918. 

Died:  United  States  naval  hospital,  Great  Lakes,  IlL,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Lois  Casper  Shepard,  Floyd,  Iowa. 
Shepard,  Mark,  landsman  electrician   (radio).  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  May  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  Orville  Shepard,.  1142  North  Market  Street, 
Wichita,  Kans. 
Shepheard,  Sandy,  gunner's  mate,  second  class.  United  States  Navy. 

Enlisted :  Fort  Monroe,  Va.,  October  1,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  14,  1918. 

Cause:  Senkemia. 

Next  of  kin :  Aunt,  Mattie  J.  Shepheard,  Cameron,  Tex. 
Shepherd,  Adrian  Madison,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  October  8,  1918. 

Died :  Stanford  University,  San  Francisco,  Calif.,  October  15, 1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Nellie  E.  Shepherd,  3172  Twenty-flrst  Street,  San 
Francisco,  Calif. 
Shepherd,  Leo  Elmeb,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  16,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  February  5, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Claborn  J.  Shepherd,  Valley  Center,  Kans. 
Shepley,  John  James,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  January  26,  1916. 

Died :  United  States  naval  hospital.  New  York,  N.  T.,  December  24,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  George  W.  Shepley,  1216  East  Eighth  Street,  Kansas 
City,  Mo. 
Sheeabd,  Charles  McClarence,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C,  December  14,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  12,  1918. 

Cause :  Abscess  of  liver. 

Next  of  kin :  Mother,  Sue  Sherard,  Iva,  S.  0. 
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Sheeman,  Fbes),  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  Louisville,  Ky.,  July  23,  1918. 

Died :  United  States  naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Effie  Sherman,  R.  H.  4,  Murray,  Ky. 

Sheeman,  Harold  Eujah,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  July  24,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  17, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edwin  Hirman  Sherman,  R.  R.  4,  Plymouth,  111. 
SHEKStAN,  Jerky,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Poughkeepsie,  N.  T.,  May  17,  1917. 

Died :  United  States  naval  hospital,  Portsmouth,  Va.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Dominlck  Sherman,  94  North  Bridge  Street,  Pough- 
keepsie, N.  Y. 

Sheemetee,  Eael  WnxiAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  St  Louis,  Mo.,  May  14,  1918. 

Died :  Brest,  France,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Sallie  E.  Shermeyer,  3.505A  Cherokee  Avenue,  St, 
Louis,  Mo. 
Shereard,  Harey,  water  tender,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  7,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Harry  Sherrard,  unknown  address. 
Shetlee,  Geoege  William,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Williamsport,  Pa.,  December  20,  1917. 

Died :  Receiving  ship,  Norfolk,  Va.,  September  8,  1918. 

Cause:  Strangulation. 

Next  of  kin:  E'ather,  Ezra  Shetler,  Newberry,  Pa. 
Shields,  Emmette  .Joseph,  seaman,  second  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  6,  1917. 

Died :  U.  S.  S.  Von  Steuben,  March  8,  1918. 

Cause:  Wound,  gunshot. 

Next  of  kin :  IMother,  Mary  J.  Shields,  1247  Efflg  Street,  Hannibal,  Mo. 
Shields,  William  Pateick,  gunner's  mate,  second  class.  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  April  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :.  Mother,  Mrs.  Mary  Shields,   146  East  Fourteenth   Street, 
Traverse  City,  Mich. 
Shiwn,  Edward  Coffin,  chief  water  tender.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  December  31,  1914. 

Died:  Naval  hospital,  Chelsea,  Mass.,  December  10,  1917. 

Cause:  Sarcoma,  multiple. 

Next  of  kin :  Wife,  Margaret  Shinn,  46  Vernon  Street,  Charlestown,  Mass. 
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Shinneks,  WniiAM  Henby,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  August  13,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  the  U.  S.  A.  O.  T.  Ticonderoga  was  sunk. 

Next  of  kin  :  Mother,  Maria  Shinners,  201  Goodrich  Avenue,  St.  Paul,  Minn, 
Shippeb,  John  Ikving,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled:  New  London,  Conn.,  July  23,  1918. 

Died :  United  States  naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Wife,  Bertha  C.  Shippee,  care  of  Fernando  Wheeler,  Stoning- 
ton,  Conn. 
ShikeeI'fs,  Haevey  Wili-iam,  landsman,  machinist's  mate   (aviation).  United 
States  Naval  Reserve  Force. 

Enrolled:  Omaha,  Nebr.,  June  4,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  Shirreffs,  Wisener,  Nebr. 
Shivebs,  William  Halsey,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  4,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Myra  Thomas  Shivers,  Sparta,  Ga. 
Shoap,  Cabl  Elmeb,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  May  22,  1918. 

Died :  Ninth,  Tenth,  and  Eleventh  Naval  Districts,  October  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Phillip  E.  Shoap,  R..  F.  D.  No.  1,  Cunningham,  Kans. 
Shoats,  Alebed  William,  ward  room  steward,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  12,  1915. 

Died :  U.  S.  S.  Preston,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Wife,  Edith  Payson  Shoats,  141  West  Ninety-eighth  Street, 
New  York  City,  N.  Y. 
Shockley,  John,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  August  23,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  .Cj/ctops. 

Next  of  kin :  Mother,  Longenia  Sharp,  Ethel,  Mont. 
Shonyon,  Haeley  Aenold,  seaman.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  August  27,  1913. 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  September  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Eliza  Shonyon,  387  Central  Street,  Lowell,  Mass. 
Shoopman,  Marvin,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Omaha,  Nebr.,  May  16,  1918. 

Died :  United  States  naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  W.  Shoopman,  Wood  River,  Nebr. 
Shooteu,  James  Aethue,  seaman.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  18,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,  James  Shooter,  439  East  Auburn  Street,  Philadel- 
phia, Pa. 
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Shrimitok,  Eenest  Wolteeton,  seaman,  second  class,  United  States  Naval 
Reserve   Force. 
Enrolled :  New  York,  N.  Y.,  November  10,  1917. 
Died :  Third  naval  district,  New  York,  N.  Y.,  January  5,  1918. 
Cause:  Pneumonia. 

Next    of   kin:  Father,    John    Shrimpton,   William    Street,    New    Marston, 
Oxford,  England. 

Shtjgkue,  Joseph  Jeeemi.^h,  machinist's  mate,  first  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  April  1,  1918. 

Died:  Naval  aviation  forces,  foreign  service,  Paris,  Julj'  17,  1938. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Mrs.  Margaret  Shugrue,  48  Glover  Street,  Waterbury, 
Conn. 
Shultz,  Paul  Wiixiam,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  26,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  April  6,  1918. 

Cause :  Gastroenteritis. 

Next  of  kin  :  Father,  George  Washington  Shultz,  R.  F.  D.  No.  1,  Bristol,  Pa. 
Shtjmaker,  Ch^ujues  Daniel,  fireman,  second  class.  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  December  15,  1917. 

Died :  United  States  Naval  Base  No.  13,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Trinidad  Shumaker,  1021  South  Second  Avenue, 
Phoenix,  Ariz. 
SiCKLESTEEL,  HoRTON  RALPH,  landsman  for  electrician,  United   States  Naval 
Reserve  Force. 

Enrolled :  Detroit,  Mich.,  August  12,  1918. 

Died :  United  States  naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  AJice  Sicklesteel,  North  Branch,  Mich. 
SiDEY,  David  Wilbur,  Jr.,  quartermaster,  third  class,  United  States  Navy. 

Enlisted :  San  Pedro,  Calif.,  July  29,  1918. 

Died:  United  States  sub.  base,  San  Pedro,  Calif.,  September  24,  1918. 

Cause:  Accidentally  falling  through  elevator  shaft. 

Next  of  kin:  Mother,  Rose  De  Graff  Sidey,  1645  Vineyard  Avenue,  Los 
Angeles,  Calif. 
SmwEix,  Erbett  Linwood,  seaman.  United  States  Navy. 

Enlisted  :  St.  Louis,  Mo.,  November  26,  1917. 

Died :  U.  S.  S.  Mercy,  October  23 .  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  William  Sidwell,  Eolia,  Mo. 
SiEGEi.,  Louis,  mess  attendant,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  May  27,  1918. 

Died :  U.  S.  S.  Buena  Ventura,  September  27,  1918. 

Cause :  Lost  his  life  when  U.  S.  S.  Buena  Ventura  was  sunk. 

Next  of  kin :  Sister,  Lena  Belkin,  2864  West  Twenty-third  Street,  Brook- 
lyn, N.  Y. 
174483—20 43 
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SiEQMXJND,  Abthus  Patil,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  13,  1917. 

Died :  Naval  training  station.  Great  Lakes,  111.,  March  15,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Mrs.  L.  E.  Siegmund,  3225  South  Jefferson  Avenue, 
St.  Louis,  Mo. 
SiEwiEESKi,  Adam  Pato,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  18,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,  Joseph  Siewierski,  2702  Hudson  Street,  Baltimore, 
Md. 
SiGNEE,   Stanley  Elliott,   landsman  yeoman.   United  States  Naval  Keserve 
Force. 

Enrolled :  Great  Lakes,  111.,  April  29,  1918. 

Died :  Naval  station,  Great  Lakes,  111.,  August  4,  1918. 

Cause:  Fatal  submersion. 

Next  of  kin:  Father,  Charles  B.  Signer,  6809  Union  Avenue,  Chicago,  lU. 
Siktta,  James,  fireman,  third  class.  United  States  Naval  Reserve  Force.  . 

Enrolled :  Omaha,  Nebr.,  July  18,  1918. 

Died :  United  States  naval  hospital.  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  Sikyta,  Crab  Orchard,  Nebr. 
SiLBEEBiSEN,  Chables  Roland,  Seaman,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  17,  1917. 

Died :  U.  S.  S.  Nevada,  October  30,  1918. 

Cause :  Bronchial  pneumonia. 

Next  of  kin :  Father,  Louis  Silbereisen,  Blkridge,  Md. 
Silver,  George  W.,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  December  11,  1917. 

.Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause:  Burns. 

Next  of  kin :  Father,  William  Silver,  112  Bridge  Street,  Fairhaven,  Mass. 
SiLVEE,  WiLLARD,  yeoman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Cleveland,  Ohio,  June  4,  1917. 

Died:  United   States  Naval  Hospital,  League  Island,  Pa.,   September  20, 
1918. 

Cause:  Influenza. 

Next    of   kin:  Mother,    Nellie    Silver,    3134    Whitehorn    Road,    Cleveland 
Heights,  Ohio. 
SiLVERNAiL,  Lloyd  H.,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Binghamton,  N.  Y.,  May  J6,  1917. 

Died:  U.   S.  S.  Covington,  July  1,  1918. 

Cause:  Lost  when  ves'-el  was  torpedoed  and  sunk. 

Next  of  kin :  Father,  Parion  A.  Silvemail,  R.  F.  D.  Bainbridge,  N.  Y. 
Hii.vBKWooD,  Frank,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Albany,  N.  Y.,  May  21,  1918. 

Died:  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Emily  Sllverwood,  142  Dove  Street,  Albany,  N.  Y. 
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SIMM,  James  Stephens,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Louisville,  Ky.,  May  3,  1918. 

Died:  Naval  hospital,  Great  Lakes,  III.,  September  25,  1918. 

Cau>e:  Broncho-pneumonia. 

Nest  of  kin :  Father,  James  Clark  Sinim,  6100  One  hundred  and  sixty-first 
Street,  New  York,  N.  Y. 
SiMMoxs,  Chasles  RoBEiiT,  machinist's  mate,  first  clas-,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  15,  1914. 

Died:  U.  S.  S.  Jacob  Jones,  December  6,  191T. 

Cause:  Killed  in  accident. 

Next  of  kin:  Father,  J.  W.  Simmons,  Memphis,  Tex. 
Simmons,  John  Mattekson,  fireman,  third  class.  United  States  ^Naval  Reserve 
Force. 

Enrolled:  St.  Louis,  Mo.,  July  15,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  17,  1918. 

Cause :  Acute    appendicitis. 

Next  of  kin :  Mother,  Sarah  A.  Simmons,  Whiteside,  Mo. 
Simmons,  Robert  Patrick,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Birmingham,  Ala.,   June  4,  1918. 

Died:  Naval  hospital.  Naval  Ba,?e,  Va.,  October  2,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,   James  H.   Simmons,  Route  No.  1,   Box  86,  Wood- 
ville,  Ala. 
Simon,  Chaeles  Henry,  seaman.  United  States  Navy. 

Enlisted:  Chicago,  111.,  February  17,  1916. 

Died :  On  board  hospital  ship  Garth  Castle,  July  21,  1918. 

Cause :  Acute  lobar  pneumonia. 

Next  of  kin:  Father,  John  H.  Simon,  226  Monroe  Street,  Springfield,  HI. 
Simon,  Joseph,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  August  23,  1918. 

Died:  Naval  Training  Station,  Great  Lakes,  111.,  October  2,  1918. 

Ca,use:  Broncho-pneumonia. 

Next  of  kin:  Father,  Julius  Simon,  2251  Third  Avenue,  New  York,  N.  Y. 
Simoneau,  Hectoe  Valentine,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Kansas  City,  Mo.,  May  3,  1918. 

Died:  United  States  naval  hospital,  Newport,  R.  I.,  September  21,  19IS. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Clem  C.  Simoneaux,  Clyde,  Kans. 
SiMONSON,  James  Ralph,  painter,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Chicago,  111.,  May  31,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  Of  kin :  Father,  John  Simonson,  Stronghurst,  111. 
Simpson,  Franklin  Dyer,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

EnroUed:  Jacksonville,  Fla.,  July  24,  1917. 

Died:  United  States  naval  hospital,  Philadelphia,  Pa.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Sarah  Caroline  Simpson,  Owosso,  Mich. 
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Simpson,  Habvey  West,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Burlington,  Vt.,  October  9,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  26,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Mildred  Simpson,  153  Howard  Street,  Burling- 
ton, Vt. 
Simpson,  Hubert  Habmon,  seaman.  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  November  23,  1917. 

Died :  Naval  hospital.  Fort  Lyon,  Colo.,  April  6,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Mother,  Mellisa  Simpson,  Corning,  Calif. 
.Simpson,  John  Jay,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  May  20,  1918. 

Died :  Hospital  No.  3,  Leigh,  Scotland,  November  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Simpson,  St.  Paul,  Ind. 
Simpson,  WAXtACE,  cabin  steward,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  November  18,  1915. 

Died.  U.  S.  S.  Jacoh  Jones,  December  6,  1917. 

Cause :  Killed  In  action. 

Next  of  kin:  Father,  Thomas  Simpson,  2489  Welton  Street,  Denver,  Colo. 
Simpson,  Wiiliam  Henry,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Norfolk  Va.,  December  8,  1915. 

Died :  United  States  naval  hospital.  Fort  Lyon,  Colo.,  September  30,  1917. 

Cause :  Tuberculosis,  chronic. 

Next  iif  kin :  Sister,  Caroline  E.  Simpson,  3309  Mutter  Street,  Philadelphia, 
Pa. 
Sims,  Henky  L.,  apprentice  seaman.  National  Naval  Volunteers. 

Enrolled:  Kansas  City,  Mo.,  April  6,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  29,  1917. 

Cause :  From  injuries  recei^eO  by  being  struck  by  motor  truck. 

Next  of  kin:  Father,  Henry  Sims,  .sr.,  Mineola,  Tex. 
Sims,  Owen  Aldekman,  electrician,  second  class  (general).  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  12,  1917. 

Died :  U.  S.  S.  Mercy,  October  2,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Alice  Sims,  352  West  Avenue,  North  Augusta,  S.  C. 
Sims,   William   Hugh,   seaman,   second  class.    United   States   Naval   Reserve 
Force. 

Enrolled:  Tampa,  Fla.,  June  6,  1918. 

Died :  Seventh  Naval  District,  Key  West,  Fla.,  August  19,  1918. 

Cause :  Accidentally  drowned. 

Next  of  kin :  Mother,  Mrs.  Sophia  Sims,  Lakeland,  Polk  County,  Fla. 
SiNGEE,  John  Adolph,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled:  Minneapolis,  Miun.,  ,Tuly  25,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Berreth  Singer,  Mercer,  N.  Dak. 
Singleton,  Aeohib  Ivy,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  .Tuly  12,  1918. 

Died:  Waxia,  La.,  October  17,  1918. 

Cause:  Dementia. 

Next  of  kin :  Father,  John  Riley  "Singleton,  Washington,  Rapides  Parish, 
La. 
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Singleton,  Richard  Savage,  chief  boatswain's  mate.  United  States  Naval 
Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  April  9,  1917. 

Died :  Navy  yard,  Philadelphia,  Pa.,  September  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Edna  A.  Singleton,  2030  Master  Street,  Philadel- 
phia, Pa. 

SiNGiETON,  William  Mekcer,  ship's  cook,  first  class,  United  States  Navy. 
Enlisted:  Portsmouth,  N.  H.,  October  22,  1914. 
Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  29,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Elizabeth  Blease  Singleton,  45  Bridge  Street,  New- 
port, R.  I. 

Singley,  Jacob  Omekle,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Columbia,  S.  C,  June  15,  1918. 

Died :  U.  S.  S.  Montauk,  August  21,  1918. 

Cause:  Lost  his  life  when  U.  S.'S.  Montauk  foundered. 

Next  of  kin :  Mother,  Anna  Singley,  Prosperity,  S.  C. 
Sinks,  George  Dewey,  musician,  second  class.  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  October  23,  1916. 

Died :  U.  S.  S.  Nevada,  March  10,  1918. 

Cause :  Accidentally  killed  playing  baseball. 

Next  of  kin:  Father,  Korah  L.  Sinks,  22  Pioneer  Street,  Dayton,  Ohio. 

SrsEN,  Harold  Feedekick,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  March  13,  1917. 

Died :  U.  S.  S.  Kanawha,  October  20,  1918. 

Cause :  Drowning. 

Next  of  kin:  Mother,  Johanna  Siren,  394  South  Pierce  Street,  New  Or- 
leans, La. 
SisK,  Olen  Dewey,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  November  30,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  January  16,  1918. 

Cause :  Epilepsy. 

Next  of  kin :  Father,  David  L.  Sisk,  Licking,  Mo. 
SiSK,  Penn,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  November  27,  1917. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  February  27,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Samuel  D.  Sisk,  Amory,  Miss.,  R.  F.  D.  No.  4. 
SiSKEY,  Wattswoff  JOSEPH,  Seaman,  second  class.  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  April  4,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause:  Missing  from  motor  boat  which  was  returning  with  liberty  party 
to  U.  S.  S.  Salem. 

Next  of  kin :  Father,  Prank  Siskey,  R.  R.  No.  3,  New  Milford,  Conn. 
SissoN,  Emett  Lekoy,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  July  2,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  January  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Robert  Wesley  Sisson,  Ballinger,  Tex. 
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SisTKUNK,  SiHON  Lagbange,  Seaman,  second  class,  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  June  28,  1917. 

Died :  United  States  Navy  aeronautic  station,  Pensacola,  Fla.,  July  7,  1917. 

Cause:  Accidental  gunshot  (cleaning  gun). 

Next  of  kin :  Mother,  Nan  A.  Sistrunk,  404  Line  Street,  Ocala,  Fla. 
Skaggs,  Andbew  Donnie,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  March  29,  1917. 

Died :  United  States  Navy  air  station,  Lletudy,  France,  February  28,  1918. 

Cause:  Seaplane  accident. 

Next  of  kin :  Mother,  Martha  Skaggs,  Newbern,  Tenn. 
Skaggs,  Glide  Elles,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Louisville,  ICy.,  June  10,  1918. 

Died :  Receiving  ship  at  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Nancy  A.  Skaggs,  Campbellsville,  Ky. 
Skellesgek,  Samlel  Alexander,  seaman,  second  class,  National  Naval  Volun- 
teers. 

Enrolled :  Miami,  Fla  ,  July  28,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  ciew  on  missing  Cyclops. 

Next  of  kin :  Wife,  Rebecca  Skellenger,  Camden,  Ind. 
Skelly,  Chaeles  Akdbew,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled :  Louisville,  Ky.,  July  17,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Skelly,  1112  Spring  Street,  Cincinnati,  Ohio. 
Skelly,  Edwabd  James,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  May  20,  1918. 

Died :  Navy  Base  Hospital  No.  5,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  Skelly,  R.  R.  No.  5,  Madison,  Wis. 
Skelly,  Haeky  Nealson,  engineman,  second  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  9,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  In  action. 

Next  of  kin:  Mother,  Bertha  Skelly,  36  South  Redfield  Street,  Philadel- 
phia, Pa. 

SicELTON,  Omar  Maetice,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  June  4,  1918. 

Died:  Ninth,  tenth,  eleventh  naval  districts.  Great  Lakes,  111.,  September 
28,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Henry  Skelton,  R.  R.  No.  4,  Mount  Pulaski,  111. 
Skhal.  Ingnob  Oliver,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Miuneapolis,  Minn.,  May  30,  1917. 

Died :  Naval  hospital,  Portsmouth,  A^a.,  August  5,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Blother,  Ingeborg  Skhal,  Big  Falls,  Minn. 
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Skidmore,  DoNAiD  HuBEET,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  15,  1918. 

Died :  U.  S.  S.  President  Orant,  April  17,  1918. 

Cause:  Pneumonia. 

Nest  of  kin :  Fatlier,  Wallace  G.  Sliidmore,  1905  First  Avenue  South,  Min- 
neapolis, Minn. 
Skuxing,  De  Forest  Wiixabd,  quartermastpr,  first  class.  United  States  Naval 
Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  April  3,  1917. 

Died :  Aldan,  Pa.,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Dr.  M.  J.  Skilling,  Aldan,  Pa. 
Skippee,  Chaki.es  Merlin,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  Blay  16,  1917. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Rebecca  Skipper,  617  Madison  Avenue,  Scranton,  Pa. 
Skutt,  Rat,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  May  14,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  Septernber  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Vera  Skutt,  care  of  Charles  Dana,  Williamston,  Mich. 
Slates,  Geoege  James,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  21,  1915. 

Died :  U.  S.  S.  Chipper,  November  7,  1918. 

Cause:  Pneumonia. 

Next   of  kin:  Father,   George   Slater,   123   East  Coulter   Street,   Philadel- 
phia, Pa. 
Slatjgh,  Wllfred  Chaeles,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  25,  1918. 

Died :  United  States  naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frederick  Slaugh,  2110,  North  Seventh  Street,  Phila- 
delphia, Pa. 
Slaughter,   George  Washington,  mess  attendant,  third  class.  United  States 
Navy. 

Enlisted:  Kansas  City,  Mo.,  April  1,  1918. 

Died :  Mary  Gates  Hospital,  Texas,  June  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Charles  V.  Slaughter,  Tougaloo,  Miss. 
Slawson,  Spencer  Wallace,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  May  31,  1918. 

Died:  Naval  sectiori.  Students'  Army  Training  Corps,  Dartmouth  College, 
October  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Geo.  Lemuel  Slawson,  Greenwich,  Conn. 
Sleeper,  Lawkence  Maxwell,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  March  13,  1917. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  April  11,  1917. 

Cause:  Penumonia. 

Next  of  kin :  Mother,  Daisy  Lyttle,  167  East  Houston  Street,  Paris,  Tex. 
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SiocuM,  Egbert  Edwaed,   apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  August  8,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Edward  Slater  Slocum,  Loda,  111. 
Slonakeb,  Chaeles  John,  seaman,  second  class.  United  States  Navy. 

Enlisted ;  Philadelphia,  Pa.,  December  10,  1917> 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Father,  Henry  Slonaker,  68  West  Boundary  Avenue,  York, 
Pa. 
Sltjpb,  William  Eatmond  Jennings,  seaman.  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  December  29,  1917. 

Died :  U.  S.  S.  Wilhelmina,  September  6,  1918. 

Cause:  Fell  overboard  and  drowned. 

Next  of  kin:  Father,  Mack  Slupe,  1218  East  Schiller  Street,  Columbus, 
Ohio. 
Slusher,  Lewis  Elmer,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  June  2,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  5,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Harvey  Slusher,  Floyd,  Va. 
Small,  Ernest,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  May  5,  1917. 

Died :  Navy  coUier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  George  Small,  Fort  Logan,  Colo. 
Smallwood,  Ben,jamin  Franklin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  6a.,  April  17,  1917. 

Died :  United  States  naval  hospital,  Norfolk,  Va.,  June  6,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Theodosia  Smallwood,  Safety  Harbor,  Fla. 
Smaet,  Christopher,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  February  28,  1918. 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Bertha  Smart,  70  Mount  Vernon  Street,  Portsmouth, 
N.  H. 
Smethurst,  Howard  J.,  landsman  for  electrician.  United  States  Naval  Reserve 
Force. 

Enrolled:  Cleveland,  Ohio,  May  25,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  July  31,  1917. 

Cause:  Scarlet  fever. 

Next  of  kin:  Mother,  Isabella  Smethurst,  2916  West  Twenty-fifth  Street, 
Cleveland,  Ohio. 

Smigiel,  Edward  Francis,  seaman.  United  States  Naval  Reserve  Force. 
Enrolled :  New  London,  Conn.,  May  14,  1918. 
Died :  Naval  hospital.  New  London,  Con.,  October  8,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Mother,  Mary  Smigiel,  70  Eussel  Road,  Norwich,  Conn. 
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Smiley,  Louis  Adolph,  electrician,  first  class  (R),  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  March  25,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Passenger  on  missing  Cyclops. 

Next  of  bin :  Father,  Sheldon  Anson  Smiley,  Marshall,  Tex. 
Smischnt,  Earl  Eaij?h,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  October  11,  1916. 

Died :  Home,  April  13,  1917. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin  :  Mother,  Clara  Shischny,  Wilson,  Kans. 
Smith,  Albert  William,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  May  22,  1918. 

Died :  U.  S.  S.  Buena  eVntura,  September  16,  1918. 

Cause :  Vessel  was  torpedoed  by  submarine  and  he  lost  his  life  vchen  vessel 
sank. 

Next  of  kin  :  Mother,  Lina  Smith,  7  Cummings  Avenue,  E«vere,  Mass. 
Smith,  Allen  Lyle,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  July  3,  1917. 

Died :  U.  S.  S.  Solace,  September  27, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Amos  Smith,  4809  South  Fifteenth  Street,  Omaha, 
Nebr.    , 
Smith,  Aqtjila  Goodwell,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  13,  1918. 

Died :  United  States  naval  hospital.  Great  Lakes,  111.,  October  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Robert  H.  Smith,  R.  F.  D.  No.  3,  Mount  Pleasant,  Tex. 

Smith,  Arlovt  Millard,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  5,  1918. 

Died :  United  States  Naval  Hospital,  Great  Lakes,  111.,  October  1, 1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  George  Bradley  Smith,  Trego,  Wis. 
Smith,  Arthur,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  July  13,  1917: 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Stepfather,  Tony  Musso,  224  South  Second  Street,  St.  Louis, 
Mo. 
Smith,  Carl  Tayix)r,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  May  21,  1918. 

Died :  Marine  hospital,  Detroit,  Mich.,  October  29,  1918. 

Cause :  Fractured  skull. 

Next  of  kin :  Father,  Joseph  E.  Smith,  545  Jefferson  Street,  Gary,  Ind. 

Smith,  Cael  William,  machinist's  mate,  first  class.  United  States  Naval  Reserve 

Force. 
Enrolled :  Norfolk,  Va.,  April  25,  1917. 
Died  :  Naval  hospital,  Norfolk,  Va.,  August  31,  1917. 
Cause  :  Fracture  of  vertebra. 
Next  of  kin:  Father,  Charles  M.  Smith,  150  West  Tenth  Street,  Norfolk, 

Va. 
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Smith,  Cecil  Lestee,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  May  31,  1917. 

Died :  United  States  Navy  headquarters,  London,  England,  May  6,  1918. 

Cause :  Fracture  of  skull. 

Next  of  kin :  Mother,  Mrs.  F.  Smith,  784  Lake  Street,  Newark,  N.  J. 
Smith,  Chaeles,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  8,  1918. 

Died :  Kingston  Avenue  hospital,  Brooklyn,  N.  Y.,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin:    Father,   Charles   Henry    Smith,   513  Walnut    Street,    West 
Hoboken,  N.  J. 
Smith,  Chaeles  Lucius,  chief  machinist's  mate,  United  States  Navy. 

Enlisted  :  New  York,  N.  Y.,  September  6,  1915. 

Died :  Naval  hospital.  Key  West,  Fla.,  October  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Hattie  Evelyn  Smith,  1603  A  Street  SB.,  Washington, 
D.  O. 
Smith,   Chester  Rice,   yeoman,   second   class.   United   States   Naval   Reserve. 
Force. 

Enrolled :  Boston,  Mass.,  April  2,  1918. 

Died :  At  home,  October  1,  1918. 

Cause:  Pneumonia. 

Next  o  fkln :  Mother,  Hattie  I.  Smith,  93  Washington  Street,  North  Baston, 
Mass. 
Smith,  Delbeet  Feank,  fireman,  third  class.   United   States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  June  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3, 1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Myrtle  Smith,  712  Gott  Street,  Ann  Arbor,  Mich. 
Smith,  Eael  Feancis,  coxswain.  United  States  Naval  Reserve  Force. 

Enrolled:  Peoria,  111.,  May  14,  1918. 

Died :  U.  S.  S.  Westgate,  October  7,  1918. 

Cause :  Lost  life  when  vessel  was  sunk  in  collision. 

Next  of  kin:  Brother,  Alfred  Coates  Smith,  339  Lurton  Street,  Jackson- 
ville, 111. 
Smith,  Ed.,  mess  attendant,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Meridian,  Miss.,  July  10,  1918. 

Died:  United  States  Navy  base  hospital.  No.  5,  Brest,  France,  September 
22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Charley  Smith,  Lorenzen,  Miss. 
Smith  Edward  Augustus,  quartermaster,  first  class.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  30,  1917. 

Died :  United  States  naval  headquarters,  Paris,  France,  April  30,  1918. 

Cause:  Seaplane  accident. 

Next  of  kin :  Father,  Dr.  Edward  A.  Smith,  1605  West  North  Avenue,  Balti- 
more, Md. 
Smith,  Edwaed  Hanson,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Raleigh,  N.  C,  March  27,  19:18. 

Died:  Naval  hospital,  Newport,  R.  I.,  April  22,  1918. 

Cause:  Pneumonia,  lobar^ 

Next  of  kin  :  Father,  John  R.  Smith,  R.  F.  D.  No.  2,  Hope  Mills,  N.  C. 
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Smith,  Edwaed  Petee,  ship's  cook,  third  class,  United  States  Navy 

Enlisted:  Chicago,  111.,  April  11,  1917. 

Died :  Fleet  base  No.  2,  U.  S.  S.  Solace,  February  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Katherine  Smith,  4022  Kenmore  Avenue,  Chicago,  111. 
Smith,  Elbekt  Peshine,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  May  5,  1917. 

Died :  U.  S.  S.  F-1,  December  17,  1917. 

Cause :  Drowned  in  line  of  duty. 

Next  of  kin :  Sister,  Florence  S.  Stebbins,  235  Twenty-first  Street,  Merced, 
Calif. 

Smith,  Elbkidge  Gekky,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  July  20,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  January  11,  1918. 

Cause:  Pneumonia.  > 

Next  of  Idn :  Father,  J.  W.  Smith,  Buffalo,  Tex. 
Smith,  Elijah  Paltl,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  December  12,  1917. 

Died :  United  States  Navy  base  hospital  No.  2,  while  attached  to  U.  S.  S. 
Black  Hawk,  October  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  O.  Smith,  4123  Noble  Street,  Bellaire,  Ohio. 
Smith,  Elwood  Lafobge,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  May  17,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  August  9,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Harry  E.   Smith,  113  Johnson  Avenue,  Tottenville, 
Staten  Island,  N.  Y. 
Smith,  Eugene  Howabd,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  June  5,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Fern  Eva  Smith,  R.  F.  D.  No.  1,  Bath,  111. 
Smith,  Eugene  Pateick,  chief  water  tender.  United  States  Navy. 

Enlisted  :  San  Francisco,  Calif.,  February  15,  1916. 

Died :  Naval  hospital,  N.  Y.,  March  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Maggie  Wilson,  1130  Ohio  Street,  Quincy,  111. 
Smith,  Feancis  Maeion,  seaman,  second  class,  United  States  Naval  Reserve 
^        Force. 

Enrolled :  Washington,  D.  C,  June  11,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Agnes  Smith,  630  Q  Street,  Washington,  D.  0. 
Smith,  Feank  Lestee,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  March  29,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  11,  1918. 
Cause:  Result  of  burns. 

Next  of  kin :  Mother,  Adell  Smith,  Angels  Camp,  Calif. 
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Smith,  Fbed  Gut,  shipwright,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  June  24,  1918. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  October  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Alexander  Smith,  R.  F.  D.  No.  5,  Jackson,  Mo. 
Smith,  Geobge  Chestek,  mess  attendant,  first  class.  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  November  16,  1914. 

Died :  U.  S.  S.  Louisiana,  August  6,  1917. 

Cause:  Accidental  drowning. 

Next  of  kin :  Brother,  Benjamin  T.  Sflaith,  Little  Beck,  N.  Y. 
Smith,  Hakold  Bkooks,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  April  17,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  15, 1917. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Charles  W.  Smith,  291  Park  Way,  Rochester,  N.  Y. 
Smith,  Haery  Cliffokd,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Portland,  Me.,  April  18,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  26,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Agnes  Smith,  North  Gorham,  Me. 
Smith,  Habey  John,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  March  26,  1918. 

Died :  Naval  hospital,  Nevs^ort,  R.  I.,  April  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Stephen  W.  Smith,  St.  JohnsviUe,  N.  Y. 
Smith,  Habey  LeRoy,  seaman,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  May  7,  1917. 

Died :  Naval  training  station,  San  Diego,  Calif.,  April  28,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  Carl  E.  Smith,  Morris,  Okla. 
Smith,  Henby  Roy,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Little  Rock,  Ark.,  June  4,  1918. 

Died :  United  States  naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  J.  M.  Smith,  R.  R.  No.  1,  SedgewickvlUe,  Mo. 
Smith,  Heebebt  S.,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  24,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Father,  George  C.  Smith,  Bogert  Street,  West  Englewood,  N.  J. 
Smith,  Heebebt  William,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  December  13,  1917. 

Died :    Naval  hospital,  Hampton  Roads,  Va.,  February  16,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Callaway  Smith,  Democrat,  N.  C. 
Smith,  Herman  Albeet,  seaman,  second  class,  United  States^  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  June  3,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  19,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Fredreca  Smith,  Route  No.  6,  Brovra  City,  Mich. 
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Smith,  Hekman  E.,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  April  27,  1917. 
Died :  Naval  station,  Norfolk,  Va.,  March  23,  1918. 
Cause:  Septicemia. 

Next  of  kin:  Mother,  Violet  M.  Bruce,  808  Sixth  Street  NB.,  Washington, 
D.  C. 

Smith,  Howaed  Bkame,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  13,  1917. 

Died :  U.  S.  S.  Von  Steuben,  September  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Brame  Smith,  Goodlettsville,  Tenn. 
Smith,  Howaed  Bisheb,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  March  28,  1916. 

Died :  S.  S.  Tyler,  May  2,  1918. 

Cause :  Drovyned. 

Next  of  kin:  Mother,  Harriet  Marion  Smith,  7248  Pennsylvania  Avenue, 
Pittsburgh,  Pa. 

Smith,  Hugh,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  18,  1917. 

Died :  Naval  detention  training  camp.  Deer  Island,  Mass.,  September  23, 
1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Hugh  Smith,  5112  Emerald  Avenue,  Chicago,  111. 
Smith,  Jackson  Beyan,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  April  30,  1918. 

Died :  Naval  training  camp,  Camp  Logan,  111.,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Marie  Dorothy  Smith,  Ovcensville,  Mo. 
Smith,  James  Allen,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  May  9,  1917. 

Died :  U.  S.  S.  Mongolia,  June  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  N.  Smith,  North  Chattanooga,  Tenn. 
Smith,  James  Habeison,  Jr.,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  11,  1916. 

Died :  United  States  Naval  Hospital,  New  York,  September  20,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mamie  T.  Smith,  Marietta,  Ga.,  Box  177. 
Smith,  James  Joseph,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  12,  1917. 

Died :  United  States  Naval  Air  Station,  Dunkirk,  France,  April  22,  1918. 

Cause :  Heart  failure,  with  edema  of  lungs. 

Next  of  kin :  Mother,  Margaret  Smith,  59  Dana  Avenue,  Albany,  N.  Y. 
Smith,  John  Alotious,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  November  7,  1913. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin:  Father,  William  Smith,  936  Baker  Avenue,  Dunton,  Long 
Island,  N.  Y. 
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Smith,  John  Boiton,  chief  pharmacist's  mate,  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  October  30,  1917. 

Died :  United  States  naval  hospital,  Portsmouth,  N.  H.,  June  22,  1918. 

Cause:  Erysipelas. 

Next  of  kin:  Wife,   Rose   Smith,   1206  North    Sixty-third   Street,   Phila- 
delphia, Pa. 
Smith,  John  Engheam,  electrician,  third  class.  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Father,  Barnet  Smith,  Fannin,  Miss. 
Smith,  John  Francis,  blacksmith,  first  class,  United  States  Naval  Beserve 
Force. 

Enrolled,:  Great  Lakes,  111.,  December  19,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Margaret  Smith,  3724  North  St.  Louis  Street,  Chi- 
cago, 111. 
Smith,  John  Joseph,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  .Tune  5,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  6,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Thomas  Smith,  830  Front  Street,  Philadelphia,  Pa. 
Smith,  John  Milton,  chief  machinist's  mate.  United  States  Navy. 

Enlisted :  New  York,  N.  X.,  August  9,  1917. 

Died :  U.  S.  S.  Bailey,  March  15,  1918. 

Cause:  Accidental  gunshot  wound. 

Next  of  kin :  Wife,  Priscilla  Smith,  91  Main  Street,  Annapolis,  Md. 
Smith,  Joseph  WiLUjiir,  mess  attendant,  third  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  November  5,  1917. 

Died :  U.  S.  S.  Ctierokee,  February  26,  1918. 

Cause :  Lost  life  when  U.  S.  S.  Cherokee  foundered. 

Next  of  kin :  Father,  Joseph  Charles  Smith,  61  Hallet  Street,  Astoria,  Long 
Island,  N.  Y. 
Smith,  Lane  Elliott,  machinist's  mate,  second  class.  United  States  Naval  Re- 
serve Force. 

Enrolled:  Boston,  Mass.,  August  5,  1918. 

Died:  United  States  naval  training  camp,  Hingham,  Mass.,  November  7, 
1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Inez  Smith,  781  Beech  Street,  Manchester,  Mass. 
Smith,  Lxidgeb  Eugene,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  Newport,  R.  I.,  June  12,  1917. 

Died :  Second  naval  district,  Newport,  R.  I.,  June  22,  1917. 

Cause:  Committed  suicide. 

Next  of  kin:  Mother,  Margaret  Smith,  1430  Pleasant  Street,  Fall  River, 
Mass. 
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Smith,  Mabion  Aiien,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Louisville,  Ky.,  June  25,  1918. 

Died :  U.  S.  S.  Solace,  October  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edd  Smith,  Brodhead,  Ky. 
Si..iTH,  ilATHEw  L.  H.,  cliief  yeoman.  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  May  23,  1917. 

Died :  Naval  training  station.  Great  Lakes,  111.,  October  5,  1917. 

Cause:  Died  suddenly;  natural  death. 

Nest  of  kin :  Brother,  William  J.  Smith,  AVaukegan,  111. 
Smith,  Mebu:  Robinson,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  November  26,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  29,  1918. 

Cause:  Nephritis,  acute. 

Nest  of  kin :  Father,  Fred  C.  Smith,  Otego,  N.  Y. 
Smith,   Michael  Joseph,   apprentice  seaman.   United  States  Naval   Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  February  12,  1918. 

Died:  United  States  naval  hospital,  Philadelphia,  Pa.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Anna  May  Smith,  331  Green  Street,  Philadelphia,  Pa. 
Smith,  Mitchell,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted:  Houston,  Tex.,  August  16,  1917. 

Died:  Naval  station.  New  York,  College  Hospital,  Long  Island,  Brooklyn, 
March  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mrs.  M.  Smith,  2222  South  Cherry  Street,  San  Antonio,  Tex. 
Smith,  Nelson  Geoegb,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  3,  1918. 

Died:  Naval  hospital,  Newport,  B.  I.,  April  29,  1918. 

Cause:  Mastoiditis,  acute. 

Next  of  kin :  Father,  Clarence  Smith,  R.  F.  D.  6,  Rome,  N.  Y. 
Smith,  Peeey  E\'eeett,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  November  1,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  March  21,  1918. 

Cause:  Bronchitis,  acute. 

Next  of  kin:  Mother,  Jane  Smith,  Hunts  Point,  Nova  Scotia. 
Smith,  Philip  Oveeton,  chief  quartermaster  (A),  United  States  Naval  Reserve 
Force. 

Enrolled:  Chicago,  111.,  July  26,  1918. 

Died :  Dunwoody  Industrial  Institute,  Minneapolis,  Minn.,  October  7,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Henry  C.  Smith,  7  West  Roselawn  Avenue,  Danville, . 
111. 
Smith,    Pomeboy,    chief   quartermaster    (A),    United    States   Naval    Reserve 
Force. 

Enrolled:  Washington,  D.  C,  May  22,  1918. 

Died:  Naval  air  station,  Pensacola,  Fla.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  William  Smith,  Fargo  Loan  Agency,  Fargo, 
N.  Dak.. 
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Smith,  Rina  Odis,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  June  22,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  18,  1918. 
Cause :  Pleurisy. 
Next  of  kin :  Brother,  Thomas  H.  Smith,  Hico,  Tex. 

Smith,  Sam,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Houston,  Tex.,  April  30,  1918. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  October  8,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  Claude  Smith,  R.  R.  No.  2,  Zulch,  Tex. 
Smith,  Staneet  Habtwell,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  April  13,  1917. 

Died:  U.  S.  S.  Wilke^,  September  13,  1917. 

Cause :   Accidental   drowning. 

Next  of  kin:  Aunt,  Harriet  I.  Russell,  235  North  Avenue,  West  Cranford, 
N.  J. 
Smith,  Thomas,  oiler,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  4,  1914. 

Died:  U.  S.  S.  Bushnell,  July  4,  1917. 

Cause:  Edema  of  lung,  acute. 

Next  of  kin:  None. 
Smith,  Waltek  Young,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  June  7,  1917. 

Died :  U.  S.  S.  Orion,  March  12,  1918. 

Cause:   Accideutly  killed. 

Next  of  kin :  Mother,  Nonnie  Smith,  1204  Seventeenth  Street,  Columbus,  Ga. 
Smith,  Wesley  Jekome,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  6,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  28,  1918. 

Cause :   Pleurisy,   suppurative. 

Next  of  kin:  Father,  Wesley  Smith,  Forestburgh,  N.  Y. 
Smith,  William  Elwood,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted:  Lexington,  Ky.,  June  1,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  September  19,  1918. 

Cause :   Undetermined. 

Next  of  kin:  Father,  Mr.  Albert  Smith,  R.  R.  No.  2,  box  87,  Louisville 
Ky. 
Smith,  William  Heney,   apprentice  seaman,  United   States  Naval   Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  July  25,  1918. 

Died :  Straphael  Hospital,  New  Haven,  Conn.,  October  14,  1918. 

Cause:   Pneumonia,   broncho. 

Next  of  kin :  Mother,  Lizzie  Smith,  39  Laldlaw  Avenue,  Jersey  City,  N.  J. 
Smith,  William  Munkoe,  electrician,  third  class  (Q),  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  January  21,  1916. 

Died :  U.  S.  S.  Pittshurgh,  October  24,  1918. 

Cause :   Broncho-pneumonia. 

Next  of  kin :  Father,  Ben  0.  Smith,  Encanto  Heights,  Stm  Diego,  Calif. 
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Smith,  Wiluam  Redmatne,  electrician,  first  class,  United  States  Naval  Ee- 
sef ve  Force. 

Enrolled:  Bremerton,  Wash.,  April  10,  1917. 

Died :  Willard  Parker  Hospital,  New  York  City,  September  27,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Mrs.  Gertrude  Smith,  4320  Forty-seventh  Street,  SE., 

Portland,  Oreg. 
Smith,  William  Rot,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  26,  1917. 

Died :  United  States  naval  hospital.  New  York,  N.  Y.,  March  13,  1918. 

Cause:  Diabetes  mellitus. 

Next  of  kin  :  Mother,  Mrs.  Mary  Smith,  Chauvin,  Alberta,  Canada. 
Smith,  Wollfokd,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  Elecember  10,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  28,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  William  J.  Smith,  2535  Fait  Avenue,  Baltimore,  Md. 
Smith,  Young  Halx,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  June  13,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  February  15,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Brother,  C.  L.  Smith,  208  Buford  Place,  Macon,  Ga. 
Smock,  William  Walteb,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  November  23,  1916. 

Died :  U.  S.  S.  Aloedo,  November  5,  1917. 

Cause :  Lost  at  sea  on  U.  S.  S.  Alcedo. 

Next  of  kin:  Father,  Dave  R  Smock,  406  South  Bast  Fifth  Street,  Des 
Moines,  Iowa. 
Smoot,  William  Evekett,  landsman  electrician  (R),  United  States  Navy. 

Enlisted:  Peoria,  111.,  June  15,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edward  Everett  Smoot,  R.  F.  D.  No.  4,  Greenview,  111. 
Smyth,  Ratmokd  Weik,  chief  machinist's  mate.  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  January  19,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Herbert  W.  Smyth,  15  Blmwood  Avenue,  Cambridge, 
Mass. 
Smtth,  Robekt  Stewart,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  August  2,  1918. 

Died:  Naval  training  camp.  Mare  Island,  Calif.,  October. 18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Robert  Smyth,  Alexandria,  La. 
Snodgbass,  Albebt  Lawbenoe,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  24  1917. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  William  Wesley  Snodgrass,  281  Lawton  Street,  At- 
lanta, Ga. 
174483—20 44 
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Snow,  Lester  Jaeed,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enrolled :  Washington,  D.  C,  June  20,  1918. 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Mary  Nuzum  Snow,  1011  Greensboro  Avenue,  Tusca- 
loosa, Ala. 
Snydee,  Coenelius  Benedict,  apprentice  seaman.  United  States  Naval  Reserro 
Force. 

Enrolled :  Pittsburgh,  Pa.,  June  17,  1918. 

Died :  United  States  naval  hospital.  Great  Lakes,  111,,  September  21, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Adam  Snyder,  Freeport,  Pa. 
Snydee,  Edwin  August,  chief  electrician  (R.),_ United  States  Navy. 

Enlisted :  Port  Jefferson,  Long  Island,  N.  Y.,  September  17,  1917. 

Died:  U.  S.  S.  Mercy,  October  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Oscar  A.  Snyder,  20  Desales  Place,  Brooklyn,  N.  X. 

Snydkb,  Geoege  Emerson,  pharmacist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  April  25,  1917. 

Died :  United  States  Navy  base  hospital  No.  5,  September  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Annie  Snyder,  New  Oxford,  Pa. 
Snydee,  Haeey  Hoyt,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Cape  May,  N.  J.,  July  5,  1918. 

Died :  Navy  yard,  Puget  Sound,  Wash.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Harvey  Snyder,  Cold  Springs,  Cape  May,  N.  J. 
Snydee,  Joe  Lynne,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  18,  1917. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause:  Lost  when  vessel  was  sunk  in  a  collision. 

Next  of  kin :  Wife,  Inez  Olga  Snyder,  Days  Creek,  Oreg. 
Snydee,  John  Jacob,  Jr.,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Baltimore,  Md.,  April  23,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Mr.  J.  J.  Snyder,  sr.,  Graham,  N.  C. 
Soaees,  Marion,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  June  3,  1918. 

Died:  Near  Newark,  Calif.,  October  27,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Jennie  Scares,  R.  F.  D.  No.  7,  Niles,  Calif.. 

SoDEN,  William  Thomas,  yeoman,  third  class.  United  States  Naval  Reserve 
Force. 
Enrolled :  New  York  City,  N.  Y.,  May  14,  1918. 
Died:  Brooklyn,  N.  Y.,  October  11,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Father,  Emmett  Soden,  302  Lewis  Avenue,  Brooklyn,  N.  Y. 
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SoFFEL,  Walter  Louis,  fireumn,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  February  19,  1918. 

Died:  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  15, 
1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  William  Soffel,  2242  Quimby  Avenue,  New  York,  N.  Y. 
SoFiAN,  Geokge  Joseph,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia.  Pa.,  ,Tune  1,  1917. 

Died:  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Lost  when  ship  was  torpedoed. 

Next  of  kin :  Father,  Andrew  Sofian,  433  Wood  Street,  Philadelphia,  Pa. 
SoHN,  William  Heney,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  16,  1914. 

Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Rose  Sohn,  2269  Vine  Street,  Cincinnati,  Ohio. 
SoJKA,  Rudolph,  chief  electrician,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  April  23,  1918. 

Died:  United  States  naval  hospital,  New  York,  N.  Y.,  September  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Dollie  L.  Sojka,  4617  Ludlow  Street,  Philadelphia,  Pa. 
SoKEL,  James  Anthony,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Chicago,  111..  April  3,  1917. 

Died :  S.  S.  Motano,  July  31,  1917. 

Cause :  Drowned  in  sinking  of  the  S.  S.  Motano. 

Nest  of  kin :  Father,  Simon  Sokel,  Chatswood,  111. 
SoLis,    Arthur   Michael,    master-at-arms,    third    class.    United    States    Naval 
Reserve  Force. 

Enrolled :  New  Orleans,  La.,  March  5,  1918. 

Died :  Naval  hospital.  New  Orleans,  La.,  June  14,  1918. 

Cause :  Appendicitis. 

Next  of  kin :  Mother,  Mrs.  Jennie  L.  Solias,  2331  North  Yillere  Street,  New 
Orleans,  La. 
SoMEBS,  Louis,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  7,  1918. 

Died :  United  States  Naval  Base  9,  Gibraltar,  March  30,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Augustus  Somers,  84  Conant  Street,  Manchester,  N.  H. 
SoMEES,  William  Feank,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  August  8,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Julia  Semers,  Nunda,  N.  Y. 
Sommerhause,  Edward  Francis,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  5,  1917, 

Died :  U.  S.  S.  SarrisMirg,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lizzie  Kuhn,  Lostine,  Oreg. 
SoMOHTL,  Heney  Ignac  John,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  10,  1917. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  June  9,  1917. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Frank  Somohyi,  AVest  Point,  Tex. 
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SopEB,  HowAED  Russell,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Willi amsport.  Pa.,  April  24,  1918. 

Died :  United  States  naval  hospital,  Cape  May,  N.  J.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Isabell  Mary  Williams,  Sullivan  Street,  Canton,  Pa. 
Sopp,  Eenest  William,  storekeeper,  second  class.  United  States  Naval  ReseiTe 
Force. 

Enrolled :  Philadelphia,  Pa.,  April  16,  1918. 

Died :  At  home,  1808  North  Sixteenth  Street,  Philadelphia,  Pa.,  October 
16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Harriett  Lovlck  Sopp,  1808  North  Sixteenth  Street, 
Philadelphia,  Pa. 
SoEBEB,  RoBEET,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  June  18,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  and  sunk. 

Next  of  kin :  Mother,  Etta  Sorber,  R.  R.  No.  1,  box  14,  Noxen,  Pa. 
SoEENSEN,  Olaeence  Pottee,  Seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Chicago,  111.,  May  20,  1918. 

Died :  Camp  Logan,  111.,  September  30,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Eddievine  Sorensen,  4917  West  Walton  Street, 
Chicago,  111. 
SoTHEEN,  William  Stuaet,  electrician,  first  class, -United  States  Navy. 

Enlisted :  U.  S.  S.  Buffalo,  San  Diego,  Calif.,  March  28,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  William  P.  Sothern,  705  North  Church  Street,  Spartan- 
burg, S.  O. 

SouLE,  HowAKD  Palmee,  yeomau,  third  class.  United   States  Naval  Reserve 

Force. 
Enrolled :  Milwaukee,  Wis.,  June  29,  1918. 
Died :  U.  S.  S.  Los  Angeles,  September  28,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Wilbur  Soule,  Ripon,  Wis. 
SousA,  John  Pacheco,  landsman  for  machinist's  mate  (A),  United  States  Naval 

Reserve  Force. 
Enrolled :  San  Francisco,  Calif.,  June  21,  1918. 

Died:  United  States  naval  hospital,  Gulfport,  Miss.,  October  8,  1918. 
Cause :  Influenza,  broncho-pneumonta. 
Next  of  kin:  Mother,  Mary  Sousa,  1314  Bast  Fifteenth  Street,  Oakland, 

Calif. 

South,  Feank  Maeion,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled :  Des  Moines,  Iowa,  June  4,  1918. 
Died :  U.  S.  S.  OMo,  September  25,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Father,  George  South,  De  Kalb,  Iowa. 
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SOTJTHEKN,  RuPHUs  Edwakd,  Seaman,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C,  April  27,  1917. 

Died :  U.  S.  S.  Florida,  August  28,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  Mn  :  Stepfather,  Wm.  0.  Beamer,  R.  F.  D.  No.  3,  Mount  Airy,  N.  0. 
SovA,  James,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  November  5,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  When  ship  was  torpedoed. 

Next  of  kin:  Father,  Michael  Sova,  512  South  Fifth  Street,  Reading,  Pa. 
Spaide,  John  Leeoy,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  May  21,  1917. 

Died :  United  States  naval  hospital.  League  Island,  Pa.,   September   23, 
1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Helen  Spaide,  55  South  Wyoming  Street,  Hazleton,  Pa. 
Spanglee,  Geokge  Andkew,  seaman,  second  class,-  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  7,  1916. 

Died:  U.  S.  S.  Euntinffton,  December  7,  1917. 

Cause :  Drowned. 

Next  of  kin:  Father,  George  W.  Spangler,  2905  Saunders  Avenue,   San 
Antonio,  Tex. 
SPANGtEE,  BxNBY,  seamau,  second  class.  United  States  Navy. 

Enlisted:  Chicago,  III.,  December  8,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  March  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Stepfather,  Max  R.  Herrman,  280  Fourteenth  Street,  Cedar 
Rapids,  Iowa. 
Spaeks,    James    Alswoeth,    chief   quartermaster    (A),    United    States   Naval 
Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  July  12,  19ia 

Died:  Naval  Training  Camp,  Seattle,  Wash.,  October  30,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  James  Dunn  Sparks,  414  Mariposa  Avenue,   Sierra 
Madre,  Calif. 
Spabough,  Steve  James,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  June  17,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Sparough,  8246  Hlrsch  Street,  Chicago,  lU. 
Spaep.owgbove,  Glenn  Peakson,  electrician,  third  class.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  April  19,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  16,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Garnet  lona  Sparrowgroye,  East  Mason  Block,  Fort 
Dodge,  Iowa. 
Spaulding,  Haeold  Manning,  coxswain.  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  November  12,  1917. 

Died :  Naval  station,  Newport,  R.  I.,  March  30,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Ada  N.  Spaulding,  Union  Village,  Woonsocket,  R.  I. 
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Speaes,  Hubbakd,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C,  May  14,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  191S. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  Robert  Spears,  R.  R.  No.  3,  Bennettsvilie,  S.  C. 
Spence,  Albekt,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Miami,  Fla.,  May  6,  1918. 

Died :  U.  S.  S.  Mercy,  October  5,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother^  Josephine  Nealy,  Coconut  Grove,  Fla. 
Spence,  James  Andrew,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Boston,  Mass.,  May  11,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  17,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mandie  Spence,  Haynesville,  Va. 
Spencee,  Edwabd  Leon,  searnan,  second  class,  United  States  Naval  Reserve 
KoTce. 

Enrolled :  Boston,  Mass.,  February  18,  1918. 

Died  :  Quarantine  Station,  Gallops  Island,  September  26, 1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Wife,  Florence  E.  Spencer,  424  Ashmont  Street,  Boston,  Mass. 
Spencer,  Harry  Edgar,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  June  3, 1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Edgar  F.  Spencer,  Buekner,  Mo. 
Spencer,  Ray  Marcus,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Tacoma,  Wash.,  May  20,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Sarah  Spencer,  E.  F.  D.  No.  4,  box  358,  Tacoma, 
Wash. 
Spicee,  Ray  Reuben,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  July  22,  1918. 

Died :  Camp  Logan,  111.,  October  1, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Henrietta  Spicer,  Viola,  111. 
Spiblman,  Robert  Louis,  engineman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Brooklyn,  N.  Y.,  May  27,  1918. 

Died:  October  10,  1918,  at  his  home. 

Cause:  Typhoid  fever. 

Next  of  kin:   Father,  Henry   Spielman,   125  Elbertson   Street,  Elmhurst, 
Long  Island. 
Spinks,  Ralph  Eugexe,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  12,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  June  17,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Jennie  Spinks,  631  Sixth  Avenue,  North  Troy,  N.  Y. 
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Spitlek,  Eauh  Bdwakd,  landsman  (E),  radio,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  August  8,  1918. 

Died :  Naval  hospital,  NewpoVt,  R.  I.,  SeptembeF  25, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Lloyd  Spitler,  Sycamore,  Ohio. 
Spizzibki,  Anthony,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  April  25,  1918. 

Died :  United  States  naval  hospital.  Great  Lakes,  111.,  Setpember  29, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Brother,  Oreste  Spizzirri,  7537  Dante  Avenue,  Chicago,  111. 
Sponogle,   Bevekly  Charles,   machinist's  mate,   second  class,'  United   States 
Navy. 

Enlisted:  San  Francisco,  Calif.,  November  1,  1917. 

Died:  St.  Luke's  Hospital,  Jacksonville,  Fla.,  October  17,  1918. 

Cause:  Pneumonia,   complicating  influenza. 

Next  of  kin :  Mother,  Laura  May  Sponogle,  41  First  Avenue,  San  Francisco, 
Calif. 
Spoonek,  Cablton  Henky,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Bedford,  Mass.,  April  8,  1917. 

Died:  United  States  naval  hospital,  New  York,  N.  Y.,  September  29,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Jennie  Spooner,  112  Pierce  Street,  New  Bedford, 
Mass. 
Spokkin,  Abkaham  Leonabd,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enrolled:  Philadelphia,  Pa.,  May  15,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  October  31,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Elizabeth  Sporkin,  i308  North  Seventh  Street,  Phila- 
delphia, Pa. 
Speagtje,  F'eayxey  Eabi,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  May  15,  1917. 

Died:  United  States  naval  hospital.  League  Island,  Pa.,  May  31,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Brother,  Marion  Sprague ;  address  unknown. 

Speague,  Gbovee,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Boston,  Mass.,  April  20,  1916. 
Died :  U.  S.  S.  New  Yorlc,  June  13,  1917. 
Cause:  Measles. 
Next  of  kin :  Father,  Amos  O.  Sprague,  267  Columbian  Street,  Weymouth, 

Mass. 
Speague,  Howard  Wili-iam,  machinist's  mate,  first  class.  United  States  Naval 

Reserve  Force. 
Enrolled:  Baltimore,  Md.,  December  11,  1917. 
Died :  United  States  naval  air  station,  Bay  Shore,  L.  I.,  N.  Y.,  November 

5,  1918. 
Cause:  Lobar  pneumonia. 
Next  of  kin :  Wife,  Charlotte  M.  Sprague,  10  Sarella  Street,  Glens  Falls, 

N.   T. 
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Springmeiek,  Walter  Bernard,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Cincinnati,   Ohio,   July  29,   1918. 

Died :  United  States  naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Henry  Springmeier,  975  Windsor  Street,  Ciaclnnatl, 
Ohio. 
Speotjse,  Emmet,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Richmond,  Va.,  October  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  10,  1917. 

Cause:  Lobar  pneumonia. 

Next  of  kfh :  Father,  Alonzo  L.  Sprouse,  Elk  Hill,  Va. 
Sqtocbb,  James  Lee,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  March  27,  1917. 

Died :  S.  S.  Chinoha,  August  14,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Mary  Nora  Squibb,  613  Monroe  Street,  Springfield, 
Mo. 
Squires,  Jesse  Fkanklin,  electrician,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  June  21,  1916. 

Died :  Naval  hospital,  Pensacola,  Fla.,  December  27,  1917. 

Cause:  Nephritis,  acute. 

Next  of  kin :  Brother,  Clarence  W.  Squires,  Jonesville,  Mich. 
Stacey,  Joseph,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted :  Chicago,   111.,   June  14,   1915. 

Died:  Naval  hospital,  Chelsea,  Mass.,  November  10,  1918. 

Cause :  Influenza. 

Next    of   kin :  Mother,    Mary    Stacey,    141   Twenty-first    Avenue,   Melrose 
Park,  111. 
STAGtTN,  Henry  Edward,  landsman  machinist's  mate  (A.),  United  States  Naval 
Reserve  Force. 

Enrolled:  St.  Louis,  Mo.,  July  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Henry  G.  Stagun,  2004  Market  Street,  St.  Louis,  Mo. 
Stahlhbeer,  David  William,  fireman,  third  class,  United  States  Maval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  June  5,  1918. 

Died:  U.  S.  S.  Mercy,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  William  Stahlheber,  Craig,  111. 
Stahlhut,  Ernest  Henry,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  »March  4,  1918. 

Cause :  Diphtheria. 

Next  of  kin :  Father,  William  Stahlhut,  Antwerp,  Ohio. 
Stahlhuth,  William  John,  hospital  apprentice,  second  class.  United  States 
Navy. 

Enlisted:  St.  Louis,  Mo.,  May  18,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  M.  Stahlhuth,  7421  Hazel  Avenue,  Maplewood 
Mo. 
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Stait,  FREDEajicK  John,  yeoman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Brooklyn,  N.  Y.,  May  5,  1917. 

Died :  Atlantic  City  Hospital,  N.  J.,  October  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Brother,  Harold  B.  Stait,  1726  Thalia  Street,  New  Orleans,  La. 
Stallings,  Hekman,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  January  31,  1918. 

Died :  United  States  Naval  Forces,  France,  May  19,  1918. 

Cause:  Drowned. 

Next  of  kin :  Nettle  Stallings,  527  Bank  Street,  Norfolk,  Va. 
Staixings,  Washington  Wyatt,  plumber  and  fitter.  United  States  Navy. 

Enlisted :  New  Bern,  N.  C,  April  6,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  14,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Brother,  D.  H.  Stallings,  52  Metcalf  Street,  New  Bern,  N.  C. 
Stalnakee,  John  Franklin,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Parkeirsburg,  W.  Va.,  October  2,  1918. 

Died:  Post  hospital.  University  of  West  Virginia,  Morgantown,  W.  Va., 
October  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  W.  R.  Stalnaker,  jr.,  West  Virginia. 
Stammeeman,  Andrew  William,  fireman,  third  class.  United  States  Naval  Re- 
serve Force. 

Enrolled:  Louisville,  Ky.,  July  22,  1918. 

Died :  Naval  hospital.  Naval  Base,  Va.,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  Mn :  Mother,  Catherine  Stammerman,  2617  Magazine  Street,  Louis- 
ville, Ky. 
Stamp,  Clair  Richmond,  engineer,  first  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  April  2,  1917. 

Died :  U.  S.  S.  Drayton,  September  16,  1918. 

Cause:  Washed  overboard. 

Next  of  kin :  Mother,  Maude  Stamp,  Mount  Morris,  N.  Y. 
Stanclift,  Hudson  Romane,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  July  12,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  February  28,  1918. 

Cause :  Diphtheria. 

Next  of  kin :  Father,  Hy.  M.  Stanclift,  Alexandria,  Nebr. 
Staiwield,  Foeest  Veen,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Cleveland,  Ohio,  April  2,  1918. 

Died :  Lakeside  Hospital,  Cleveland,  Ohio,  November  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Aucil  M.  Stanfleld,  332  Howard  Street,  Findlay,  Ohio. 
Stance  Richard  Edward,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  December  11,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  John  Stange,  7318  South  Hermitage  Avenue,  Chi- 
cago, 111. 
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Stanley,  John  Bbook,  landsman  electrician  (R),  United  States  Naval  Reserve 
Force. 

Enrolled :  El  Paso,  Tex.,  May  5,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  August  12, 1918. 

Cause:  Broken  neck. 

Next  of  kin :  Brother,  James  P.  Stanley,  caT-e  of  Wilson  &  Co.,  Little  Rock, 
Ark. 
Stanley,  Shikley  Wootson,  seaman,  second  class.  National  Naval  Volunteers. 

Enrolled :  Miami,  Pla.,  April  HO,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Robert  M.  Stanley,  Dacula,  Fla. 
Staples,  Chaeles  Timothy,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York  City,  N.  Y.,  April  10,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Lost  at  sea  when  U.  S.  S.  Cherokee  foundered. 

Next  of  kin :  Sister,  Helen  Wood,  65  Greenwich  Street,  New  York,  N.  Y. 
Staples,  Robeet  Betjce,  electrician,  first  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  February  8,  1917. 

Died :  U.  S.  S.  Susquehanna,  June  30,  1918. 

Cause:  Peritonitis,  acute. 

Next  of  kin :  Mother,  Annie  V.  Staples,  Concord,  Va. 
Staek,  Edwin  Leo,  fireman,  third  class,  United  States  Navy. 

Enlisted :  La  Crosse,  Wis.,  June  5,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Leo  Stark,  Wilton,  Wis. 
Staek,  Haeet  Bael,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  July  24,  1917. 

Died ;  Naval  hospital,  Norfolk,  Va.,  December  3,  1917. 

Cause :  Septicemia. 

Next  of  kin :  Mother,  Rose  Stark,  Stella,  Wash. 
Staek,  Rex  Byeon,  yeoman,  second  class.  United  States  Navy. 

Enlisted :  Great  Lakes,  111.,  January  24,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Maude  Stark,  104  South  Clinton  Street,  Albion,  Mich. 
Staek,  Richakd  Joseph,  quartermaster,  first  class.  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  March  3,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Wife,  Myra  L.  Stark,  105  Fort  Avenue,  Cranston,  R.  I. 
Staer,  Geovee  Cleveland,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Richmond,  Va.,  December  19,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  29,  1918. 

Cause:  Broncho-pneumonia.  > 

Next  of  kin:  Mother,  Julia  Starr,  Amelia,  Va. 
Staeeett,  Haeold  Lesteu,  pharmacist's  mate,  first  class.  United  States  Navy. 

Enlisted  :  New  York,  N.  Y.,  April  28,  1914. 

Died :  Naval  hospital,  Washington,  D.  C,  March  4,  1918. 

Cause :  Gastric  ulcer. 

Next  of  kin :  Father,  Heydon  Starrett,  523  Herkimer  Street,  Brooklyn,  N.  Y. 
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Stabtsman,  Clarence  Joseph,  eugineman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  16,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Katherine  Davis,  2122  O  Street,  Sacramento,  Calif. 
Stasiak,  Peteb,  seaman.  United  States  Navy. 

Enlisted :  Chiqago,  111.,  April  24,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  1, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Stasiak,  1324  West  Thirty-first  Place,  Chicago, 
111. 
Staton,   Jesse  Howakd,   fireman,   third  class.   United   States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  May  28,  1918. 

Died :  U.  S.  S.  Mercy,  October  16,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Wife,  Nellie  M.  Staton,  R.  F.  D.  No.  6,  Lawrence,  Kans. 

Statjtfek,  Chakles  Pekcy,  coxswain.  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  June  30,  1917. 

Died :  U.  S.  S.  Tjisenbang,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Chas.  A.  Stauffer,  5879  San  Pedro  Street,  Los  Angeles, 
Calif. 
Staxtbteb,  Habvet,  water  tender.  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  16,  1915. 

Died :  Army  hospitail,  La  Rochelle,  France,  August  23, 1918. 

Cause :  Acute  diabetes. 

Next  of  kin :  None. 
Steabns,  Will  Waido,  landsman  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  July  19,  1918. 

Died :  Naval  hospital.  Great  Lakes,  III.,  October  5,  1918. 

Cause :  Infiuenza. 

Next  of  kin :  Wife,  Delia  Maywood  Stearns,  Madison,  S.  Dak. 
Stebbins,  Raymond  Waxtee,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  April  28,  1917. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  June  25,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ethel  Stebbins,  Crosby,  N.  Dak. 
Steele,  Dewey  Dey,  seaman,  second  class,  United  States  Navy. 

Enlisted.  Syracuse,  N.  Y.,  May  8,  1917. 

Died :  U.  S.  S.  Solace,  October  23,  1918. 

Cause:  Pneumonia,   lobar.        ! 

Next  of  kin :  Mother,  Hattle  Steele,  R.  F.  D.  No.  17,  Freeville,  N.  Y. 
Steele,  John  Adelbeet,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  June  3,  1918. 

Died:  Naval  Hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Irene  Steele,  Warsaw,  N.  Y. 
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Steele,  Julius  Adelbeet,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  May  18,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  E.  Adelbert  Steele,  1221  Park  Street,  New  Hartford, 
Conn. 
Steele,  William  Edwaed,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Pittsburgh,  Pa.,  June  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  WiUiam  B.  Steele,  New  Alexandria,  Pa. 
Steeley,  Haeet  Hendeeson,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  28,  1917. 

Died:  Naval  Hospital,  Norfolk,  Va.,  January  7,  1918. 

Cause:  Suppurative  pleurisy. 

Next  of  kin :  Father,  Ben  Steeley,  Scottsboro,  Ala. 
Steen,  Wiley  McMuephy,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  August  3,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  November  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Columbis  Hector  Steen,  Pine  Apple,  Fla. 
Steenbekgen,  Lee,  quartermaster,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Dallas,  Tex.,  July  31,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  November  13,  1917. 

Cause :  Tuberculosis. 

Next  of  kin :  Father,  Almanza  Steenbergen,  2315  McKinley  Avenue,  Fort 
Worth  ,Tex. 
Stein,  Philip  Heney,  Jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  10,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  submarine. 

Next  of  kin :  Wife,  Jennie  A.  Stein,  4914  Olive  Street,  Philadelphia,  Pa. 
Stein,  Walter  Lee,  landsman  for  carpenter's  mate   (A),  United  States  Navy. 

Enlisted :  La  Salle,  111.,  December  14,  1917. 

Died :  Receiving  ship,  Washington,  D.  C,  St.  Elizabeths  Hospital  January 
18,  1918. 

Cause:  Dementia  prsecox. 

Next  of  kin :  Father,  Henry  Stein,  Princeton,  111. 
Steinbekgee,  Gail  Hamilton,  fireman,  second  class.  United , States  Navy. 

Enlisted :  Seattle,  Wash.,  April  29,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Jos.  E.  Stelnberger,  Toledo,  Wash. 
Steinee,  Simon,  chief  quartermaster,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  February ,8,  1915. 

Died :  U.  S.  S.  Jacol  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Wife,  Gertrude  Steiner,  70  Maiden  Street,  Bveretts,  Mass. 
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Steinhilbek,  William  Conead,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Des  Jloines,  Iowa,  December  5,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  July  29,  1918. 

Cause:  Burns. 

Next  of  kin :  Mother,  Crona  Steinhilber,  Hartford  City,  Ind. 
Steinkamp,  Edwakd  Fkedeeick,  machinist's  mate,  second  class,  United  States 
Navy. 

Enlisted :  Cincinnati,  Ohio,  December  13,  1917. 

Died :  Naval  Base  Hospital  No.  5,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Edward  Steinkamp,  17  South  Sycamore  Street,  Spring- 
field, Ohio. 

Stem,   Oliver   Clarence,   chief   quartermaster,   United    States   Naval   Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  April  26,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  May  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Nora  Cook  Stem,  437  Main  Street,  Ventura,  Calif. 
Stempel,  Geoege  Raymond,  hospital  apprentice,  second  class.  United  States 
Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  April  29,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mildred  Stempel,  R.,  R.  C.,'  Richmond,  Ind. 
Stemen,  Sanfeed  Aca,  chief  commissary  steward.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  15,  1918. 

Died :  U.  S.  S.  Siboney,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin:   Wife,   Marie  Agnes   Stemen,   2526   South   Carlisle   Street, 
Philadelphia,  Pa. 
Stenebson,  William  Nichols,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  December  3,  :).917. 

Died :  Submarine  base,  New  London,  Conn.,  July  19,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Celina  M.  Stenerson,  Lowell,  Ind. 
Stephens,  Dennis,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  12,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  January  21,  1918. 

Cause:  Anaphylaxis. 

Next  of  kin:  Brother,  Jason  W.  Stephens,  626  Central  Avenue,  Kansas 
City,  Mo. 
Stephens,  Edwin  Eabnest,  seaman,  second  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  September  12,  1917. 

Died :  U.  S.  S.  Theodore  Roosevelt,  June  6,  1918. 

Cause:  Drowned. 

Next  of  kin  :  Father,  Gay  Stephens,  West  Frankford,  111. 
Stephens,  Lee,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  July  26,  1918. 

Died :  Naval  hospital.  Great  I.akes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Sister,  Bessie  Brown,  Gas  City,  Ind. 
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Stephens,  Makion  Bdwabd,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  August  24,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Susie  Stephens,  K.  F.  D.  No.  1,  Eden,  Tex. 
Stephens,  Waiter  James,  landsman  electrician  (G),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  June  13,  1918. 

Died :  Naval  hospital.  League  Island,  Pa.,  October  2,  1918. 

Cause:  Infiuenza. 

Next  of  kin :  Mother,  Susan  Jane  Coom,  No.  5  Market  Square,  Lake  Forest, 
111. 
Stephenson,  John  E.,  seaman,  National  Naval  Volunteers. 

Enrolled :  New  Bedford,  Mass.,  April  10,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  12,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :   Wife,   Catherine   Stephenson,   126   Dartmouth   Street,   New 
Bedford,  Mass. 
Stephenson,  Marvin  Chablbs,  seaman,  second  class.  United  States  Naval  Re- 
service  Force. 

Enrolled :  Kansas  City,  Mo.,  July  12,  1918. 

Died :  Camp  Logan,  111.,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  F.itlier,  Charles  Alexander  Stephenson,  Greensburg,  Kans. 

Stebn,  Moekis  Ipheiam,  chief  storekeeper,- United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  August  6,  1937. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  September  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Ijouis  Stern,  4  Auburn  Street,  Boston,  Mass. 
Steun,  Roy  William,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  August  6,  1917, 

Died :  Naval  hospital,  Norfolk,  Va.,  April  6,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Anna  Stern,  R.  F.  D.  No.  36,  Mlddleport,  N.  Y. 
Sterns,  Kakl  Isaac,  musician,  first  class.  United  States  Navy. 

Enlisted :  Burlington,  Vt.,  June  29,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Annette  Sterns,  Middlebury,  Vt. 
Stebzing,  Edmond,  molder,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  9,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Eugene  Sterzing,  1501  Milton  Avenue,  Des. 
Moines,  Iowa. 

Stevens,  Carl  Adams,  chief  machinist's  mate.  United  States  Navy. 
Enlisted :  Hampton  Roads,  Va.,  April  8,  1915. 
Died:  Naval  hospital,  Norfolk,  Va.,  November  27, 1917. 
Cause:  Pneumonia. 
Next  of  kin :  Wife,  Martha  B.  Stevens,  130  Conduit  Street,  Annapolis,  Md. 


703 

Stevens,  John  Hadley,  Jr.,  nreman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  18,  1918. 

Died :  U.  S.  S.  Leviathan,  October  S,  1918. 

Cause;  Pneumonia. 

Next  of  kin:  Father,  John  Hadley  Stevens,  270  Orange  Street,  Manches- 
ter, N.  H. 
Stevens,  Loxiis  Glanville,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C,  July  11,  1918. 

Died :  Naval  Hospital,  Chelsla,  Mass.,  September  12,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Emma  Florence  Stevens,  Tacoma  Park,  D.  C. 
Stevens,  Wnxis  Albert,  landsman  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled:  Boston,  Mass.,  October  31,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  January  13,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Mother,  Nell  A.  Stevens,  Bedford,  N.  H. 
Stevenson,  Clatid  Edwakd,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  August  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Jennett  Stevenson,  Messner,  R.  F.  D.  No.  2,  Suover, 
Mich. 
Stevenson,  Gobdon,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  July  2,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Frank  Stevenson,  Phillips,  Wis. 
Steward,  James  Habpeb,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  April  28,  1917. 

Died:  Naval  hospital,  Mare  Island,  Calif.,  June  11,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  Steward,  Wolf  Creek,  Oreg. 
Stewaet,  Clabence  Ci-nTOBD,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  July  5,  1918. 

Died :  Fourth  Naval  District,  Philadelphia,  Pa.,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  Idn :  Mother,  Dorothy  Maxfleld,  Kingston,  Petersfield  Post  Office, 
Jamaica. 
Stewaet,  Edwaed  Dabney,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Richmonl,  Va.,  June  4,  1918. 

Died  :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  S.  D.  Stewart,  R.  F,  D.  No.  1,  Madison  Heights,  Va. 
Stewaet,  Feank  Stanton,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Columbia,  S.  C,  June  15,  1918. 

Died :  U.  S.  S.  Montauk,  S.  P.  392,  August  21,  1918. 

Cause :  Missing  after  the  foundering  of  the  vessel. 

Next  of  kin :  Mother,  M.  J.  Stewart,  Simpsonville,  S.  C. 
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Stevvakt,  George  Robeet,  seaman,  second  class,  United  States  Naval  Beserve 
Force. 
Enrolled:  Parkersburg,  W.  Va.,  June  10,  1918. 
Died :  Naval  hospital,  Naval  Base,  Va.,  September  29,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  George  T.  Stewart,  Mason  City,  W.  Va. 
Stewart,  Guy  Raymond,  chief  machinist's  mate.  United  States  Navy. 
Enlisted :  San  Diego,  Calif.,  February  16,  1914. 
Died :  U.  S.  S.  F-1,  'December  17,  1917. 
Cause :  Drowned. 

Next  ot  kin :  Father,  Grant  Stewart,  705  West  Fiftieth  Street,  Los  Angeles, 
Calif. 
Stewart,  John  Ross,  machinist's  mate,  second  class.  United  States  Naval  Re- 
serve Force. 
Enrolled :  Great  Lakes,  111.,  December  11,  1917. 
Died :  Naval  training  station.  Great  Lakes,  111.,  October  4,  1918. 
Cause :  Pneumonia. 

Next   of   kin:  Mother,   Ruth   Wilson    Stewart,    5420   Fulton    Street,    Chi- 
cago, 111. 
Stewart,  Lawrence  William,  landsman  electrician   (R),  United  States  Naval 
Reserve  Force. 
Enrolled :  St.  Louis,  Mo.,  July  16,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin:  Father,  Oscar  M.  Stewart,  211  Hicks  Avenue,  Columbia,  Mo. 
Stewart,  Melvin  Swift,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Portland,  Oreg.,  November  29,  1917. 
Died:  U.  S.  S.Shaw,  October  9,  1918. 
Cause :  Lost  his  life  in  sinking  of  V.  S.  S.  Shaw. 
Next  of  kin :  Brother,  Claude  Stewart,  Walla  Walla,  Wash. 
Stewart,  Oscar  Will,  fireman,  third-class.  United  States  Navy. 
Enlisted :  Houston,  Tex.,  Navy  receiving  station.  May  13,  1916. 
Died :  U.  S.  S.  Pittsburgh,  December  15,  1917. 
Cause :  Fracture  of  the  skull. 

Next  of  kin:  Father,  Will  Stewart,  Round  Rock,  Tex. 
Stewart,  Percy  Lee,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Richmond,  Va.,  May  1,  1917. 
Died :  U.  S.  S.  Pittsburgh,  October  25,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Delia  H.  McGee,  811  North  Twenty-first  Street,  Rich- 
mond, Va. 
Stewart,  Raymond  Leon,  mess  attendant,  first  class,  United  States  Navy. 
Enlisted :  Annapolis,  Md.,  November  17,  1914. 
Died:  Naval  hospital.  Fort  Lyons,  Colo.,  January  10,  1918. 
Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Mother,   Ida   Stewart,   1018   Sixth   and-a-half   Street,   SE., 
Washington,  D.  C. 
Stewart,  Robert  Boyd,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Navy  recruiting  station.  Salt  Lake  City,  Utah,  August  31,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 
Next  of  kin :  Father,  Boyd  Stewart,  Lovell,  Wyo. 
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Rticu,   Francis   Hakvky,   apprentice  seaman,   United    States  Naval   Reserve 

Force. 
Enrolled :  Milwaukee,  Wis.,  July  31,  1918. 
Died :  Naval  liospital,  Great  Lakes,  III.,  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Edw.  Stlch,  Fennimore,  Wis. 
Stick,  Lloyd  John,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Des  Sloines,  Iowa,  November  27,  1917. 
Died:  Naval  hospital,  Philadelphia,  Pa.,  January  8,  1918. 
Cause:  Laryngitis,  acute. 

Next  of  kin :  Mother,  Margaret  S.  Stick,  Star  Route,  Salem,  Mo. 
Sticknet,  William  Wilson,  landsman  electrician.  United  States  Navy. 
Enlisted:  Peoria,  Hi.,  December  14,  1917. 
Died :  Naval  station,  Great  Lakes,  111.,  January  20,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  William  W.  Stickney,  Woodhull,  111. 
STifervATER,  Bernakd  Fidelis,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Allentown,  Pa.,  July  3,  1917. 
Died :  U.  S.  S.  William  Rockefeller,  May  18,  1918. 
Cause:  Drowned. 
Next  of  kin :  Mother,  Ellen  Stlef vater,  1512  Twenty-second  Street,  Everett, 

AVash. 
Shebs,  Wilfobd  Reeve,  seaman,  second  class,   United  States  Naval  Reserve 

Force. 
Enrolled:  Cincinnati,  Ohio,  May  21,  1918. 
Died :  Navy  Base  Hospital  No.  3,  October  31,  1918. 
Cause:  Pneumonia. 
Next  of  kin:  Wife,  Edith  Louis  Stiers,  123  Fayette  Street,  Nelsonville, 

Ohio. 
Stillman,  William  Thomas,  quartermaster,  third  class.  United  States  Naval 

Reserve  Force. 
EnroUed :  Newport,  R.  I.,  April  25,  1918. 
Died :  U.  S.  S.  Frederick  R.  Kellogg,  August  13,  1918. 
Cause ;  Death  due  to  ship  beln^  torpedoed. 

Next  of  kin :  Wife,  Helena  Stillman,  44  Hanover  Street,  Providence,  R.  I. 
Stillson,  Charles  Victor,  seaman,  second  class,  United  States  Naval  Re.serve 

Force. 
Enrolled :  Buffalo,  N.  Y.,  June  13,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111,,  September  26,  1918. 
Cause:  Influenza. 
Next    of    kin:  Mother,    Cynthia    Kitter    Stillson,    203    Emerson    Street, 

Rochester,  N.  Y. 
Stilwell,  Charles  Mason,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Indianapolis,  Ind.,  April  14,  1917. 
Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 
Cause:  Lost  in  collision. 
Next  of  kin :  Father,  Charles  C.  Stilwell,  315  Chestnut  Street,  Rockport, 

Stinchcombe,  Arthur  Leonard,  seaman.  United  States  Navy. 
Enlisted :  Detroit,  Alich.,  December  12,  1917. 
Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  3,  1918. 
Cause:  Diphtheria. 
Next  of  kin :  Father,  Charles  Stinchcombe,  Farwell,  Mich. 

174483—20 45 
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St.  Marie,  Oswald,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  3,  1918. 

Died:  United  States  naval  hospital,  Chelsea,  Mass.,  September  10, 1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Ernest  St.  Marie,  426  St.  Patrick  Street,  Montreal, 
Canada. 
Stocks,  Aiphonse,  machinist's  mate,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  May  20,  1918. 

Died :  Naval  Training  Station,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nole  Stocks,  Republic,  Mich. 
Stockton,  James  Lanus,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Stockton,  Leslie,  Ky. 
Stockwell,  OirvEE  Bebnaed,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Albany,  N.  T.,  December  7,  1917. 

Died :  Naval  station.  New  York,  N.  Y.,  January  30,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Joseph  Stockwell,  R.  F.  D.  No.  3,  Bennington,  Vt. 
Stokek,  Ellsworth  Wilfoed,  chief  machinist's  mate.  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  March  16,  1916. 

Died :  United  States  Naval  Air  Station,  St.  Trojan,  France,  October  19, 1918. 

Cause:  Wounds. 

Next  of  kin:  Father,  Charles  W.  Stoker,  445  Las  Sables  Avenue,  Pasa- 
dena, CaUf. 
Stok3;s,  Edwaed  Anthony,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Pelham  Bay  Park,  N.  Y.,  March  19, 1918. 

Died :  Masonic  Temple  Hospital,  Poughkeepsie,  N.  T.,  October  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Bessie  V.  Stokes,  29  Delafleld  Street,  Poughkeepsie,  N.  Y. 
Stolaeek,  Theodoee,  apprentice  seaman.  United  States  Navy. 

EnUsted :  Chicago,  111.,  April  18,  1917. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  June  12, 1917. 

Cause :  Pleurisy. 

Next  of  kin :  Mother,  Francis  Solarek,  Posen,  HI. 
Stoll,  Chaeles  Rttssell,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Great  Lakes,  111.,  July  14, 1917. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  July  24, 1917. 

Cause :  Scarlet  fever. 

Next  of  kin :  Mother,  Mrs.  Alice  Stoll,  Main  Street,  Warren,  Ohio. 
Stolman,  Jonas  Theadoe,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  San  Francisco,  Calif.,  February  9,  1918. 

Died :  Section  base  headquarters,  Rockland,  Me.,  September  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Laust  Jensen,  Caruthers,  Calif. 
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Stone,  AcQrnixA.E  Dukham,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Louisville,  Ky.,  July  16,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  l£in :  Mother,  Fannie  Stone,  Myers,  Ky. 
Stone,  Ohakijbs  Edwin,  hospital  apprentice,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled:  Richmond,  Va.,  June  24,  1918. 

Died;  United  States  naval  hospital,  Norfolk,  Va.,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Charles  B.  Stone,  1216  Main  Street,  Lynchburg,  Va. 
Stoke,  Ciyde  Lenord,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  June  29,  1918. 

Died:  United  States  Naval  Training  Camp,  San  Diego,  Calif.,  October  4, 
1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mrs.  Sadie  Stone,  Sand  Springs,  Okla. 
Stone,  Enoch,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  May  3,  1918. 

Died:  U.  S.  S.  Agamemnon,  October  3,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Alexander  Stone,  Skiatook,  Okla. 
Stone,  Howabd  David,  fireman,  first  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Syracuse,  N.  Y.,  July  20,  1918. 

Died :  Third  naval  district,  New  York,  September  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Cora  Irene  Stone,  20i  Lansing  Street,  Auburn,  Cayuga 
County,  N.  Y. 
Stoops,  Eknest  Dewet,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Salt  Lake  City,  Utah,  September  7,  1918. 

Died :  United  States  naval  hospital,  Puget  Sound,  Wash.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  Clay  Stoops,  Box  322,  Star,  Idaho. 
Stoeet,  Daniel  Dewey,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  April  24,  1917. 

Died :  U.  S.  S.  Oeorge  Washington,  December  3, 1917. 

Cause:  Fracture  base  of  skull. 

Next  of  kin :  Brother,  Mr.  John  Storey,  Borden  Street,  Fall  River,  Mass. 
Stoket,  William  Aloyslus,  machinist's  mate,  first  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,-  Mrs.  Bridgett  Storey,  141  Smith  Street,  Peekskill, 

N.  Y. 
Stoement,  William  Alexander,  landsman  for  machinist's  mate.  United  States 

Navy. 
Enlisted :  Portland,  Oreg.,  October  27,  1917. 
Died  :  Naval  hospital.  New  York,  N.  Y.,  January  17, 1918. 
Cause:  Abscess  of  thyroid. 
Next  of  kin:  Father,  William  K.  Storment,  Pasco,  Wash. 
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Stough,  DUDT.EY,  Chief  gunner's  mate  (T),  United  States  Navy. 

Enlisted :  Ware  Island,  Calif.,  November  20,  1915. 

Died :  U.  S.  S.  F-1,  December  17,  1917. 

Cause:  Drowned. 

Next  of  kin :  Wife,  Marie  H.  Stough,  332  Ohio  Street,  Vallejo,  CaUt 
Stovall,  Desfoed  Ewino,  quartermaster,  second  class.  United  States  Navy. 

Enlisted :  Rio  de  Janeiro,  Brazil,  June  20,  1917. 

Died :  St.  INIary's  Hospital,  Brooklyn,  N.  Y.,  November  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Emily  Stovall,  5465  Race  Street,  West  Philadelphia,  Pa, 
Stovek,  Alexandek  Plummee,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Brooklyn,  N.  Y.,  July  10,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  February  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Adeline  G.  Stover,  Kearney  Avenue,  North  Arlington, 
N.  J. 
Steange,  William  Oscae,  landsman  electrician   (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  June  25,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Annie  Neel  Strange,  724  Main  Street,  Danville,  Va. 
STEAXT3,  Edwin  J.,  pharmacist,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  May  25,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Meyer  E.  .Straus,  1311  Downing  Street,  Denver  Colo. 
.Steauss,  Chaeles  Feanki-in,  chief  turret  mate.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  November  23,  1917. 

Died:  Red  Cross  General  Hospital,  Philadelphia,  Pa.,  March  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Alma  Strauss,  15  Kinsley  Street,  Baltimore,  Md. 
Steauss,  John  August,  seaman,  second  class,  United   States  Naval  Reserve 

Force. 

Enrolled :  Chicago,  111.,  April  22,  1918. 

Died :  Naval  station,  Great  Lakes.  111.,  May  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  August  Strauss,  2317  Spaulding  Avenue,  North  Chi- 
cago, 111. 
Steawbeidge,  Haeey  Watts,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  December  11,  1917. 

Died :  United  States  naval  hospital.  Great  Lakes,  lU.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Mrs.  Alice  C.  Strawbrldge,  West  Brooklyn,  111. 
Steayee,  Maubice  Kieby,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  December  3,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  18,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Wife,  Lucille  Strayer,  144  Barr  Street,  Lexington,  Ky. 
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Stbeeter,  Haklet  Richard,  hospital  apprentice,  first  class,  United  States  Naval 
Keserve  Force. 
Enrolled:  Puget  Sound,  Wash.,  May  29,  1018. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  9, 1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  Streeter,  Fairhaven,  Vt. 
Stbeff,  Jacob  Joseph,  seaman,   second  class.   United   States  Naval  Reserve 
Force. 
Enrolled :  Milwaukee,  Wis.,  June  21,  1918. 
Died :  Navy  rifle  range,  Camp  Logan,  111.,  September  27,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin:  Wife,  Mrs.  Anna  Streffi,  6GS  Geneva  Street,  Burlington,  Wis. 
Stbegee,  Jacob,  seaman,  second  class.  United  States  Navy. 
Enlisted :  New  York,  N.  T.,  April  30,  1917. 

Died :  United  States  naval  hospital,  Brooklyn,  N.  Y.,  September  8,  1918. 
Cause :  Endocarditis,  chronic. 

Next  of  kin:  Father,  Samuel  Streger,  80  Church  Street,  New  Rochelle, 
N.  T. 
Stkeit,  Chbistian,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  New  Haven,  Conn.,  June  5,  1918. 
Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  4,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Caroline  Streit,  289  Quinnipiac  Avenue,  New  Haven, 
Conn. 
Stbelow,  Aethus  Chakles,  landsman,  electrician   (B),  United  States  Naval 
Reserve  Force. 
Enrolled :  Chicago,  111.,  July  25,  1918. 

Died :  United  States  naval  hospital.  Great  Lakes,  111.,  September  25, 1918. 
Cause:  Influenza. 

Next   of  kin :  Mother,   Henrietta   Amelia    Strelow,   2334   North    Kostnei- 
Avenue,  Chicago,  111. 
Stbemke,  WnxTAM  Heney,  electrician,  first  class  (R),  United  States  Navy. 
Enlisted  :  Chicago,  111.,  July  14,  1917. 

Died:  United  States  naval  hospital.  New  Orleans,  La.,  October  24,  1918. 
■Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Jlrs.  Julia  Stremme,  Gypsum,  Colo. 
Stbepet,  George  Edward,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted:  I^uisvllle,  Ky.,  July  19,  1918. 
Died:  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin  :  Wife,  Lillie  Llnnie  Strepey,  622  Fehr  Avenue,  Louisville,  Ky. 
Stretch,  Harlam  James,  quartermaster,  second  class.  United   States  Naval 
Reserve  Force. 
Enrolled:  Albany,  N.  Y.,  December  14,  1917. 
Died :  Naval  aviation  headquarters,  Paris,  France,  March  18,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  Stretch,  67  Lambert  Street,  Meriden,  Conn. 
8TEIBUNG,  John  William,  oiler.  United  States  Navy. 
Enlisted:  IT.  S.  S.  Cincinnati,  October  26,  1916. 
Died:  U.  S.  S.  Cliaiincey,  November  19,  1917. 
Cause:  Lost  life  when  vessel  was  sunk. 
Next  of  kin :  Father,  John  StriblinK,  Waring,  Tex. 
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Stbicklin,  Ci.akbnce  Evbbage,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Parkersburg,  W.  Va.,  May  1,  1918. 

Died :  U.  S.  S.  New  Mexico,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Mrs.  Treva  Stricklin,  178  Boyliston  Avenue,  Newark, 
Ohio. 
Steohmeyer,  Clitford,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  August  7,  1918. 

Died :  United  States  naval  hospital.  Great  Lakes,  111.,  November  8,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Frederick  Strohmeyer,  525  Kearney  Avenue,  Arling- 
ton, N.  J. 
Strong,  Francis  Olnet,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  July  9,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Elisha  David  Strong,  R.  D.  No.  5,  Ashland,  Ala. 
Strong,  John  Rat,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  July  22,  1918. 

Died :  United  States  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918, 

Cause:  Influenza. 

Next  of  kin :  Father,  Dawson  U.  Strong,  R.  F.  D.  No.  2,  Pocahontas,  Iowa. 
SruAET,  Ben  Chester,  seaman,  second  class,  United  States  Navy. 

Enlisted :  'Dallas,  Tex.,  August  9,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,   Charlie  H.    Stuart,   1905   Mastem    Street,   Corpus 
Christi,  Tex. 
Stuart,  James  William,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Charleston,  S.  C„  April  5,  1917. 

Died :  United  States  naval  hospital,  Norfolk,  Va.,  May  10,  1917. 

Cause :   Lobar  pneumonia. 

Next  of  kin :  Father,  Tom  Stuart,  Marion,  S.  C. 
Stubblefibld,  Llotd  William,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  September  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  28,  1917. 
•  Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Mother,  Eva  Stubblefield,  Toston,  Mont. 
Stuck,  Percy  Clayborne,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  September  9,  1916. 

Died :  Naval  hospital,  New  London,  Conn.,  August  22,  1918. 

Cause :    Burns. 

Next  of  Mn:  Mother,  Sophy  Lutz,  945  East  Raymond  Street,  Indianapolis, 
Ind. 

Studee,  Dennis  Henry,  fireman,  third  class.  United  States  Naval  Reserve  Force. 
Enrolled :  Des  Moines,  Iowa,  August  6,  1918. 
Died:  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 
Cause :   In&uenza. 
Next  of  kin :  Father,  Amandus  Studer,  post-office  box  32,  Westley,  Iowa. 
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Studek,  Eliot  William,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  August  6,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  19,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Fannie  Studer,  45  Burllngame  Avenue,  Detroit,  Mich. 
Studt,  Raymond  Joseph,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Johnstown,  Pa.,  December  4,  1917. 

Died :  At  home  awaiting  orders,  January  24,  1918. 

Cause:  Acute  Bright's  disease. 

Next  of  kin :  Father,  Harry  Elmer  Studt,  150  Sheridan  Street,  Johnstown, 
Pa. 
Stumpf,  Alfeed  Petek,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Washington,  D.  C,  January  4,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  26,  1918. 

Cause :    Pneumonia,   broncho. 

Next  of  kin:  Mother,  Mary  Helen  Stumpf,  1818  Franklin  Street,  Pitts- 
burgh, Pa. 
Sttddith,  Jennings,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Columbia,  S.  C,  June  24,  1918. 

Died :  Missing  from  U.  S.  S.  Montauk,  August  21,  1918. 

Cause :  Missing  after  foundering  of  U.  S.  S.  Montauk. 

Next  of  kin :  Mother,  Alice  Suddith,  11  Hale  Street,  Greenville,  S.  C. 
SXTLLENs,  James  Lyman,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  Portland,  Greg.,  December  10, 1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  30, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Addie  Sullins,  Prairie  City,  Greg. 
Sullivan,  Baley  Chat,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  October  5, 1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  25, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  Couch  Sullivan,  Elk  City,  Okla. 
Sullivan,  James  David,  pharmacist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  May  2, 1917. 

Died :  France,  October  5, 1918. 

Cause :  Wounds. 

Next  of  kin :  Father,  John  Sullivan,  Lonoke,  Ark. 
Sullivan,  Edwaed  Dewet,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  Benton  Harbor,  Mich.,  July  14,  1917. 

Died :  Norwegian  Hospital,  October  20,  1918. 

Cause:  Broncho-pneumonia  and  myocarditis. 

Next  of  kin :  Mother,  Mrs.  B.  C.  Johnson,  Muskegon  Heights,  Mich. 
Sullivan,  Edwabd  Vincent,  coppersmith.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  18, 1917. 

Died :  U.  S.  S.  Manley,  March  19, 1918. 

Cause :  Injuries.  „      n       w  -o- 

Next  of  kin :  Mother,  Ellen  Sullivan,  102  Truxton  Avenue,  Brooklyn,  N.  Y. 
Sullivan,  Frank  Chas.,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  Navy  Receiving  Station,  August  9,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  18,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Father,  James  Sullivan,  160  Division  Street,  Coldwater,  Mich. 
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StTLLivAN,  Frank  Thomas,  firenmn.  first  class,  United  States  Navy. 

Enlisted :  Clilcago,  111.,  July  T,  1017. 

Died :  U.  S.  S.  /.o«  Angeles,  July  25,  1018. 

Cause:  Alcoliolic  poisoning. 

Next  of  kin :  Fatlier,  Edward  Sullivan,  2236  North  Kenneth  Avenue,  Chi- 
cago, 111. 
SrotiivAN,  James  Michael,  landsman  ship  fitter,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Boston,  Mass..  June  28,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  24, 1918. 

Cause:  Influenza. 

Next  of  kin :  Jlother,  Bridget  Sullivnn,  10  Gertrose  Street,  Koxbury,  Mass. 
Suixivan,  James  Michael,  carpenter's  mate  (A),  United  States  Navy. 

Enlisted  :  Sim  Diego,  Calif.,  June  13,  1910. 

Died :  Naval  training  station.  Great  Lakes,  111.,  July  6, 1918. 

Cause:  Cirrhosis  of  liver. 

Next  of  Ivin :  Aunt,  Gertrude  Merrill,  2332  Olive  Street,  St.  Louis,  Mo. 
SlJlxivAN,  Joseph  Chkistophee  Colx'Mbus,  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  April  18,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Margaret  Sullivan,  121  Gage  Street,  Saginaw,  Mich. 
Sttluvan,  Joseph  Walter,  apprentice  seaman.  United  States  Naval  Iteserve 
Force. 

Enrolled :  Meridian,  Miss.,  July  10,  1918. 

Died :  Naval  hospital.  New  Orleans,  La.,  October  14,  1918. 

Cause:  Influenza. 
,     Next  of  kin :  Mother,  Mary  Margaret  Sullivan,  Jlize,  Miss. 
Sullivan,   Matthew   Daniel,   machinist's  mate,   second   class,   United   States 
Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  21,  1917. 

Died :  U.  S.  Subchaser  331,  April  IG,  1918. 

Cause:  Fatal  submersion. 

Next  of  kin:  Father,  Timothy  Sullivan,  1632  Benson  Avenue,  Brooklyn, 
N.  Y. 
SmxivAN,  Wharton  Reese,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  May  28,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  December  24,  1917. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Martha  E.  Sullivan,  Grady,  Ala. 
StTLLiVAN,  William,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  III.,  June  7,  1918. 

Died :  Naval  hospital,  Portsmouth,  Va.,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Jewell  Wooten  Sullivan,  R.  F.  D.  No  8   CarllnvlUe, 
111. 
Sunderland,  Frederick,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  18,  1018. 

Died :  Naval  hospital.  Great  Lakes,  111.,  November  8, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Aunt,  Blanche  White,  R.  F.  D.  Ko.  3,  Eau  Claire,  Wta. 
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SUNDEBLiN,   George  Herbert,   storekeeper,   third  class,   United   States  Nava! 
Keserve  Force. 
Enrolled :  Great  Lakes,  111.,  May  14,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918 
Cause:  Influenza. 

^Mlch*  "'"'  ^''"'"''  °^''^'"  ^'  ^""'^^'■""'  ^^  Hancock  Street,  Hancock, 

STmDQuisT,  GU.STAF  Adolf,  chief  special  mechanic,  United  States  Naval  Reserve 
Force. 
Enrolled :  Cleveland,  Ohio,  May  4,  1918. 

Died :  French  Radio  Construction  Headquarters,  France,  August  25  1918 
Cause:  Drowning. 

Next  of  kin:  AVife,  Matilda  Sundquist,  2321  West  Thirty-eighth  Street. 
Cleveland,  Ohio. 

SUPERNAULT,  George  Thomas,  Seaman,  second  class,  United  States  Naval  Re- 
serve Force. 
Enrolled :  Detroit,  Mich.,  June  3,  1918. 

Died :  Navy  Rifle  Range,  Peekskill,  N.  Y.,  October  15,  1918. 
Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Clara  Supernault,  30  Court  Street,  Lapeer,  Mich. 
SuBATT,  William  Uriah,  seaman,  second  class.  United  States  Navy. 
Enlisteil:  Yorktown,  Va.;  May  7,  1917. 
Died :  U.  S.  S.  Alcedo,  November  5,  1917. 
Cause:  Lost  at  sea,  sinking  of  vessel. 
Next  of  kin :  Mother,  Lula  Witt,  North  Fork,  W.  Va. 
SusANK,  Clyde,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enrolled :  Kansas  City,  Mo.,  July  23,  1918. 
Died  :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influerfea. 

Next  of  kin  :  Father,  Anthony  Susank,  Hoisington,  Kans. 
Susman,  Da\-e,  landsman  machinist's  mate  (A.),  United  States  Naval  Reserve 
Force. 
Enrolled:  .St.  Louis,  Mo.,  July  10,  1918. 
Died :  Naval  hospital.  Great  Lakes,  III.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Gussie  Susman,  5095  Maple  Avenue,  St.  Louis,  Mo. 
SuTCLiFFE,  Haert  HAMMOND,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 
Enrolled :  New  London,  Conn.,  July  20,  1918. 
Died :  Naval  hospital.  Newport,  R.  I.,  October  3, 1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Harry  Sutcliffe,  30  Courtland  Street,  Westerly,  R.  I. 
SuTER,  Richard  William,  fireman,  second  class.  United  States  Navy. 
Enlisted:  Houston,  Tex.,  April  5,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  February  10,  1918. 
Cause:  Septicemia. 

Next  of  kin :  Brother,  Alfred  A.  Suter,  4907  Avenue  R,  Galveston,  Tex. 
Sutherland,  Conrad  Arthur,  ship's  cook,  second  class.  United  States  Naval 
Reserve  Force. 
Enrolled :  51  Chambers  Street,  New  York  City,  N.  T.,  February  14,  1018. 
Died :  Naval  hospital,  New  York,  N.  Y.,  March  12,  1918. 
Cause:  Pnenmoni.n,  lobar. 
Kext  of  kin :  Mother,  Jane  Sutherland,  St  Lucia,  British  West  Indies. 
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Sutton,  Lesteb  Adbmjekt,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  July  15,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mable  Alfreda  Sutton,  Corunna,  Mich. 
SwAFFOED,  Jesse  Tayloe,  seaman,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  April  10,  1917. 

Died :  U.  S.  S.  Von  Steuben,  September  6,  1918. 

Cause:  Washed  overboard. 

Next  of  kin :  Mother,  Mrs.  Sarah  SwafCord,  Lexington,  Tenn. 
Swan,  Heebekt  Aenold,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Milwaukee,  Wis.,  May  16,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  24,  1918. 

Cause:  Ulcer  of  duodenum. 

Next  of  kin :  Father,  Edward  D.  Swan,  1111  Park  Street,  Stoughton,  Wis. 
Swannek,  Hbnet  Cecil,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  December  30,  1914. 

Died:  U.  S.  S.  Mercy,  October  2,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  James  W.   Swanner,  104  North  Fifth  Street,  East 
McCormlck,  Mo. 
SwANsoN,  Heney  Hekman,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Milwaukee,  Wis.,  May  21,  1918. 

Died:  Naval  base  hospital  No.  5,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  A.  Swanson,  Spirit,  Wis.        * 
SwANTON,  Haeold  Richaed,  Seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Buffalo,  N.  Y.,  April  15,  1918. 

Died :  Naval  Training  Station,  Great  Lakes,  111.,  August  4,  1918. 

Cause:  Drowned. 

Next  of  kin:  Mother,  Sarah  A.  Swanton,  181  Sherman  Street,  Rochester, 
N.  Y. 
SwAET,  Heebeet  C,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  December  1,  1917. 

Died :  Receiving  ship  at  New  York,  N.  Y.,  January  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  Swart,  R.  F.  D.  No.  4,  Kingston,  N.  Y. 
SwbAeengen,  Willie  Waveely,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Starkville,  Miss.,  October  1,  1918. 

Died :  New  Orleans,  La.,  October  9, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Jasper  N.  Swearengen,  TlUatoba,  Miss. 
Sweaeingee,  Wiet  Isaac,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.,  June  3,  1918. 

Died:  Naval  hospital,  Portsmouth,  N.  H.,  September  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Robert  S.  Swearinger,  Glasgow,  Mo. 
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SwEATT,  Duke  Bdgae,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Dallas,  Tex.,  May  27,  1916. 
Died:  U.  S.  S.  Comfort,  September  23,  1918. 
Cause :  Influenza. 

Next  of  kin:  Mother,  Bfiie  Lane  Sweatt,  Orlando,  Okla. 
Sweeney,  Axlen,  chief  water  tender.  United  States  Navy. 
Enlisted:  Boston,  Mass.,  June  5,  1916. 
Died :  Naval  hospital,  Chelsea,  Blass.,  March  27,  1918. 
Cause:  Pleurisy,  suppurative. 
Next  of  kin :  Brother,  Edward  Sweeney,  198  Harve  Street,  East  Boston, 

Mass. 
Sweeney,  Cecilia  Agnes,  yeoman,  second  class.  United  States  Naval  Reserve 

Force. 
Enrolled:  New  London,  Conn.,  March  30,  1918. 
Died :  Naval  hospital.  New  London,  Conn.,  October  10,  1918. 
Cause :  Pneumonia. 
Next  of  kin :  Mother,  Mary  Sweeney,  331  Huntington  Street,  New  London, 

Conn. 
Sweeney,  James  Tekeance,  oiler.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  February  29,  1916. 
Died:  U.  S.  S.  Jacoh  Jones,  December  6,  1917. 
Cause:  Killed  in  action. 
Next  of  kin:  Brother,  Thomas  J.  Sweeney,  104  West  Thirty-sixth  Street, 

New  York  City,  N.  Y. 
Sweeney,  Whj-iam  Fbancis,  machinist's  mate,  second  class.  United  States  Navy. 
Enlisted :  Boston,  Mass.,  August  22,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Passenger  on  board  missing  Cyclops. 
Next  of  Idn :  Wife,  Duria  Broeder  Sweeney,  283  Bedford  Street,  Fall  River, 

Mass. 
Sweeney,  William  Lewis,  engineer,  second  class.  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  July  24,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  his  Ufe  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  fired  upon  by 

an  enemy  submarine  ^nd  sunk. 
Next  of  kin :  Father,  Daniel  Sweeney,  Givens,  Ohio. 
Sweeney,  William  Pebkins,  apprentice  seaman,  United  States  Naval  Reserve 

Force. 
Enrolled :  Louisville,  Ky.,  August  5,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Lavina  E.  Sweeney,  Science  HiU,  Ky. 
Sweeting,  Alfred  Alexandee,  mess  attendant,  third  class,  United  States  Naval 

Reserve  Force. 
Enrolled:  New  York,  N.  Y.,  December  14,  1917. 
Died :  U.  S.  S.  President  Lincoln,  May  31,"1918. 

Cause:  Lost  when  vessel  was  sunk.  ^  ^^.  t. 

Next  of  kin:  Wife,  Florence  Sweeting,  145  West  One  hundred  and  thirty- 
sixth  Street,  New  York,  N.  Y. 
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Sweeting,  Caelyle,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  New  York  City,  N.  Y.,  May  15,  1918. 
Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Wife,  Anna  Sweeting,  411  West  Twenty-sixth  Street,  New 
York,  N.  Y. 

Sweeting,  Floyd  Asnou),  fireman,  third  class,  United  States  Naval  Ueserr* 
Force. 

Enrolled :  Buffalo,  N.  Y.,  July  17,  1918. 

Died :  U.  S.  S.  Solace,  October  9,  1918.    Died  on  board  U.  S.  S.  Solace  white 
attached  to  U.  S.  S.  Iowa. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Frank  Arnold  Sweeting,  R.  F.  D.,  Spencerport,  N.  Y. 
SwENsoN,  Haeold  Sigfeid,  carpenter's  mate,  third  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Jlinn.,  December  22,  191C. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  18,  1918. 

Cause:  Valvul:ir  disease,  chronic  cardiac. 

Next  of  kin :  Father,  Peter  J.  Swenson,  2218  Twenty-second  Street,  Superior, 
Wis. 
Swenson,  John  Adolf,  chief  carpenter's  mate.  United  States  Navy. 

Enlisted :  Pensacola,  Fla.,  July  31,  1913. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  24,  1917. 

Cause:  Capsulatus  infection. 

Next  of  kin :  Wife,  Alma  K.  Swenson,  13  Marion  Street,  Boston,  Mass. 
Swenson,  Sherman,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  July  23,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Andrew  Swenson,  Route  No.  1,  Box  34,  Detroit  Har- 
bor, Wis. 
SwiNBUBN,  Geokge  WASHINGTON,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  15,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause:  Missing  from  motor  boat  which  was  returning  with  liberty  party 
to  U.  S.  S.  Salem. 

Next  of  kin:  Mother,  Sallie  Swinburn,  Teague,  Tex. 
Swing,  Erick  Conrad,  carpenter's  mate,  second  class.  United  States  Navy. 

Enlisted:  Salt  Lake  City,  Utah,  June  13,  1917. 

Died :  Marine  liospltal,  Chicago,  111.,  September  29,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  Erick  Swing,  Carlyle,  Mont. 

SwiNNEETON,  David,  coppersmith,  second  class.  United  States  Naval  Reserve 

Force. 
Enrolled :  Boston,  Mass.,  November  17,  1917. 
Died:  Naval  repair  base,  Eastleigh,  England,  October  5,  1918. 
Cause:  Pneumonia. 
Next  of  kin:  Mother,  Jane  Swinnerton,  158  Pleasant  Street,  Cambridge, 

Mass. 
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SwiTAY,  John  Anthony,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  Wilkes-Barre,  I'a.,  July  18,  1918. 
Died  -  Naval  hospital,  Puget  Sound,  Wash.,  October  14,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Yesgash,  717  West  Mulberry  Street,  Shamokln. 
Pa. 
SwrrzER,  Vebnon  Roy,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enrolled :  Milwaukee,  Wis.,  August  5,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  John  W.  Switzer,  R.  F.  D.  No.  1,  Gladwin,  Mich. 
SwovELAND,  Rot  B.,  oiler.  United  States  Naval  Reserve  Force. 
Enrolled :  U.  S.  S.  Cyclops,  May  24,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Motlier,  Nettie  Swoveland,  513  Clifford  Street,  Roanoke,  Va. 
Sydeix,  Cliffokd  Joseph,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled :  Boston,  Mass.,  February  7,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:  Grandmother,  Katherine  Laughly,  21  Maywood  Street,  Rox- 
bury,  Mass. 
Syfket,  Daniel  Websteb,  water  tender.  United  States  Navy. 
Enlisted  :  Atlanta,  Ga.,  October  31,  1917. 
Died:  Hospital,  Gainsville,  Ga.,  while  attached  to  naval  station,  Atlanta, 

Ga.,  October  25,  1918. 
Cause :  Pneumonia  following  Influenza. 

Next  of  kin :  Wife,  Mary  Hamlin  Syfret,  15  Llndsey  Street,  Reidsvllle,  N.  C. 
Sykes,  Henby,  mess  attendant,  third  class,  United  States  Navy. 
Enlisted :  Norfolk,  Va.,  October  23,  1918. 
Died:  Naval  hospital,  Norfolk    (Va.)   naval  operating  base,  November  2, 

1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Cecelia  Sykes,  Aberdeen,  Miss. 
SYLVESTER,  Bbyl  Edwin,  quartermaster,  second  class  (A.),  United  States  Naval 
Reserve  Force. 
Enrolled :  Minneapolis,  Minn.,  November  21,  1917. 
Died :  Naval  air  station,  Pensacola,  Fla.,  June  19,  1918. 
Cause:  Killed  in  seaplane  accident. 
Next  of  kin :  Mother,  Hattie  Sylvester,  Plainview,  Minn. 
SYLVESTER,  LENA   Maky,  yeomau,  third  class,   United   States  Naval  Reserve 

Force. 
Enrolled :  Boston,  Mass.,  May  29,  1918.  „.,  ioiq 

Died :  At  home,  33  Blackstone  Street,  Cambridge,  Mass.,  September  24,  1918. 

Srof^'^n^Mler.  Mary  Pickard.  33  Blackstone  Street,  Cambridge, 

SzbwczTfbank.  Jr..  seaman,  second  class.  United  States  Naval  Reserve  Forc^ 
Enrolled:  I-ittsburgh,  Pa.,  July  20,  1918.  „-.  iqis 

Died:  Naval  hospital,  Great  Lakes,  HI.,  September  25,  1918. 

^Z'o'lf^-l^^^er,  Frank  Szewczyk,  54  Barry  Street.  Pittsburgh,  Pa. 


718 

SzTMANSKi,  Anthony  Andeew,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  November  1,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Frances  Szymanski,  467  Henderson  Street,  Jersey 
City,  N.  J. 
SzTKOwiNSKi,  Benjamin  Anthont,  machlnists's  mate,  first  class.  United  States 
Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  April  4,  1918. 

Died :  On  leave  from  naval  air  station.  Cape  May,  N.  J.,  November  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Justina  Bartkowski  Szyrowinski,  496  Carber  Street, 
Plymouth,  Pa. 
Taber,  Roe  Blmee,  electrician,  second  class  (R.),  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  10,  1914. 

Died :  U.  S.  S.  Glacier,  August  22,  1917. 

Cause :  Visceral  sarcoma. 

Next  of  kin :  Mother,  Mrs.  Minnie  A.  Taber,  Billings,  Mont. 
Taddeo,  James,  engineman,  first  class.  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  January  4,  1912;  enlistment  extended^ to  Janu- 
ary 3,  1920. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  14,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Michele  Taddeo,  One  hundred  and  sixteenth  Street, 
Cleveland,  Ohio. 
Taggaet,  Haeet,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  5,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Mrs.  S.  A.  Taggart,  Hamlin,  Tex. 
Taiaska,  Waltee  Patji,,  chief  quartermaster.  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  October  22,  1917. 

Died :  Naval  air  station.  Bay  Shore,  Long  Island,  September  2,  1918. 

Cause :  Fall  from  seaplane. 

Next  of  kin :  Mother,  TeofiUe  Talaska,  63  Weddale  Way,  Rochester,  N.  Y. 
Talks,  Chaeles  Parkinson,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C,  June  19,  1918. 

Died:  Naval  hospital,  Washington,  D.  C.,  September  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Isabelle  Louise  Talks,  1309  Park  Road,  Washington,  D.  C. 
Tailman,  Batheen  Aixen,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  7,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Charles  Tallman,  2012  Caspian  Avenue,  Atlantic  City, 
N.  J. 
Tamillo,  Edmund  Loms,  coxswain.  United  States  Navy. 

Enlisted :  Chicago,  111.,  August  25,  1916. 

Died :  U.  S.  S.  Michigan,  October  30, 1917. 

Cause:  Exhaustion  from  overexposure. 

Next  of  kin:  Mother,  Bessie  Tamillo,  3109  North  Central  Park  Avenue, 
Chicago,  111. 
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Tanchx,  John  William,  yeoman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  April  20, 1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Aunt,  B.  F.  Peck,  48  Lewis  Place,  St.  Louis,  Mo. 
Tandy,  John  Abran,  Jr.,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  NevF  York,  N.  Y.,  May  13,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  17, 1918. 

Cause :  Broncho-pneumonia. 

Nest  of  kin :  Father,  John  A.  Tandy,  390A  Ninth  Street,  Brooklyn,  N.  Y. 
Tanner,  Cleve  Marshall,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

BnroUed :  Detroit,  Mich.,  May  14,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Roda  Lewis  Tanner,  Fowlerville,  Mich. 
Tanner,  Horace  Rudolph,  hospital  apprentice,  first  class.  United  States  Navy. 

EnUsted :  Salt  Lake  City,  Utah,  May  5,  1917. 

Died:  U.  S.  S.  Mercy,  May  26,  1918. 

Cause:  Accidental  drowning. 

Next  of  kin :  Father,  Horace  Greely  Tanner,  R.  F.  D.  3,  Box  36,  Murray, 
Wis. 
Taekenton,  Eeic  Lee,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Norfolk,  Va.,  June  14,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Bessie  S.  Tarkenton,  Woodard,  N.  O. 
Tabr,  Charlet  Atjdbin,  seaman,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  June  13,  1917. 

Died :  S.  S.  Florence  H.,  April  17,  1918. 

Cause:  Explosion  on  board  ship. 

Next  of  kin  :  Brother,  Roy  Tarr,  1021  South  Harrison  Street,  Sedalia,  Mo. 
Taeb,  Dtjdlet  Simpers,  seaman,  second  class.  United   States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  April  26,  1918. 

Diedi  Naval  proving  grounds,  Indianhead,  Md.,  September  27,  1918. 

Cause:  Lost  overboard  from  tug. 

Next  of  kin:  Father,  R.  Simpers  Tarr,  821  North  Calhoun  Street,  Balti- 
more, Md. 
Tarr,  Philip  West,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  May  14,  1917. 

Died :  U.  S.  A.  C.  T.  Tieonderoga,  September  30,  1918. 

Cause:  Lost  life  when  the  U.  S.  A.  C.  T.  Tieonderoga  was  fired  upon  by 
enemy  submarine  and  sunk. 

Next  of  kin:  Mother,  Mrs.   Emma  Tarr,   1004  Leahy   Street,  Muskegon 
Heights,  Mich. 
Tate,  John  Cleveland,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  December  11,  1917. 

Died:  Naval  hospital  No.  5,  Brest,  France,  October  5,  1918. 

Cause:  Broncho-pneumonia.  „      „. 

Next  of  kin:  Sister,  Mrs.  G.  L.  McCord,  R.  F  D.  No.  1,  Box  No.  74, 

Titus,  Ala. 
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Tate,  La  whence  Melzar,  fireman,  third  class,  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  September  14,  1917. 
Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Died  when  vessel  was  toi-pedoed  by  enemy  submarine. 
Next  of  kin :  Mother,  Helen  Keller,  864  Tenth  Avenue,  St.  Petersburg,  Fla. 
Tatge,  George  Conrad,  fireman,  first  class.  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  Way  G,  1915. 
Died :  U.  S.  S.  Ericson,  May  1,  1917. 
Cause:  Dilatation  of  stomach,  acute. 

Next  of  kin :  Mother,  Amelia  Berkelman,  4453  Carroll  Avenue,  Chicago,  111. 
Tatten,  Richard  F.,  plumber  and  fitter,  United  States  Naval  Reserve  Force. 
Enrolled:  Boston,  Mass.,  June  28,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  February  24,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  E.  Tatten,  4  Mill  Street,  Charlestown,  Mass. 
Tatulinski,  Charles  Joe,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Cleveland,  Ohio,  April  25,  1917. 
Died:  Naval  air  station,  Dunkirk,  France,  July  10,  1918. 
Cause:  Was  member  of  the  crew  of  motor  launch  which  went  to  the  assist- 
ance of  French  destroyer,  fired  on  by  German  shore  batteries,  sinking 
vessel. 
Next  of  kin:  Father,  John  Tatulinski,  6215  FuUerton  Avenue,  Cleveland, 
Ohio. 
Tatctm,  Charles  Nathaniel,  fireman,  first  class.  United  States  Navy. 
Enlisted :  Nashville,  Tenn.,  May  1,  1917. 
Died :  U.  S.  S.  America,  October  15,  1918. 
Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin:  Father,  William  Tatum,  R.  R.  No.  8,  Cleveland,  Tena 
Tauch,  Adolph,  electrician,  first  class.  United  States  Navy. 
Enlisted :  Houston,  Tex.,  May  23,  1916. 
Died:  United  States  Army  hospital,  Marseille,  France,  attached  to  U.  S. 

A.  C.  T.  Floridian,  October  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Charles  Tauch,  Flatonia,  Tex. 
Taylor,  Albert  Lyman,  ship's  fitter,  third  class.  United  States  Naval  Reserve 
Force. 
Enrolled :  New  Haven,  Conn.,  April  9,  1918. 

Died :  Naval  hospital.  New  York,  N.  Y.,  September  23,  1918.  . 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ida  Sturgeon,  Forrestville,  Conn. 
Taylor,   Barton    Adams,    apprentice   seaman,    United    States   Naval    Reserve 
Force. 
Enrolled:  New  York  City,  August  20,  1918. 
Died:  Great  Lakes,  111.,  naval  training  station,  October  3,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Fred  Morris  Taylor,  162  Montgomery  Street,  New- 
burgh,  N.  Y. 
Taylor,  Calvin,  mess  attendant,  third  class.  United  States  Naval  Reserve  Force. 
Enrolled :  Philadelphia,  Pa.,  June  6,  1918. 
Died :  Naval  hospital.  Cape  May,  N.  J.,  September  27,  1918. 
Cause :  Influenza. 
Next  of  kin :  Wife,  Alice  May  Taylor,  1206  Poplar  Street,  Philadelphia,  Pa. 
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Tayloe,  Hakvet  John,  quartermaster,  second  dass  (A),  United  States  Naval 

Reserve  Force. 
Enrolled:  New  Haven,  Conn.,  May  13,  1917. 

Died:  At  home,  41  Buckingham  Street,  Hartford,  Conn.,  October  21,  1918, 
Cause :  Broncho-pneumonia. 
Next  of  kin:  Mother,  Mrs.  Nonle  NlhlU  Taylor,  41  Buckingham  Street, 

Hartford,  Conn. 

Taylok,  Howabd  Aujekt,  fireman,  second  class.  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  June  8,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  missing  Cyclops. 

Next  of  kin:  Mother,  Virginia  Taylor,  711  Richmond  Avenue,  Memphis, 
Tenn. 

Taylok,  Hubekt  Claeence,  hospital  apprentice,   second  class.  United  States 
Naval  Reserve  Force. 

Enrolled:  Kansas  City,  Mo.,  May  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Harry  C.  Taylor,  Ness  City,  Kans. 
Tayxoe,  ISHiiAEL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  March  29,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  11,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  NeUie  Potter,  R.  F.  D.  No.  1,  box  42,  Newport,  N.  O, 
Tati-or,  John,  apprentice  seaman,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  August  7,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  September  20,  1918. 

Cause :  Died  of  disease. 

Next  of  kin :  Motlier,  Mary  Jane  Taylor,  Warner  Springs,  Calif. 
Taylob,  Mekeill  Joseph,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Portland,  Me.,  June  28,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  2G,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kiu :  Wife,  Marcia  Taylor,  Seal  Harbor,  Me. 
Taylor,  Robebt  Akthue,  electrician,  first  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  January  11,  1911. 

Died :  U.  S.  sub  chaser  i,  April  23,  1918. 

Cause:  Fractured  vertebrae. 

Next  of  kin :  Brother,  James  Taj'lor,  Pittsburg,  Okla. 
Tayxoe.  Rodekick  Pebky,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled :  Jacksonville,  Fla.,  September  6,  1917. 

Died :  S.  S.  Licnster,  October  10,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Sarah  Taylor,  511  Broadway,  Orlando,  Fla. 
Taylok,  Samuel  Randall,  chief  boatswain's  mate.  United  States  Na^•y. 

Enlisted :  New  York,  N.  Y.,  May  12,  1915. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  fired  on  by  enemy 
submarine  and  sunk 

Next  of  kin  :  Father,  Clifford  I.  Taylor,  Aliens  Level,  Va. 
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Tayi«e, .Thomas  Wilet,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  April  30,  1917. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  June  15,  1918. 

Cause :  Fatal  submersion ;  drowning. 

Next  of  kin :  Father,  Benjamin  Franklin  Taylor,  1101  Cotton  Avenue,  Bir- 
mingham, Ala. 
Ta-xxok,  WixBUB  Eael,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  April  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  6, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Oliver  D.  Taylor,  Harrisville,  W.  Va. 
Tayxoe,  WnxiAM  Paot,,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Newbern,  N.  C,  July  23, 1918. 

Died :  Naval  hospital.  Naval  Base,  Va.,  October  8, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Henrietta  Taylor,  R.  F.  D.  No.  1,  Jacksonville,  N.  C. 
Teagtie,  Cltston  DeMoss,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  18,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  11, 1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Maurice  B.  Teague,  600  West  One  hundred  and  fif- 
teenth Street,  New  York,  N.  Y. 
Teaee,  John  Laweence,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  June  2,  1918. 

Died ;  First  naval  district,  Boston,  Mass.,  September  11,  1918. 

Cause :  Influenza  and  lobar  pneumonia. 

Next  of  kin:  Mother,  Grace  Cable  Teare,  715  Bast  Broadway  Street,  Mou- 
mouth.  111. 
Tegeder,  Walter  Scott,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  June  1,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  John  F.  Tegeder,  2908  Orleans  Street,  Baltimore  Md, 
Teistleb,  Louis  Eenest,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  May  7,  1917. 

Died :  Navy  recruiting  station,  New  York,  N.  Y.,  October  28, 1918. 

Cause:  Heart  failure. 

Next  of  kin :  Father,  Bmmett  Teistler,  R.  R.  No.  1,  Belmont,  Mich. 
Temme,  Haeold,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  May  8,  1917. 

Died :  Naval  hospital,  Gibraltar,  while  attached  to  U.  S.  S.  Wadena,  October 
28,  1918. 
'  Cause :  Lobar  pneumonia. 

Next  of  kin :  Father, -Arthur  Temme,  2240  Church  Avenue,  Brooklyn,  N.  Y. 
Tenley,  Eugene  Hodge,  hospital  apprentice,  first  class.  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  May  29,  1918. 

Died :  In  action  with  medical  detachment,  Fifth  Marines,  October  6,  1918. 

Cause :  Killed  in  action. 

Next  of  kin :  Father,  Samuel  W.  Tenley,  Wilcox,  Ariz. 
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Tennet,  Glenn  Irving,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  Salt  Late  City,  Utah,  October  19,  1918. 

Died :  Fort  Douglas  Army  Hospital,  Salt  Lake  City,  Utah,  October  31,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ida  Elizabeth  Tenney,  1373  Twenty-fourth  Street,  Des 
Moines,  Iowa. 

Tennet,  Lawkbnce  Victob,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  April  10,  1917. 

Died :  Ancon  Hospital,  Canal  Zone,  May  25,  1917. 

Cause:  Died  from  disease. 

Nest  of  kin :  Mother,  Ada  Tenney,  762  East  Ninth  Street,  Los  Angeles,  Calif. 
Tennant,  Francis  Alotsius,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  "Washington,  D.  C,  March  26,  1918. 

Died :  At  home,  2103  M  Street  NW.,  Washington,  D.  C,  October  5, 1918. 

Cause :  Influenza. 

Next  of  Idn :  Mother,  Anna  Tennant,  2103  M  Street  NW.,  Washington,  D.  C. 

Tekku-dsen,  Oswald  Jagek,  yeoman,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  27,  1914. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin :  Uncle,  Conrad  Terkildsen,  396  Seventh  Avenue,  Brooklyn,  N.  Y. 
Terrell,  Daniel,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  17,  1917. 

Died :  U.  S.  S.  Mt.  Vernon,  September  5,  1918. 

Cause :  Killed  in  battle  with  enemy  submarine. 

Next  of  kin :  Mother,  Margaret  Terrell,  3314  Locust  Street,  Locust,  Mo. 
Teebill,  George  Leonlal,  boatswain's  mate,  first  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  7,  1916. 

Died:  United  States  submarine  base.  New  London,  Conn.,  July  28,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Pauline  Terrill,  Higbee,  Md. 
Terry,  Eakl  Shore,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  June  28,  1918. 

Died:  Naval  training  camp,  Mare  Island,  Calif.,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  Shore  Terry,  307  North  Central  Avenue,  Glen- 
dale,  Calif. 
Tebrt,  Flotd  Thorn,  hospital  apprentice,  second  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  W.  H.  Terry,  Grand  Saline,  Tex. 
Tekwilligee,  Jerome,  seaman,  second  class.  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  January  2,  1917. 

Died :  U.  S.  S.  Arethusa,  Royal  Naval  Hospital,  Ireland  Island,  Bermuda, 
April  26,  1918. 

Cause:  Diphtheria. 

Next  of  kin:  Guardian,  Effle  Quick,  Kyseriki,  N.  Y. 
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Tekwilliger,  Witxis  Mabee,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  10,  1917. 

Died :  Naval  Hospital,  Newport,  R.  I.,  June  23,  1917. 

Cause :  Pleurisy. 

Next    of    kin:    Father,    William    Terwilliger,    463    Church    Street,    New 
Britain,  Conn. 
Tessein,  .Tohn,  chief  electrician  -(R).  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  27,  1915. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  October  22,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  Albert  Tessein,  1702  Dupont  Street,  Wilmington,  DeL 
Tetu,  Amos,  machinist's  mate,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  March  29,  1918. 

Died :  U.  S.  S.  Leonidas,  August  IG,  1918. 

Cause :  Result  of  injuries  received  on  board. 

Nest  of  kin :  Mother,  Mary  Jane  Tetu,  213  Montauk  Avenue,  New  London, 
Conn. 
Thackek,  Ibvin  William,  boilermaker.  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  April  11,  1916. 

Died:  St.  Elizabeths  Hospital,  Washington,  D.  C,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Jennie  Belle  Thacker,  Bremerton,  Wash. 
Thallek,  Joe  Geoege,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Peoria,  111.,  July  20,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  Thaller,  Tremont,  111. 
Thames,  Henet  Ras,  quartermaster,  first  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Orleans,  La.,  April  1,  1918. 

Died :  Navy  Yard,  Mare  Island,  Calif.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Addie  Elizabeth  Thames,  Hammond,  La. 
Thatcher,   Allen   Shakp,  apprentice  seaman.  United   States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  November  30,  1917. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  J.  Thatcher,  527  Riverside  Drive,  South  Bend, 
Ind. 
Thetfokd,  Eb,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  May  4,  1917. 

Died :  Naval  hospital.  Mare  Island,  Calif.,  July  11,  1917. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  Joseph  P.  Thetford,  Balsora,  Tex. 

Thibedeau,  Joseph  Maeius,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled ;  Boston,  Mass.,  July  22,  1918. 
Died :  Naval  hospital,  Naval  Base,  Va.,  October  7,  1018. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Monday  Thibedeau,  739  Moody  Street,  Lowell,  Mass. 
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Thibekt,  Adolph  James,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  June  2C,  1017. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  when  U.  S.  S.  Lakemoor  was  torpedoed. 

Next  of  kin :  Mother,  Mary  C.  Thibert,  St.  John,  N.  Dak. 
Thiede,  Richard  Edwakd  Augus,  seaman,  second  class.  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  March  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  9,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  August  Thiede,  R.  F.  D.  No.  1,  New  Hartford,  Conn. 
Thoeij;,  Chakles  Henry,  yeoman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  June  20,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  Mussman  Thoele,  112   South  Third   Street, 
Efiingham,  111. 
Thoma,  Cael  Robert,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  December  12,  1017. 

Died :  Naval  station,  Great  Lakes,  111.,  April  1,  1918. 

Cause :  Acute  endocarditis. 

Next  of  kin :  Father,  Lawrence  Thomas,  2208  Orchard  Street,  Chicago,  111. 
Thoma,  John  Phillip,  landsman  for  machinist's  mate  (A),  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Thomas,  2330  South  Sixtieth  Court,  Cicero,  111. 
Thomas,  Abeom  Washington,  cabin  steward.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  September  20,  1915. 

Died  :  Naval  hospital,  Fort  Lyons,  Colo.,  February  20,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Sister,  Netta  Hill,  address  unknown. 
Thomas,  Barney  Lee,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  June  20,  1918. 

Died  :  Naval  hospital.  Chelsea,  Mass.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ella  T.  Bender,  279,  Hardee  Street,  Edgewood,  Ga. 
Thomas,  Elmek  Ellsworth,  seaman.  United  States  Naval  Reserve  Force. 

Enrolled:  Rockland,  Me.,  January  8,  1918. 

Died  :  First  naval  district,  Boston,  Mass.,  September  14,  1918. 

Cause:  Accidental  drowning. 

Next  of  kin  :  Father,  James  B.  Thomas,  Isle  au  Haut,  Me. 
Thomas,  Frank  Wood,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Salt  Lake  City,  Utah,  January  29,  1918. 

Died:  U.  S.  S.  Comfort,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  J.  M.  Thomas,  808  Utah  Savings  &  Trust  Buddmg, 
Salt  Lake  City,  Utah. 
Thomas,  Fraziee  Oran,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  July  12,  1917. 

Died :  U.  S.  S.  San  Diego,  July  19, 1918. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Lockard  A.  Thomas,  Charleston,  W.  Va. 
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Thomas,  Haeold  Aenold,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  March  20,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  1,  1918. 

Cause :  Pneumonia,  lohar. 

Next  of  kin:  Father,  Samuel  B.  Thomas,  220  Granite  Street,  Manchester, 
N.  H. 
Thomas,  Jacob  Mtbon,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Scranton,  Pa.,  May  13,  1918. 

Died :  U.  S.  S.  Rochester,  September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Hanna  M.  Thomas,  R.  F.  D.  No.  5,  Danville,  Pa. 
Thomas,  James  McGabvey,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  May  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Orah  Thomas,  Bybee,  Ky. 
Thomas,  Louis  Timothy,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  July  30,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  28,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Rose  Thomas,  Harrison,  Ohio. 
Thomas,  Maetin  Snowden,  commissary  steward,  United  States  Naval  Reserve 
Force. 

Enrolled :  Annapolis,  Md.,  December  15,  1917. 

Died:  Naval  station,  Annapolis,  Md.,  February  5,  1918i 

Cause:  Killed  in  accident. 

Next  of  kin :  Wife,  Irene  Thomas,  170  First  Street,  Eastport,  Md. 
Thomas,  Tom  Leland,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Agricultural  and  Mechanical  College,  Miss.,  October  1,  1918. 

Died :  S.  A.  T.  C.  naval  unit.  Agricultural  and  Mechanical  College,  October 
7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Carson  E.  Thomas,  Vaiden,  Miss. 
Thompson,  Andkew,  boatswain's  mate,  first  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  April  18,  1917. 

Died :  St.  Luke's  Hospital,  New  York,  N.  Y.,  December  13,  1917. 

Cause:  Tumor. 

Next  of  kin:  Wife,  Mrs.  Gyda  Thompson,  520  West  One  hundred   and 
fifty-sixth  Street,  New  York. 
Thompson,  Benjamin  Franklin,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Kansas  City,  Mo.,  August  9,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  November  9,  1918. 

Cause:  Shock. 

Next  of  kin :  Mother,  Mary  Etta  Rally,  1326  Cherry  Street,  Kansas  City,  Mo. 
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Thompson,  Edwin  Olandeb,  landsman  for  quartermaster  (A),  United  States 
Navy. 

Enlisted :  Portland,  Oreg.,  November  25,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  March  5,  1918. 

Cause:  Measles  (pleurisy,  suppurative). 

Next  of  kin :  Sister,  Alpha  Thompson,  Toledo,  Oreg. 
Thompson,  Eknest  Dakold,  baker,  first  class.  United  States  Navy. 

Enlisted:  Hartford,  Conn.,  June  1,  1917. 

Died:  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  U.  S.  A.  C.  T.  Ticonderoffa  was  sunk. 

Next   of  kin:  Mother,  Mrs.   Georgianna  Thompson,  15  Pearl  Street,  St. 
Johnsbury,  Vt. 
Thompson,   Fbancis  Wtt.t.tam,  landsman  for  machinist's  mate    (A),  United 
States  Naval  Reserve  Force. 

Enlisted:  BufCalo,  N.  Y.,  May  27,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  24,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  Thompson,  Wyoming,  N.  T. 
Thompson,  George  Pakkeb,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  July  19,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  S.  W.  Thompson,  Sago,  Va. 
Thompson,  Haekt,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled:  Des  Moines,  Iowa,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Eva  Thompson,  Riverside,  Iowa. 
Thompson,  Haekt  Gobdon,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  November  27,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  February  8,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Roy  Thompson,  Dana,  Ind. 
Thompson,  Lloyd,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  July  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  John  Calvin  Thompson,  R.  R.  No.  L,  Milltown,  Ind. 
Thompson,  Loeen  Hbnet,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  April  17,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next   of  kin:  Wife,   Mary  Louise  Thompson,  400   South   Second   Street, 
Odessa,  Mo. 
Thompson,  Nobman  Knox,  yeoman,  flrst  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  New  York,  N.  Y.,  March  21,  1918. 

Died:  343  West  Twenty-third  Street,  New  York  City,  N.  Y.,  October  18, 

1918. 
Cause :  Broncho-pneumonia. 
Next   of   kin:  Wife,   Edith   Howard   Thompson,   343   West   Twenty-third 

Street,  New  York,  N.  Y. 
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Thompson,  Oein  Albert,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Fulton,  N.  Y.,  July  12,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  30, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  Uln:  Mother,  Mrs.  Addle  M.  Thompson,  North  Rose,  N.  Y. 
Thompson,  Roy  Linckon,  fireman,  first  class,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  December  14,  1917. 

Died :    Naval  hospital,  Philadelphia,  Pa.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Agnes  Thompson,  112  South  Second  Avenue.  Phoenix, 
Ariz. 

Thompson,  Walter  Michael,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  November  20,  1917. 
Died :  Naval  air  station,  Queenstown,  Ireland,  September  2,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Thomas  Thompson,  3093  Villa  Avenue,  New  York, 
N.  Y. 

Thomson,  Ermine  Conrad,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Richmond,  Va.,  February  IS,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of  kin:  Brother,   Leon  Thomson,   111   Washington   Street,  Peters- 
burg, Va. 
Thorn,  George  Henry,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  July  23,  1917. 

Died :  U.  S.  S.  Lalcemoor,  April  11,  1918. 

Cause :  Died  when  U.  S.  S.  Lakemoor  was  torpedoed. 

Next  of  kin:  Father,  William  Albert  Thorn,  2344  Wilkins  Avenue,  Balti- 
more, Md. 
Thornlby,  George  H.,  seaman,  second  class.  National  Naval  Volunteers. 

Enrolled :  Fall  River,  Mass.,  March  28,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  January  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rose  Thornley,  127  Grant  Street,  Fall  River,  Mass. 
Thornton,  John  Rice,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Little  Rock,  Ark.,  June  28,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  J.  B.  Thornton,  Snow  Lake,  Ark. 
Thorpe,  Robert  Alton,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  August  13,  1917. 

Died :  U.  S.  S.  Wahash,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Minnie  Thorpe,  1025  Warren  Street,  Utica,  N.  Y. 
Thrash,  Lbavy  B.,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Meridian,  Miss.,  July  15,  1918. 

Died:  Naval  hospital,  New  Orleans,  La.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  E.  Thrash,  Lawrence,  Miss.,  R.  F.  D.  No.  2. 
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THKASHER,  Henry  Edward,  quartermaster,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  8,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Nest  of  kin :  Father,  Sylvester  Thrasher,  Butler  Avenue,  MlUviUe,  N.  J. 
Thrift,  Lula  JIay,  landsman  for  yeoman   (F),  United  States  Naval  Reserve 
Force. 

Enrolled:  AVashington,  D.  C,  May  10,  1918. 

Died:  Georgetown   University  Hospital,  Washington,   D.   0.,   October  10, 
1918. 

Cause :  Pneumonia. 

Next  of  Ijin:  Husband,  Leonard  Elgin  Thrift,  303  Cavendisi  Apartments, 
Sixteenth  and  Columbia  Road,  Washington,  D.  C. 
Thrift,  Powell  Elliotte,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  April  IC,  1917. 

Died :  U.  S.  S.  yeratia,  October  26,  1918. 

Cause :  Pneumonia,  lobar. 

Xext  of  kin :  Mother,  Alict-  Virginia  Thrift,  Sll  Fourth  Stivet,  Portsmouth, 
Va. 
Throop.    C^ri.    Hiriam,    fireman,    third    class.    United    States    Naval    Reserve 
Force. 

Enrolled:  Indianapolis,  Ind.,  August  1,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Rilla  Kellogg  Throop,  R.  R.  1,  Ray,  Ind. 
Thtkick,   Joseph  Edwai-.d.   apprentice  .seaman,   United   States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  June  27,  1918. 

Died:  Naval  hospital.  Cape  :\fay,  N.  J.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Mary  Thurick,  59  Delaware  Avenue,  Pennsgrove,  N.  J, 
THn;sroN,  Joe  Pete,  hospital  .apprentice,  first  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  25,  1917. 

Died :  U.  S.  S.  President  Lincoln,  March  5,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  JIaynie  Thurston,  Thomaston,  Ga. 
TiANo,  Luke,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  April  19,  1918. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Tiano,  2074  Arthur  Avenue,  Bronx,  N.  T. 
TiDnALL,  Charles  Brown  hill,  seaman.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  14,  1917. 

Died :  U.  S.  S.  Princess  Matoika,  died  at  St.  Nazaire,  France,  October  7, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Fatlier,  Charles  Martin  Tldball,  Fayetteville,  Ark. 
TiGHE,  John  Lawrence,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  T.,  June  8,  1917. 

Died :  Naval  station,  Key  West,  Fla.,  March  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Anna  Tlghe,  74  Flnley  Place,  Newark,  N.  J. 
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TiLDEN,  Mabttn  Appleton,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Burlington,  Vt.,  June  21,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  September  24,  1918. 

Cause :   Broncho-pneumonia. 

Next  of  kin:  Wife,  Cora  C.  Tilden,  East  Thetford  Vt. 
TiLTON,  AusEET  MoETON,  Seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Louisville,  Ky.,  June  14,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  A.  Tilton,  R.  F.  D.  1,  Winchester,  Ky. 
TiMBBaiLAKE,   Edwabd  Geaham,   Seaman,   second  class.   United   States  Naval 
Reserve  Force. 

Enrolled:  Richmond,  Va.,  June  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  May  Timberlake,  R.  F.  D.  1,  A,  Af ton  Va. 
TiMLEN,  William  ECenet,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Nevcark,  N.  J.,  June  17,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Bridget  Timlen,  183  Halladay  Street,  Jersey  City, 
N.  J. 
TiMM,  RuFus  Eenst,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  San  Francisco,  Calif.,  March  22,  1918. 

Died:  Naval  hospital,  Nevir  London,  Conn.,  September  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:   Mother,   Elizabeth  Timm,   1419  Magnolia   Street,   Oakland, 
Calif. 
TiMMEBMAN,  Ci.AiiDE  DEAN,  oilcr.  United  states  Navy. 

Enlisted:  Detroit,  Mich.,  February  17,  1916. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  22,  1917. 

Cause:  Endocarditis,  acute. 

Next  of  kin:  None. 
TiMMONS,  Claude,  pharmacist's  mate,  first  class.  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  31,  1916. 

Died:  Company  5,  Fifth  Marines,  November  1,  1918. 

Cause:  Wounds  received  in  action. 

Next  of  kin :  Mother,  Mrs.  Mary  TinSmons,  Route  5,  R.  F.  D.,  Henderson, 
Tex. 
TiNSLET,  John  Thomas,  engineer,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  27,  1916. 

Died :  Base  Hospital  No.  3,  October  7,  1918. 

Cause :  Syphilis. 

Next  of  kin :  Wife,  Mary  Tinsley,  1894  Classon  Avenue,  Brooklyn,  N.  Y. 
TiSDALE,  Bkadfoed  A.,  Seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Newport,  R.  I.,  January  30,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  3,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Mr.  Howard  B.  Tisdale,  72  Columbia  Avenue,  Edge- 
wood,  R.  I. 
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Titus,  Neil  Niesz,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Seattle,  Wash.,  April  1,  1918. 

Died:  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Susan  J.  Titus,  980  East  Morrison  Street,  Portland, 
Oreg. 

TODHUNTER,  LrLUE  CATHERINE,  yeoman  (P),  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  August  29,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Catherine  Todhunter,  1508  Or   Street,   Sacra- 
mento, Calif. 
ToEEPE,  Arthur  Ben,  ordnance  gunner  (R),  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  September  1,  1914. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  12,  1917. 

Cause :  Injuries  received  in  sinking  the  patrol  boat  Elisabeth. 

Next  of  kin :  Wife,  Irene  Toerpe,  2221  South  California  Street,  Chicago,  111. 
ToGNi,  Walter  Henry,  quartermaster,   first  class.  United  States  Naval  Re- 
serve Force. 

Enrolled:  San  Pedro,  Calif.,  January  7,  1918. 

Died :  Naval  hospital.  New  London,  Conn.,  September  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Marie  Mueller  Togni,  218  West  Willow  Street,  Vi- 
salia,  Calif. 
ToLAE,  IVT  Irhoid,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Birmingham,  Ala.,  July  3,  1918. 

Died:  Naval  hospital.  Naval  Base,  Va.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Thomas  Tolar,  Pansey,  Ala. 
TOLENTiNO,  Akcadio,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  October  17,  1916. 

Died :  U.  S.  S.  San  Diego,  June  4,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Juan  Tolentino,  Badoc,  Ilocus  Norte,  P.  I. 
ToLXE,  Louis  Edward,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  12,  1917. 

Died :  Naval  station,  San  Francisco,  Calif.,  March  1,  1918. 

Cause:  Tuberculosis,  acute  pneumonia. 

Next  of  kin :  Mother,  Efiie  M.  ToUe,  Merrill,  Oreg. 
ToixEFSEN,  Elmer  Clarence,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

EnroUed :  Spokane,  Wash.,  April  11,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  May  21,  1918. 

Cause :  Obstruction,  acute  intestinal. 

Next  of  kin :  Mother,  Emma  ToUefsen,  Muscatine,  Iowa. 
ToMLiNsoN,  Leslie  A.,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  March  5,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  4,  1918. 

Cause:  Pleurisy,  suppurative.  ^  ^    ,,.  ,,•  ^ 

Next  of  kin:  Uncle,  Malcolm  Yerkes,  128  Lincoln  Avenue,  Detroit,  Mich. 
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Tompkins,  Axbekt,  fireman,  third  class,  National  Naval  Volunteers. 

Enrolled :  Brooklyn,  N.  Y.,  August  C,  1917. 

Died :  U.  S.  S.  President  Grant,  February  18,  1018. 

Cause :  Asphyxiation. 

Next  of  kin :  Wife,  ElUen  Tompkins,  Park  Street,  New  Canaan,  Conn. 
Tompkins,  Etjstis  Antoin,  seaman,  second  class.  United  States  Kavy. 

Enlisted :  El  Paso,  Tex.,  February  5,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  May  13,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  Mr.  John  Tompkins,  general  delivery,  Hugo,  Okla. 
ToMsco,  Joe  Maetin,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  July  8,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Tomsco,  Box  27,  Mount  Olive,  111. 
Toombs,  Howaed  Axbekt,  apprentice  seaman,  United   States  Naval   Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  August  9,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Albert  Toombs,  58  Green  Street,  Seneca  Falls,  N.  Y. 
Toombs,  Malveene  Haws,  blacksmith,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Salt  Lake  City,  Utah,  July  2,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  November  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lydia  Toombs,  Arco,  Idaho. 
Toomey,  Habet  Swaetz,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  May  24,  1918. 

Died :  U.  S.  S.  Mercy,  October  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lorena  Toomey  Kurfiss,  R.  F.  D.  No.  6,  Salina,  Kana. 
ToNEY,  AuTHXiB  BuENETT,  Seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  May  24,  1918. 

Died :  Navy  base  hospital  No.  3,  October  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Anna  E.  Toney,  Dillwyn,  Va. 
Toon,  Heney  Claeence,  landsman  for  electrician  (R),  United  States  Kavy. 

Enlisted:  Indianapolis,  Ind.,  December  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  20,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Brother,  Challen  P.  Toon,  438  Colorado  Avenue,  Indianapolis, 
Ind. 

Topp,  Augustus,  chief  quartermaster.  United  States  Naval  Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  September  15,  1917. 
Died :  Naval  air  station,  Pensacola,  Fla.,  August  12,  1918. 
Cause:  Killed  in  seaplane  accident. 

Next  of  kin:  brother,  EnUi  1.  Topp,  19  Wtst  Sixty-ninth  Street,  New  York, 
N.  Y. 
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ToBiAN,  John   Boswell,   seaman,  second  class,  XJniteri   States  Navai  Ilenerve 

Force. 
Enrolled:  Indianapolis.  Ind.,  May  3,  1918. 
Dietl :  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin:  Father,  Augustine  G.  Torian,  1140  Riverside  Avenue,  Evans- 

vlUe,  lud. 

TOBjusEN,  CoENELioiTS,  seauian,  second  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  April  2,  1917. 

Died :  S.  S.  Montana,  July  31,  1917. 

Cause:  Died  when  ship  was  sunk. 

Next  of  kin :  Father,  C.  B.  Torjusen,  Pascagoula,  Wis. 
TOEKENCE,  Heney  Woodkow,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  May  9,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  J.  G.  Torrence,  Fordyce,  Ark. 
ToBBETTA,  James  Joseph,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  July  31,  191G. 

Died :  Navy  collier  Cyclops,  June  14,  1018. 

Cause:  On  missing  Cyclops. 

Next  of  kin :  Father,  Joseph  Torretta,  979  Washington  Street,  Gloucester, 
Mass. 
ToKBET,  Albebt,  hospital  apprentice,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.,  May  29,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Orville  Augustine  Torrey,  Baldwin,  Kans. 
TouABT,  Willie,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  December  19,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  missing  Cyclops. 

Next  of  kin :  None. 
ToTJPiN.   Oliva  JIoise.   machinist's   mate,   second   class,    United   States   Naval 
Reserve  Force. 

Enrolled  :  Newport,  R.  I.,  May  31,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Eva  M.  Toupin,  150  Clinton  Street,  Woonsocket,  R.  I. 
TouKViLLE,  Eugene  Walteb,  electrician,  second  class.  National  Naval  Volunteers. 

Enrolled :  Philadelphia,  Pa.,  May  16,  1917. 

Died :  Naval  hospital,  Neu-port,  R.  I.,  March  5,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Delphus  Tourville,  Hancock,  Mich. 
To^VEBT,  LoNNiE  Okchesteb,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled:  Louisville,  Ky.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Stella  Towery,  route  No.  1,  Dalton,  Ky. 
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TowLE,  Emmons  John,  seaman,  second  class,  United  States  Navy. 

Enlisted : 'Peoria,  III.,  April  17,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Lost  at  sea. 

Next  of  kin :  Mother,  Flora  M.  Towle,  220  East  Walker  Street,  Macomb,  111. 
TowNLET,  Feed  Irving,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Bufealo,  N.  Y.,  July  20,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Theodore  A.  Townley,  Waterloo,  N.  T.,  B.  F.  D. 
TowNSEND,  BiECH  AXFRED,  Chief  Water  tender,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  December  30,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  of  missing  Cyclops. 

Next  of  kin:  Brother,  Frank  Townsend,  317  East  Eighth  Street,  North 
Little  Rock,  Ark. 
TowNSEND,  Leon  Gerald,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  Portland,  Me.,  March  2,  1917. 

Died :  U.  S.  S.  Nevada,  November  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Lillian  Townsend,  92  Winter  Street,  Rochester,  N.  H. 
Townsend,  Whliam  Gordon,  carpenter's  mate,  third  class.  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  December  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Pinkey  P.  Townsend,  Concord,  N.  C. 
Tot,  Don,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Peoria,  111.,  June  6,  1917. 

Died:  U.S.  S.  Buffalo,  died  at  home,  April  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  George  Toy,  1304  South  Stoughton  Street,  Urbana, 
111. 
Tot,  Patrick  Edward,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  July  22,  1918. 

Died :    U.  S.  S.  Georgia,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Harriette  J.  Toy,  198  North  Hampton  Street,  Boston, 


Teaboud,  Edward  Frank,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Gorine  Trabold,  130  Fifteenth  Avenue,  Astoria,  Long 
Island,  N.  Y. 
TraobCsel,  Allen,  landsman  for  electrician  (R.),  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  20,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Jacob  Trachsel,  rural  route  No.  1,  box  66,  Goodland, 
Kans. 
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Tract,  Irving  Ellis,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  30,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Ella  Tracy,  Canyon  City,  Oreg. 
Tract,  Le  Eot,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  November  26,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  12,  1918. 

Cause:  Influenza. 

Nextof  kin:  Abe  C.  Newton  (friend),  Cody,  Wyo. 
Tract,  Michael  Joseph,  ship's  cook,  fourth  class.  United  States  Naval  Keserve 
Force. 

Enrolled:  Boston,  Mass.,  June  8,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Mary  Tracy,  16  EUet  Street,  Dorchester,  Mass. 
Tbact,  William  Robert,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Kansas  City,  Mo.,  July  20,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Loren  N.  Tracy,  Lebanon,  Kans. 
Trahan,  Abel  Claude,  ship's  cook,  first  class.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  15, 1911. 

Died :  Willard  Parker  Hospital,  New  York,  N.  T.,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Albert  Trahan,  1109  Lafayette  Street,  Lafayette,  La. 
Tbainoe,  Michael,  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  March  28, 1917. 

Died:  At  home,  241  East  One  hundred  and  thirteenth  Street,  New  York, 
N.  Y.,  July  13, 1917. 

Cause :  Botulism. 

Next  of  kin :  Father,  Joseph  Trainor,  213  East  One  hundred  and  thirteenth 
Street,  New  York,  N.  Y. 
Tbainob,  Owen,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Washington^ D.  C,  May  16, 1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  10, 1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Theodosia  Trainor,  Colonial  Beach,  Va. 
Tralinskt,  Bebnaed,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14, 1918. 

Cause :  On  board  missing  Cyclops. 

Next  of  kin :  Father,  Jacob  Tralinsky,  Waterbury,  Md. 
Tratjtman,  Louis  Alvin,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  June  18,  1918. 

Died :  Receiving  ship,  Boston,  Mass.,  September  23,  1918. 

Cause :  General  toxemia  due  to  influenza. 

Next  of  kin:   Mother,  Anna  Louise  Trautman,  3030  Glenmawr  Avenue, 
Pittsburgh,  Pa. 
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Tbavebs,  Edwabd  Giuot,  storekeeper,  third  class,  United  States  Navy. 

Eulisted :  New  York,  N.  Y.,  January  3,  1916. 

Died  :  U.  S.  S.  Wymninff,  May  25,  1918. 

Cause :  Multiple  injuries. 

Next  of  kin:  Father,  George  Travers,  1111  Washington  Street,  Hoboken, 
N.J. 
Tbavis,  Roy  Edwin,  fireman,  third  class,  United  States  Naval  Reserve  Force 

Enrolled :  Atlanta,  Ga.,  June  1, 1918. 

Died :  U.  S.  S.  Moniauk,  S.  P.  No.  392,  August  21, 19ia 

Cause :  Drontilng. 

Next  of  kin:  Mother,  BIddle  Coppadge  Travis,  120  Stonewall  Street,  At 
lanta,  Ga. 
Teaxi.ee,  Evebett  Peabl,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  July  9, 1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  4, 1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Charles  J.  Traxler,  Mendota,  Mo. 
Tkayloe,  Edwaed  Clayton,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  July  IS,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  E.  B.  Taylor,  Alberta,  Va. 
Teaynor,  Axfeed  Ceewitt,  coxswain.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  October  25,  1015. 

Died :  Naval  hospital,  League  Island,  Pa.,  May  30,  1918. 

Cause :   Pleurisy,   suppurative. 

Next  of  kin :  Mother,  Louise  J.  Traynor,  136  North  Gale  Street,  Philadel- 
phia,   Pa. 
Teeacy,  Timothy  Feank,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  August  3,  1917. 

Died :  United  States  submarine  chaser  No.  209,  August  27,  1918. 

Cause :  Lost  life  when  the  United  States  submarine  chaser  No.  209  was  fired 
on  by  the  steamship  Felix  Taussig,  having  been  mistaken  for  an  enemy 
submarine. 

Next  of  kin :  Mother,  Mrs.  Catherine  Treacy,  419'  Euclid  Avenue,  Indianapo- 
lis, Ind. 
Teeanoe,  Beenaed,  painter,  third  class.  United  States  Naval  Reserve  Forca 

Enrolled :  Brooklyn,  N.  Y.,  November  22,  1917. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Brother,  John  Treanor,  41  Shapley  Street,  New  London,  Conn. 
Tbedle,  Hectoe  William,  chief  quartermaster.  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  May  31,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  30,  191S. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Inez  Treble,  187  Hodge  Avenue,  Buffalo,  N.  Y. 
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Tkeff,  Theodobe  Geoege,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Buffalo,  N.  Y.,  July  10,  1918. 
Died :  U.  S.  S.  Mercy,  October  13,  1018. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Carl  Oscar  Treff,  20  Pardee  Avenue,  Jamestown,  N.  Y. 
Tbent,  Ekkest  Leeot,  mess  attendant,  second  clnss.  United  States  Navy. 
Enlisted:  Hampton  Uoads,  Vn.,  June  28,  1018. 
Died :  Naval  hospital,  I'hlladelphia,  Pa.,  November  17,  1018. 
Cause :    Meningitis,   cerebral. 

Next  of  kin :  Mother,  Bertha  Jane  Trent,  74  County  Street,  Phoebus,  Va. 
Tbesteb,  Glenn  Randolph,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled:  Indianapolis,  Ind.,  Blay  22,  1018. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1018. 
Cause :   Influenza. 

Next  of  kin :  Grandmother,  Mns.  Hulda  Robblns,  1015  North  Carver  Street. 
Greensburg,  Ind. 
Tbeuke,  Elmer  Felts,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 
'  Enrolled :  Kansas  City,  Mo.,  July  18,  1018. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1018. 
Cause :  Influenza. 

Next  of  kin :  Father,  Frank  Louis  Treuke,  3039  East  Thirty-second  Street, 
Kansas  City,  Mo. 
Tbibhle,  James  Here,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
EnrolJed:  Louisville,  Ky.,  July  22,  1018. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1018. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Lena  Tribble,  R.  F.  D.  No.  1,  FinchvlUe,  Ky. 
TKiQLiA,  JxJLius,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  February  21,  1918. 
Died :  Pelham  Bay  Park,  N.  Y.,  March  22,  1918. 
Cause:  Edema  of  lung. 

Next  of  kin:  Father,  Mr.  Celestine  TrigUa,  205  East  Fourteenth  Street, 
New  York,  N.  Y. 
TBiMiiLE,  James  Longstbeet,  quartermaster,  third  class.  United  States  Naval 
Reserve  Force. 
Enrolled :  New  Orleans,  La.,  December  10,  1917. 
Died :  Baptist  Hospital,  Memphis,  Tenn.,  October  20,  1918. 
Cause:  Meningitis,  cerebral. 

Next  of  kin:  Father,  Charles  Trimble,  American  Car  &  Foundry  Co.,  Blng- 
hampton,  Tenn. 
Tbiplett,  earl  Jack,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Nashville,  Tenn.,  January  29,  1918. 
Died  :  Naval  hospital,  Newport,  R.  I.,  April  27,  1918. 
Cause:  Meningitis,  cerebrospinal. 
Next  of  kin:  Father,  Mr.  Moses  Walter  Triplett,  Louisville,  Miss, 
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Trivett,  Smith  Donelt,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  July  11,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Joe  Trivett,  Beech  Creek,  N.  0. 
Tbodd,  AI.BEET  E.,  chief  machinist's  mate,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  June  15,  1917. 

Died:  New  London,  section  repair  department,  district  base,  March    12, 
1918. 

Cause :  Suicide. 

Next  of  kin  :  None  given,  but  ascertained  he  has  wife,  Mrs.  A.  B.  Trodd,  416 
West  Fiftieth  Street,  New  Tork,  N.  Y. 
Teost,  Edwaed  William,  fireman,  third  class.  United  States  Navy. 
■     Enlisted :  Buffalo,  N.  Y.,  November  26,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  15,  1918, 

Cause :  Appendicitis,  acute. 

Next  of  kin :  Father,  George  Trost,  105  Cleveland  Avenue,  Elmira,  N.  Y. 
Teottieb,  Edward  Alfred,   apprentice  seaman,   United   States  Naval   Heserve 
Force.    \ 

Enrolled:  Boston,  Mass.,  July  24,  1918. 

Died :  Base  headquarters,  Boston,  Mass.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Henry  Leon  Trottier,  Newmarket,  N.  H. 
Tetjdeau,  Aeohek,  carpenter's  mate,  third  class.  United  States  Naval  Heservn 
Force.  | 

Enrolled :  Omaha,  Nebr.,  June  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Peter  Trudeau,  Avoca,  Nebr. 
Tetjdeau,  Lomis,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  May  1,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  submarine. 

Next  of  kin :  Mother,  Josephine  Trudeau,  919  Campbell  Avenue,  Schenec- 
tady, N.  Y. 
True,  Horace  Merrill,  fireman,  third  class.  United  States  Navy. 

Enlisted:  Portland,  Me.,  August  23,  1917. 

Died :  U.  S.  S.  Henley,  December  19,  1917. 

Cause :  Found  dead  in  flreroom. 

Next  of  kin :  Mother,  May  True,  Clinton,  Me. 
Teuitt,  James  Paul,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  25,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  26,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  W.  Steward,  El  Campo,  Tex. 
Teumbo,  William  H.,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  4,  1917. 

Died :  Navy  yard,  Puget  South,  Wash.,  July  5,  1917. 

Cause :  Malaria,  pernicious. 

Next  of  kin :  Mother,  Mrs.  Trumbo  McLain,  Cypress,  Tex. 
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Tbusnee,  Walter,  seaman,  second  class,  United  States  Navy. 
EnUsted:  Cincinnati,  Ohio.  August  7,  1916. 

Died :  U.  S.  A.  T.  Emy,  receiving  ship,  Norfolk,  Va.,  July  14,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Anna  Trusner,  New  Albany,  N.  Y. 

Tucker,   Loswis   Fkankhn,   landsman  for   quartermaster    (A),   United   States 
Navy. 

Enlisted :  Raleigh,  N.  C.,  December  15,  1917. 

Died :  Naval  headquarters,  Paris,  France,  August  20,  1918. 

Cause:  Accidental  bomb  explosion. 

Next  of  kin :  Father,  Martin  L.  Tucker,  North  Charlotte,  N.  C. 
TuCKEB,  Sylvester  Worth,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  W.  Tucker,  Bloomfield,  Nebr. 
Tufts,  John  Thomas,  blacksmith.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  November  17,  1914. 

Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  KiUed  in  action  v^ith  enemy  submarine. 

Next  of  kin :  Father,  William  Tufts,  2060  East  Susquehanna  Avenue,  Phila- 
delphia, Pa. 
Tttlly,  Joseph  Keating,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  February  12,  1917. 

Died :  U.  S.  S.  Solace,  March  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  Mn :  Father,  Joseph  Tully,  175  Washington  Street,  Chicago,  111. 
TuNNicLDTE,  RALPH  LoRiNG,  scamau,  second  class.  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  June  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Minnie  TunniclifEe,  Clarinda,  Iowa. 
TtjRNBTiLL,  Robert,  fireman,  second  class.  United  States  Navy. 

EnUsted :  New  York,  N.  Y.,  August  20,  1914. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  13,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Alice  TurnbuU,  25  Wyoming  Street,  Carbondale,  Pa. 
TxjBNER,  Alexander  Samuel,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  12,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  February  1,  1918. 

Cause :  Pleurisy  and  pulmonary  tuberculosis. 

Next  of  kin :  Mother,  Molley  E.  Turner,  R.  P.  D.  5,  BooneviUe,  Miss. 
Turner,  Alfred  Cullen,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Atlanta,  Ga.,  April  16,  1918. 

Died :  Wilmington,  section  base,  N.  C,  May  25,  1918. 

drntp  ■  Strangulation,  mesenteric  hernia. 

Next  of  k?n.  Father,  Alfred  Cullen  Turner,  sr..  47  Walker  Street,  Atlanta. 

Ga. 
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Turner,  Axuen  Emmet,  ship's  cook,  fourth  class.  United  States  Navy. 

Enlisted:  Montgomery,  Alsi.,  June  C,  1917. 

Died :  U.  S.  S.  Nevada,  November  4,  1918. 

Cause :  Pneumonia,  bronchial. 

Next  of  Iviu :  Father,  James  P.  Turner,  2610  Twenty-first  Street,  Tuscaloosa. 
Ala. 
Tums'EE,  Edward  Campbell,  seamani  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  27,  1018. 

Died :  U.  S.  S.  Mercy,  September  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Arthur  Campbell  Turner,  Clearwater,  Fla. 
TtntKER,  James  Muscoe,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  June  3,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Ida  Dalton  Turner,  R.  F.  D.  No.  1,  Afton,  Va. 
TUEKEK,  Joe,  fireman,  first  class,  Uniteil  States  Navy. 

Enlisted:  Cleveland,  Ohio,  April  27,  3018. 

Died :  U.  S.  S.  WcnonaJi,  October  22, 1018. 

Cause:  I'netmonia. 

Next  of  kin :  Father,  Thomas  Turner,  906  South  Eleventh  Street,  Gadsden, 
Ala. 
Titener,  Leonard  Raymond,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  23,  1017. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  30,  1017. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Augustus  Turner,  North  Pembroke,  Mass. 
Turner,  May  Adele,  chief  yeoman  (F.),  United  States  Naval  Reserve  Force. 

Enrolled :  Naval  Home,  Philadelphia,  Pa.,  April  IC,  1917. 

Died :  Fourth  naval  district,  June  21,  1917. 

Cause :  Meningitis,  cerebral. 

Next  of  kin :  Mother,  Mrs.  Mary  Field,  3213  North  Sixth  Street,  Phlladd- 
phia.  Pa. 
Turner,  Ralph,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  June  17,  1918. 

Died:  Naval  hospital.  Great  Lakes,  lU.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Annabelle  Turner,  1119  Adams  Street,  Wil- 
mington, Del. 
TuRPiN,  Earl  William,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Kansas  City,  Mo.,  July  3,  1918. 

Died :  U.  S.  S.  Mercy,  October  12, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Dora  Johnson  Farrow,  latan,  Mo. 
TuRPiN,  Ned  Aurelius,  seaman,  second  class.  United  States  Naval  Reserve 
•     Force. 

Enrolled :  Chicago,  111.,  August  22,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Aurelius  C.  Turpin,  5956  South  La   Salle  Street, 
Chicago,  111. 
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TusiNG,  Feed  Othee,  seaman,  second  class,  United  States  Naval  Reserve  Forca 

Enrolled :  Itlclimoud,  Va.,  Janiuu-y  31,  1918. 

Died :  Hospital  No.  3,  Leitli,  Scotland,  November  1,  1018. 

Cause:  Pneumonia. 

Nest  of  kin :  Fattier,  Joiin  L.  Tusing,  Hochelle,  Va. 
Tin-rijc,  Theodoee  Bkoduead,  ship's  cook,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  April  20,  1917. 

Dletl :  U.  S.  S.  Solace,  October  1, 1018. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Cathryn  Tuttle,  R.  F.  D.  No.  1,  Croton-on-Hudson, 
N.  Y. 
Tuttle,  William,  water  tender,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  December  3,  1915. 

Died :  H.  U.  S.  Crescent,  Koayth,  Scotland,  October  21,  1918. 

Cause :  Overdose  of  morpliine. 

Next  of  kin :  Father,  Jerry  Tuttle,  7Q  Milford  Street,  Brooklyn,  N.  Y. 
Tynee,  Russell  Stephen,  apprentice  seaman.  United  States  Navy. 

Enlisted  :  Indianapolis,  Ind.,  December  20,  1017. 

Died :  Naval  station.  Great  Lakes,  111.,  April  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Slother,  Mrs.  Josephine  Tyner,  950  East  Washington  Street, 
Indianapolis,  Ind. 
Tykee,  John  Quincy,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Pensacola,  Fla.,  Slarch  17,  1917. 

Died:  Naval  hospital,  Norfolk,  \a..  May  12,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Uncle,  L.  Godin,  Millview,  Fla. 
Tyekell,  Claeence  Elos,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  San  Francisco,  Calif.,  .Tune  21,  1918. 

Died :  Section  naval  base,  San  Diego,  Calif.,  October  28,  1018. 

Cause:  Influenza. 

Next  of  kin :  Mother,   Anna  M.  Tyrrell,  1743  Virginia   Street,  Berkeley, 
Calif. 
Ttbkell,  Richakd,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  May  13,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  1, 1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Kate  Tyrrell,  856  Baum  Street,  Cincinnati,  Ohio. 
Udsttten,  Alfeed,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  29,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Nest  of  kin :  Father,  John  Udstuen,  2934  Dawson  Street.  Chicago,  111. 
Uhl,  Raymond  Thomas,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Allentown,  Pa.,  June  3,  1918. 

Died  :  Naval  hospital,  Puget  Sound,  Wash.,  October  1,  1918. 

Cause:  Influenza. 

Nest  of  kin:  Mother,  Lavina  E.  Uhl,  320  North  Sixth  Street,  Allentown,  Pa. 
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Ullman,  Nokeket  Leon,  quartennaster,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  May  12,  1917. 

Died :  New  York,  N.  Y.,  October  15,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,   Solomon  Ullman,  316  West  Eighty-fourth  Street, 
New  York,  N.  Y. 
tJLM,  Tom  Watson,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Jacksonville,  Fla.,  April  15,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  James  Augustus  Uhn,  Falmouth,  Fla. 
Ulmee,  Julian  Foshay,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  11,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin ;  Father,  Frank  Uhner,  Yorktown  Heights,  N.  Y. 
Undeewood,  Paul  Lapham,  machinist's  mate,  first  class   (A.),  United  States 
Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  June  19,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  September  30,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Frank  G.  Underwood,  Keene,  N.  H. 
Ungee,  Haeby  Dunlap,  chief  electrician.  United  States  Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  June  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Brother,  Adolph  Unger,  Forty-seventh  United  States  Infantry, 
A.  E.  F. 
Untiedt,  Haeey,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  IHoines,  Iowa,  July  19,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Clara  Untiedt,  box  465,  Hartley,  Iowa. 
Unwin,  Percy,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:   Sister,  Dolly  Unwin  Hellman,  1201  East  Twelfth  Street, 
Pueblo,  Colo. 
Upton,  Eael  Revo,  ship's  cook,  fourth  class,  United  States  Naval  Reserve  Force 

Enlisted :  Seattle,  Wash.,  July  19,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ida  A.  Upton,  917  East  Sixty-fourth  Street,  Tacoma, 
Wash. 
UfeBAN,  RicHAED  Sylvestee,  muslciau,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  April  29,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24, 1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  George  W.  Urban,  1025  South  Tenth  Street,  Manitowoc, 
Wis. 
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Ukquhart,  WiiiiAM  Aechie,  fireman,  tljird  class,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  July  10,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 
Nest  of  kin :  Father,  John  Henry  Urquhart,  Harrisonville,  Mo. 
Utteeback,  Feed  David,  apprentice  seaman.  United  States  Navy. 
Enlisted :  'Des  Moines,  Iowa,  December  7,  1917. 
Died :  Naval  station,  Great  Lakes,  111.,  January  10,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Ellen  Monohan  Utterback,  Hedrick,  Iowa. 
Vail,  William:  Joseph,  engineman,  second  class.  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  December  26,  1917. 
Died :  Willard  Parker  Hospital,  N.  Y.,  October  31,  1918. 
Cause :  Pneumonia,  broncho. 

Next   of   kin:  Brother,    John   J.   Vail,   Company   D,   64th   Infantry,   Fort 
Bliss,  Tex. 
Valentine,  Andrew  Petee,  carpenter's  mate,  first  class,  United  States  Naval 
Eeserve  Force. 
Enrolled :  New  York,  N.  Y.,  June  14,  1918. 
Died:  St.  Mary's  Hospital,  Brooklyn,  N.  Y.,  October  21,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Mary  ^Valentine,  65  Crystal  Street,  Brooklyn,  N.  Y. 
Valentine,  Athbeet  Uel,  gunner's  mate,  third  class.  United  States  Naval  Re- 
serve Force. 
Enrolled :  Richmond,  Va.,  April  10,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  January  17,  1918. 
Cause :  Cerebrospinal  fever. 

Next   of  kin:  Mother,   Alberta   L.    Valentine,   520   North   Twenty-seventh 
Street,  Richmond,  Va. 
Valentine,  John  James,  yeoman,  third  class,  United  States  Navy. 
Enlisted:  New  Haven,  Conn.,  May  11,  1917. 

Died:  Naval  forces  operating  in  European  waters,  October  10,  1918. 
Cause :  Drowned. 
Next  of  kin:  Father,  Joseph  Valentine,  154  Kelsey  Street,  New  Britain, 

Conn. 
Valpet,  Henet  Buktch,  gunner's  mate,  first  class.  United  States  Naval  Reserve 

Force. 
Enrolled :  Boston,  Mass.,  April  21,  1917. 
Died :  U.  S.  S.  Warrington,  July  21,  1918. 

Cause:  Drowning.  ^^   ,, 

Next  of  kin  •  Wife,  Mrs.  Margaret  Valpey,  7  Hazel  Park,  Everett,  Mass. 
Van  Beegen,  Joseph,  fireman,  third  class.  United  States  Naval  Reserve  Force. 
Enrolled:  Chicago,  111.,  June  24,  1918. 
IMed :  U.  S.  S.  Mer&y,  October  15,  1918. 
Cause:  Broncho-pneumonia. 
Next  of  kin:  Father,  Dan  Van  Bergen,  371  North  Avers  Avenue,  Chicago, 

VANOE^DAViD  Geaham,  machinist's  mate,  first  class,  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  December  15   1918 
I->led-  North  bombing  headquarters,  October  27,  1918. 

rxrof^rn-To^Mtie  Doriot  Vance,   324  Fourth  Street,  Bristol, 
Tenn. 
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Vance,  Edwaed  Milton,  seaman,  second  class,  United  States  Naval  Keserve 
Force. 

Enrolled :  Los  Angeles,  Calif.,  May  27,  1918. 

Died :  Naval  hospital,  naval  base,  Norfolk,  Va.,  October  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Frances  Russell  Vance,  916  Palm  Avenue,  Soutli 
Pasadena,  Calif.  * 

Vance  John  Victoe,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  May  18,  1917. 

Died :  U.  S.  S.  Cherokee,  February  20,  1918. 

Cause:  Drowning. 

Next  of  kin:   Father,   John   Vance,   145   Davis   Avenue,  Newark,   N.  J. 
Vardekvoobt,  Cleo  Love,  landsman  for  electrician,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Oklahoma  City,  Okla.,  June  5,  1918. 

Died:  Naval  hospital.  New  Orleans,  La.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kiu:  Mrs.  Emma  Vandervoort,  424  North  Osage  Street,  Caldwell, 
Kans. 
Vakderwhite,  Leon  Betant,  pharmacist's  mate,  second  class.  United  State* 
Naval  Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  April  13,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  missing  Cyclops's  crew. 

Next  of  kin :  Mother,  Annie  Vanderwhlte,  125  Downey  Street,  San  Fran- 
cisco, Calif. 
Van  Doorne,  Corneuus  Geoege,  fireman,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Detroit,  Mich.,  July  23,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Clare  N.  Van  Doorne,  R.  F.  D.  2,  Box  21,  Grand 
Haven,  Mich. 
Van  Esch,  Harold  Ambrose,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  November  16,  1017. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Died  when  vessel  was  torpedoed  and  simk. 

Next  of  kin:  Mother,  Mary  Van  Esch,  721  Plant  Street,  Utica,  N.  Y. 
Van  Fleet,  Rat  Henby,  quartermaster,  first  class,  United  States  Naval  Re- 
serve Force  . 

Enrolled :  San  Francisco,  Calif.,  December  3,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  November  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Cora  Van  Fleet,  White  Pigeon,  Mich. 

Van  Horn,  Floyd  Marvin,  fireman,  third  class.  United  States  Naval  Reserre 
Force. 
Enrolled:  Des  Moines,  Iowa,  July  9,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Clara  Van  Horn,  Box  213,  Welton,  Iowa. 
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Van  Horn,  John  Stlvestek,  seaman,  United  States  Navy. 
Enlisted:  St  Louis,  Mo.,  December  28.  191G. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Slnkinpr  of  ship. 

Next  of  kin:  Father,  Amos  A.  Van  Horn,  4045  Lincoln  Avenue,  St.  Louis, 
Mo. 

Van  Laanen,  Frank,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enrolled :  Milwaukee,  Wis.,  August  C,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  11,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  John  Van  Laanen,  Route  No.  1,  Oneida,  Outagamie, 
Wis. 

Van  Loon,  Vernon  Logan,  hospital  apprentice,  second  class.  United   States 
Naval  Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  June  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nellie  Van  Loon,  R.  R.  No.  1,  Purdy,  Lucas  County, 
Iowa. 
Van  Moppes,  Morton  Samson,  landsman  for  yeoman.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  27, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father  Samson  Van  Moppes,  174  Prospect  Park  Place,  Brook- 
lyn, N.  Y. 
Van  Nortwick,  Fat  Flotd,  fireman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  July  IG,  1918. 

Died :  U.  S.  S.  ifercy,  September  30,  1913. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Floyd  Van  Nortwick,  266  Sly  Street,  Corning,  Steuben 
County,  N.  Y. 
Vanoni,  George  Washington,  apprentice  seaman.  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  November  16,  1917. 

Died:  Naval  Training  Camp,  San  Diego,  Calif.,  January  21,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Mother,  Albertina  Vanoni,  Middletown,  Calif. 
Van  Orden,  Chauncet,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  17,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  17,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Mother,  Mrs.  Addle  Van  Orden,  202  Ashley  Street,  Hartford. 

Conn. 
Van  Waning,  Henrv,  landsman  for  machinist's  mate  (A),  United  States  Naval 

Resene  Force. 
Enrolled :  Omaha,  Nebr.,  May  31,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  IS,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  Jacob  L.  Van  Waning,  Hubbell,  Nebr. 
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Vasenskt,  Joseph  Hqwb,  water  tender,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  August  10,  1915. 

Died :  U.  S.  S.  Herman  FrascJi,  October  4,  1918. 

Cause :  Lost  when  vessel  sunk  in  collision. 

Next  of  kin:  Daughter,  Marie  Claudia  Vasensky,  2002  Hart  Lane  Street, 
Philadelphia,  Pa. 
Vasilian,  Pany,  blacksmith,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Norfolk,  Va.,  May  23,  1917. 

Died :  U.  S.  S.  Cyclops,  June  14,  1918. 

Cause :  Lost  with  the  U.  S.  S.  Cyclops. 

Next  of  kin :  Mother,  Vasilicki  Sapundgogolon,  43  Serbethane  Street,  Pera, 
Constantinople,  Turkey. 
Vath,  Eabl  Joseph,  electrician,  third  class  (R),  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  June  2,  1917. 

Died :  Naval  Air  Station,  Moutchle,  France,  August  20,  1918. 

Cause :  Bomb  explosion. 

Next  of  kin ;  Father,  F.  A.  Vath,  6815  South  Union  Avenue,  Chicago,  111. 
Velhage,  Feancis  Buckley,  seaman,  second  class.  National  Naval  Volunteers. 

Enrolled ;  Hartford,  Conn.,  April  7,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  11,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Frank  K.  Velhage,  Levesque  Avenue,  Hartford,  Conn. 
Velie,  Haeey  Glenn,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  2,  1917. 

Died:  First  Aeronautic  Detachment,  Ayr,  Scotland,  March  8,  1918. 

Cause :  Result  of  accident. 

Next  of  kin :  Mother,  Mabel  A.  Weil,  928  Lawrence  Avenue,  Chicago,  111. 
Venablb,  Alvia,  seaman.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  12,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  February  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  B.  Venable,  Wasco,  Oreg. 
Venable,  Hoeaoe  Leonard,  water  tender.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  12,  1911. 

Died :  Naval  hospital.  New  York,  N.  Y.,  March  28,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  James  T.  Venable,  Poseyville,  111. 
Venable,  Robeet  Feancis,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  10,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  May  21,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Laura  B.   Troutman,  214  Wesley   Street,  Petosky, 
Mich. 
Veebaeg,  Augustus,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  September  21,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  19,  1918. 

Cause:  Diphtheria. 

Next  of  kin:  Mother,  Mrs.  Lucile  Verbarg,  622  North  Illinois  Street,  In- 
dianapolis, Ind. 
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Vebmeulen,  David,  boatswain's  mate,  second  class.  United  States  Navy. 
Enlisted:  Nevyark,  N.  J.,  February  6,  1917. 
Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 
Cause :  Ship  was  torpedoed  and  sunk  by  an  enemy  submarine. 
Next  of  kin :  Mother,  Mary  Vermeulen,  556  East  Eighteenth  Street,  Pater- 
son,  N.  J. 

Vebnon,  Geobge  Coulter,   apprentice  seaman.  United  States  Naval  Keserve 
Force. 

Enrolled :  Salt  Lake  City,  Utah,  July  17,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  George  Washington  Vernon,  Sand  Coulee,  Cascade 
County,  Mont. 
Veknon,  Glenn  Daniel,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  July  16,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Luther  Vernon,  Clarks  Hill,  Ind. 
Vebkill,  Miles  James,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  December  15,  1916. 

Died :  Naval  hospital.  Great  Lakes,  111.,  May  5,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  James  K.  Verrill,  Doster,  Mich. 
Vice,   Thomas  Anthony,  quartermaster,  second  class,   United  States  Naval 
Resei-ve  Force. 

Enrolled :  San  Francisco,  Calif.,  June  12,  1917. 

Died :  U.  S.  S.  Wilhelmina,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Mrs.  Frances  Vice,  601  Agnes  Street,  New  Westminster, 
British  Columbia. 
Vidltjnd,  John  Henet,  chief  yeoman.  United  States  Navy. 

Enlisted:  Ishpeming,  Mich.,  May  28,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  of  missing  Cyclops. 

Next  of  kin :  Father,  August  E.  Vidlund,  619  Pine  Street  North,  Ishpem- 
ing, Mich. 
ViEBEY,  Chables  Wesley,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  May  15,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  in  battle  with  enemy  submarine. 

Next  of  kin :  Mother,  Mrs.  Elizabeth  Coutant,  Marlborough,  N.  Y. 
Vieth,  Lawrence  Gerald,  musician,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  July  15,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin  •  Mother,  Eliza  Vieth,  1729  Stephenson  Street,  Marinette,  Wis. 
ViGDEK,  Hakrt,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  January  9,  1918. 

Died :  Camp  Logan,  111.,  September  24,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Uncle,  Max  Arkin,  5444  Prairie  Avenue,  Chicago,  111. 
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ViLLABLANCA,  Edwaedo,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  New  London,  Conn.,  June  19,  1918.  * 

Died :  Naval  hospital,  New  London,  Conn.,  September  27,  1918. 

Cause :  Bronclio-pneumonia. 

Next  of  kin:  Sister,  Mrs.  Bernardina  V.  DeCepeda,  124  Martises  Street, 
Cebu,  P.  I. 
ViNABD,  Roy  Franklin,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  June  7,  1917. 

Died :  U.  S.  S.  Louisiana,  April  24,  1918. 

Cause:  Multiple  injuries. 

Next  of  kin :  Father,  Ben  Vinard,  716  Hiawatha  Street,  Indianapolis,  Ind. 
Vincent,  Charles  Feidley,  electrician,  second  class  (G),  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  July  3,  1915. 

Died:  U.  S.  S.  F~l,  December  17,  1917. 

Cause :  Drowned  at  sea. 

Next  of  kin :  Father,  Phillip  Sheridan  Vincent,  213  Emerald.  Avenue,  Re- 
dondo  Beach,  Calif. 
Vincent,  Pascal  Eno,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  4,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause :  Missing  from  motor  boat  which  was  returning  with  liberty  party. 

Next  of  kin :  Father,  Pascal  Vincent,  New  Ipswich,  N.  H. 
Vinson,  Nobman  Ceaig,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  April  25,  1918. 

Died :  Naval  air  station,  Paimboeuf,  September  21,  1918. 

Cause:  Fractured  skull,  complicated  by  meningitis. 

Nest  of  kin :  Mother,  Mrs.  Ida  A.  Vinson,  llOGJ  State  Street,  Lawrenceville, 
111. 
Vinson,  Thomas  Clattdb,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Nashville,  Tenn.,  July  17,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Atwood  Vinson,  R.  No.  1,  Mount  Hope,  Lawrence 
County,  Ala. 
VoGEL,  Albekt  Henky,  scamau,  second  class.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  March  20,  1917. 

Died :  S.  S.  ilotano,  July  31,  1917. 

Cause:  Dro^vned  when  vessel  was  sunk. 

Next  of  kin:  Friend,  Brother  Paul,  St.  Mary's  Industrial  School,  Balti- 
more, Md. 
VoGLEE,  Joseph  Albeet,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve  Force. 

Enrolled:  Great  Lakes,  111.,  May  1,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Mary  Jlurphy,  4711  North  Kenton  Avenue,  Chicago,  111. 
VooT,  Edwin  Geoege,  landsman  for  carpenter's  mate  (A),  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  June  13,  191S. 

Died :  Naval  Air  Station,  Pensucola,  Fla.,  October  C,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  George  Vogt,  303  East  Street,  Buffalo,  N.  Y, 
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VOLA.ND,  Eenest  Febmnand,  Seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Camp  Logan,  111.,  January  10,  1918. 

Died:  Naval  nine  Kange,  Waliefleld,  Mass.,  March  29,  1918. 

Cause:   Diplitberla. 

Nest  of  kin :  Father,  Philip  Voland,  R.  R.  No.  4,  Ilolliind,  Mich. 
VoixMAR,  RAYiroND  EiiwrN,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  July  2G,  1917. 

Died:  Receiving  ship,  Norfolk,  Va.,  March  10,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Charles  L.  VoUmar,  Platteville,  Colo. 
VotENEC,  Fked  Whxiam,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  June  3,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  12,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  Emll  Volenec,  38  Ralph  Street,  Springfield,  Hampden 
County,  Mass.  ■ 
Von  Schradeb,  Fbedebick,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled:  Des  Moines,  Iowa,  Slay  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Imogene  Von  Schrader,  Jtaquoketa,  Iowa. 
Wachalac,  Robert  Francis,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Detroit,  Mich.,  July  1, 1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Mary  Vleeek  Wachalac,  R.  F.  D.  No.  3,  Merrill,  Mich. 
Waddell,  Fred  Lee,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  Jlay  9,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  aiember  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Mother,  Josephine  Waddell,  Roclielle,  Ga. 
Wade,  Philip  Theodore,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  21,  1917. 

Died :  U.  S.  S.  Cheyenne,  September  21,  1917. 

Cause:  Drowned. 

Next  of  kin :  Brother,  Harry  C.  Wade,  Fort  Yellowstone,  Wyo. 
Wadington,  Eljier,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Providence,  R.  I.,  May  19,  1917. 

Died :  Naval  station,  New  York,  N.  T.,  March  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Henry  Wadington,  299  Indiana  Avenue,  Providence, 

Wadleigh,'  George  Edward,  apprentice  seaman,  United  States  Naval  Reserve 

Force. 
Enrolled  :  Buffalo,  N.  T.,  August  C,  1918. 
Died  :  Naval  hospital.  Great  Lakes,  UL,  October  24, 1918. 
Cause:  Influenza.  „«,,.,„ 

Next  of  kin :  Father,  Fred  P.  Wadleigh.  368  Norwood  Avenue,  BufCalo,  N.  T. 
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Wafi',  Lonnie,  oiler,  United  States  Naval  Reserve  Force. 

Enrolled :  U.  S.  S.  Cyclops,  May  19,  1917. 

Died :  U.  S.  S.  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mrs.  W.  J.  Mulder,  1633  Prentis  Avenue,  Portsaouth, 
Va. 
Wagestee,  Clayton  James,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  5,  1916. 

Died :  Naval  detention  camp,  Deer  Island,  Mass.,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Leo  Vogel,  417  Timber  Street,  Pontiac,  111. 
Waggoner,  Wh-liam  Henet,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  W.  H.  Waggoner,  313  West  Pacific  Street,  Independ- 
ence, Mo. 
Wagnee,  Nicholas  Henry  Joseph,  shipwright,  first  class.  United  States  Navy. 

Enlisted :  Butte,  Mont.,  June  3,  1914. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause :  Drowned. 

Next  of  kin:  Father,  Jacob  Wagner,  2316  Frederick  Avenue,  Baltimore, 
Md. 
Wagner,  Walter  Carl,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  June  4,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Henrietta  Wagner,  1621  South  Avers  Avenue, 
Chicago,  111. 
Wagner,  Whitney  Bastian,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  2,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  26, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  E.  Wagner,  Tonganoxie,  Kans. 
Wagoner,  James  Albert,  hospital  apprentice,  second  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  March  31,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  3,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  James  F.  Wagoner,  4513  National  Bridge  Road,  St. 
Louis,  Mo. 
Wagstatf,  Roscoe  Eaele,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  November  18,  1916. 

Died :  S.  S.  Platuria,  September  15,  1917. 

Cause :  Lost  in  sinking  of  the  S.  S.  Platuria  by  a  German  submarine. 

Next  of  kin :  Uncle,  H.  F.  Jones,  Port  Norfolk,  Va. 
Wainscott,  Auteed,   hospital  apprentice,   second  class.   United  States  Naval 
Reserve  Force. 

Enrolled:  Louisville,  Ky.,  May  31,  1918. 

Died ;  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Alice  Wainscott  Sewell,  PleasureviUe,  Ky. 
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Wainwkight,  Habry  Roe,  macliinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 
Enrolled :  Norfolk,  Va.,  July  15,  1918. 

Died :    Naval  hospital,  naval  base,  Virginia,  October  13,  1918. 
Cause :  Pneumonia. 

Next  of  kin:  Mother,  Mary  E.  Wainwright,  Odd,  York  County,  Va. 
Wainwkight,  John  Fkeeman,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Norfolk.  Va.,  January  11,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin:  Mother,  Nora  Wainwright,  315  Loncoln  Street,  Portsmouth, 
Va. 
Wainwright,  William  Stewart,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Washington,  D.  C,  July  12,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  9,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Wainwright,  5402  Delancey  Street,  Philadel- 
phia, Pa. 
Wait,  Hanfoed,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Portland,  Oreg.,  May  4,  1917. 
Died :  U.  S.  S.  Olympia,  February  28,  1918. 
Cause:  Diphtheria. 

Next  of  kin :  James  Wait,  Weiser,  Idaho. 
Waite,  Clarence  Russell,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Albany,  N.  Y.,  June  11,  1917. 
Died :  Naval  hospital.  New  York,  May  22,  1918. 
Cause:  Measles. 

Next  of  kin :  Mother,  Lillian  Waite,  Lanesboro,  Mass. 
Wakefield,  Fred  H.,  fireman,  first  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Bath,  Me.,  April  5,  1917. 

Died :  Attached  first  naval  district,  Boston,  Mass.,  October  1, 1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  George  H.  Wakefield,  Bath,  Me. 
Wakefield,  Harold  John,  gunner's  mate,  third  class.  United  States  Naval 
Reserve  Force. 
Enrolled :  Yonkers,  N.  Y.,  March  30,  1917. 
Died :  St.  Joseph's  Hospital,  Yonkers,  N.  Y.,  November  8,  1918. 
Cause  •  Injuries  received  in  automobile  accident. 

Next  of  kin:  Father,  John  Wakefield,  Mann  and  Clinton  Streets,  Bast 
Orange,  N.  J. 
Wakefield,  John  Thompson,  chief  electrician.  United  States  Navy. 
Enlisted :  Milwaukee,  Wis.,  September  1,  1915. 
Died :  U.  S.  S.  Mercy,  October  2,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  J.  Wakefield,  Heyworth,  111. 
WALBERT,  RAYMOND  Leeoy,  seamau,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled:  Allentown,  Pa.,  June  3,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 

Nexrof^kmTMother,  Ella  Walbert,  8ll  Cameron  Street,  Philadelphia,  Pa. 
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Walczak,  Joseph,  Jr.,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  2,  1917. 

Died:  U.  S.  S.  CJierokee,  February  26,  1918. 

Cause:  Drowned. 

Next  of  Mn :  Mother,  Apolonia  Walezak,  2618  Mary  Street,  Chicago,  IlL 
Walden,  Mark  Joseph,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Meridian,  Miss.,  June  25,  1918. 

Died:  U.  S.  S.  Comfort,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Francis  Walden,  2024  Cherry  Street,  Vicksburg, 
Miss. 
Waldkon,  Fbank  William,  printer,  second  class,  United  States  Naval  Reserve 
Force.  i 

Enrolled :  Minneapolis,  Minn.,  June  19,  1918. 

Died :  Naval  hospital,  Great  LaJies,  111.,  September  27,  1918. 

Cause:  Influen/a. 

Next  of  kin:  Wife,  Margaret  Waldron,  310  East  Fifteenth  Street,  Minne- 
apolis, Minn. 
Walet,  Charles  George,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  May  27,  1918. 

Died:  U.  S.  S.  Pocahonias,  October  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lydia  Goncoulia  Walet,  Loreauville,  La. 
Walgenbach,  Leo  Matthew,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  July  C,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  Walgenbach,  R.  R.  No.  6,  Fond  du  Lac,  Wis. 
Waiker,  Arthur  David,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  4,  1917. 

Died :  U.  S.  S.  Mississippi,  October  18,  1918. 

Cause:  Acute  dilation  of  lieart. 

Next  of  kin :  Mother,  Emma  Augusta  Walker,  Milan,  111. 
Walker,  Ben  Lawrekce,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  October  C,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  May  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Will  B.  Walker,  Viejo,  Tex. 
Walker,  Charles  Glen,  seaman,  second  clasps.  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  July  6,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Flora  Adell  Walker,  609  St.  John  Street,  Tpsllantl, 
Mich. 
Walker,  Earl  Clapp,  seaman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  November  22,  1916. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  May  8, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Mrs.  Josephine  W.  Kent,  1479  Guerrero  Street,  San 
Francisco,  Calif. 
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Waikeb,  Eknest  Dorando,  wardroom  cook,  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  May  7,  1917. 

Died :  U.  S.  S.  Sultana,  September  26,  1917. 

Cause :  Accidental  drowning. 

Next  of  kin :  Wife,  Anna  W.  Walker,  16  Cornelia  Street,  New  York,  N.  Y. 
Waiker,  George  Emery,  mess  attendant,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  London,  Conn.,  June  22,  1918, 

Died :  Naval  hospital,  Rhode  Island,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Edith  W.  Morris,  195  Main  Street,  New  London,  Conn. 
Walker,  Harold  Austin,  apprentice  seaman.  United   States  Naval  Reserve 
Force. 

Enrolled :  Sault  Ste.  Marie,  Mich.,  May  10,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Carrie  Walker,  115  Tenth  Avenue,  Sault  Ste.  Marie, 
Mich. 
Walker,  James,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Charleston,  S.  C,  May  15,  1916. 

Died:  Naval  hospital,  Chelsea,  Mass.,  November  14,  1917. 

Cause:  Nephritis,  chronic. 

Nest  of  kin :  Wife,  Rose  Walker,  Chicora  Place,  S.  C. 
Walicer,  Robert,  steerage  steward.  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  September  27,  1917.- 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Died  when  boat  was  torpedoed  and  sunk. 

Next  of  kin:  Brother,  George  Walker,  262  Clermont  Avenue,  Brooklyn, 
N.  Y. 
Walkinshaw,  Robert  Joel,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enrolled:  San  Pedro,  Calif.,  April  12,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  David  William  Walkinshaw,  Yuma,  Ariz. 
Wall,  Adrain,  landsman  for  electrician   (R.),  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  February  8,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

'Next  of  kin :  Father,  Russell  Wall,  441  Siegle  Street,  Decatur,  111. 
Wall,  Bkyon,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Joseph,  Mo.,  May  IS,  1917. 

Died ;  Naval  hospital,  Norfolk,  Va.,  April  18,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Frank  K.  Wall,  King  City,  Mo. 
Wall,  James,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  8,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Emily  Ruber,  Rockland,  Mich. 
174483—20 48 
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Wail,  Louis  Wilfobd,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Parkersburg,  W.  Va.,  May  30,  1918. 

Died;  Naval  hospital,  naval  base,  Virginia,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mrs.  F.  H.  Wall,  Nevirark,  Ohio. 
Wallace,  Aethtjb  Joseph,  chief  gunner's  mate,  United  States  Navy. 

Enlisted:  Washington,  D.  C,  February  16,  1917. 

Died :  Receiving  ship,  Puget  Sound,  Wash.,  August  2,  1917. 

Cause :  Poisoned  by  bichloride  of  mercury. 

Next  of  kin :  Wife,  Myrtle  E.  WaEace,  722  Sixth  Street,  Bremej-ton,  Wash. 
Wallace,  Abthtje  Ray,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  December  15,  1917. 

Died :  >"aval  hospital,  Norfolk,  Va.,  February  7,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Eliza  Wallace,  Mount  Ida,  Ark. 
Wallace,  Claude  Floean,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  December  15,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  George  F.  Wallace,  Basher,  Mo. 
Wallace,  Homee  Edwin,  baker,  second  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  December  15,  1917. 

Died :  U.  S.  S.  Westgate,  October  7,  1918. 

Cause :  Lost  life  when  -U.  S.  S.  Westgate  was  sunk. 

Next  of  kin :  Mother,  Hettie  Wallace,  R.  F.  D.  No.  2,  La  Belle,  Mo. 
Wallace,  Robeet  Henet,  chief  water  tender,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  July  5,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Cyrus  James  Wallace,  Deerfield,  Kans. 
Wallace,  Waltee  Edwaed,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Providence,  R.  I.,  March  6,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  9,  1918. 

Cause:  Multiple  burns. 

Next  of  kin :  Mother,  Elma  Wallace,  24  Broad  Street,  Providence,  R.  I. 
Wallace,  William,  landsman  for  quartermaster  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled :  St.  Louis,  Mo.,  May  25,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Theresa  Miller  Coester,  3315  Watson  Road,  St.  Louis, 
Mo. 

Wallen,  Harold  Claeence,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  July  6,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Wallen,  Britt,  Iowa. 
Wallen,  Johannes  Kabl,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  February  23,  1916. 
.    Died :  U.  S.  S.  Martha  Washington,  February  4,  1918, 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Karl  P.  Wallen,  125  Smith  Street,  Edgewood,  R.  I. 
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Waixender,   Clakence  EI.MEE,  Chief  boatswain's  mate,  United  States  Naval 
Reserve  Force. 
Enrolled :  Duluth,  Minn.,  June  18,  1917. 
Died :  Naval  hospital,  League  Island,  Pa.,  August  19,  1918. 
Cause:  Tuberculosis  of  peritoneum. 

Next  of  kin:  Mother,  Mrs.  Ida  Wallender,  1012  Belknap  Street,  Superior, 
Wis. 
Waixer,  Laurama  Maione,  apprentice  seaman.  United  States  Navy.. 
Enlisted :  Nasliville,  Tenn.,  November  15,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  December  17,  1917. 
Cause :  Pneumonia,  broncho. 

Next  of  Idn :  Father,  Amos  Luther  Waller,  Juno,  Tenn. 
Wallin,  Albekt  Clarence,  pharmacist's  mate,  second  class.  United  States  Navy. 
Enlisted:  Chicago,  111.,  May  5,  1915. 
Died :  Naval  hospital,  Norfolk,  Va.,  January  25,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  Idn :  Mother,  Mrs.  Ida  C.  Wallin,  8821  Burley  Avenue,  Chicago,  111. 
Walmsley,  James  Thomas,  seaman.  United  States  Naval  Reserve  Force. 
Enrolled :  Newark,  N.  J.,  March  11,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Ann  Walmsley,  41  Morris  Street,  Paterson,  N.  J. 
WALQtnsT,  Delmeb  Le  Roy,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled:  Minneapolis,  Minn.,  April  29,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  September  29,  1918. 
Cause:  Pneumonia. 
Next    of    kin:  Mother,    Johanna    Johnson,    2647    Dupont    Avenue    North, 

Minneapolis,  Minn. 
Walsh,  Frederick  James,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enrolled:  Milwaukee,  Wis.,  July  10,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 
Cause :  Influenza. 

Next  of  kin :  Edith  Walsh,  Eagle  River,  Wis. 
Walsh,  John  James,  landsman  for  carpenter's  mate  (A),  United  States  Naval 

Reserve  Force. 
Enrolled:  San  Francisco,  Calif.,  January  8,  1918. 
Died :  Naval  training  camp,  San  Diego,  Calif.,  April  27,  1918. 
Cause:  Pneumonia,  lobar.  „      .         c^      ^    a«„ 

Next   of  kin:  Father,   Dennis   James   Walsh,   817  Harrison   Street,   San 

Francisco   C9.1if« 
WALSH,  JOSEPH  JAMES,  Seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enrolled:  Brooklyn,  N.  Y.,  April  23,  1918. 
Died:  Naval  station,  Montauk,  N.  Y.,  October  31,  1918. 

Sr^f'^rMother,  Catherine  Walsh,  633  Second  Avenue,  New  York, 

Walsh'^Thomas  Alfred,  machinist's  mate,  farst  class.  United  States  Navy. 
Enlisted:  Puget  Sound,  Wash.,  January  11,  1915. 
Died :  U.  S.  S.  P-1,  December  17,  1917. 

S:xrof  MnTMoiher,  Anna  A.  O'Brien,  630  Swan  Avenue,  Hillyard,  Wash. 
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Walsh,  William  Lawebnce,  chief  water  tender,  United  States  Naval  Reserve 

Force. 
Enrolled:  Boston,  Mass.,  May  22,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  26,  1918. 
Cause:  Influenza. 
Next  of  kin:  Mother,  EUen  Walsh,  15  Bainbridge  Street,  Charlestown, 

Mass. 
Walste AD,. Stanley  Gustave,  fireman,  third  class.  United  States  Naval  Reserve 

Force. 
Enrolled:  Great  Lakes,  111.,  August  8,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 
Cause :  Influenza. 
Next   of   kin :  Mother,   Christine   Rundine   Walstead,   1414   North    Keeler 

Avenue,  Chicago,  111. 
Walston,  James  Hollins,  apprentice  seaman,  United   States  Naval  Reserve 

Force. 
Enrolled :  Birmingham,  Ala.,  May  29,  1918. 
Died:  Naval  hospital,  Norfolk,  Va.,  September  25,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Lynn  Walston,  Russellville,  Ala. 
Waltees,  Alfeed,  fireman,  third  class,  United  States  Nava!  Reserve  Force. 
Enrolled :  Minneapolis,  Minn.,  July  24,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Gertrude  Walters,  Park  Falls,  Wis. 
Walters,  Chakles  Haetlet,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Jackson,  Miss.,  December  4,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  December  30,  1917. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Father,   Rev.   Marion   Walters,   920  Tenth  Avenue,   Laurel, 

Miss. 
Waltees,  James  Raymond,  seaman,  second  class.  United  States  Navy. 
Enlisted :  Cleveland,  Ohio,  March  20,  1917. 
Died :  Naval  hospital,  Washington,  D.  C,  June  6,  1917. 
Cause :  Cerebrcspinal  meningitis. 

Next  of  kin :  Blother,  Jeannette  Walters,  12109  Chesterfield  Avenue,  Cleve- 
land, Ohio. 
Waltbks,  Wallace  Bkyan,  landsman  for  machinist's  mate  (A),  United  States 

Naval  Reserve  Force. 
Enrolled :  Kansas  City,  Mo.,  July  16,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 
Cause:  Influenza. 

Next  of  kin  :  Father,  Frederick  Walters,  Riley,  Kans. 
Walton,  James  Foestee,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Indianapolis,  Ind.,  August  29,  1917. 
Died :  S.  C.  No.  190,  June  26,  1918. 
Cause :  Lost  overboard. 
Next  of  kin :  Father,  David  A.  AValton,  5335  Burgess  Avenue,  Indianapolis, 

Ind. 


Walton,  Rouekt  Lee,  ship's  cook,  fourth  class,  United  States  Navy. 
Enlisted  :  Atlanta,  Ga.,  September  11,  3917. 
Died:  V.  S.  S.  Lolonoor,  April  ]1,  1918. 

Cause :  Drowned  when  vessel  was  torpedoed  by  enemy  submarine. 
Next   of   kin:  Mother,   Reberta   Pachell   Walton,   15   East   Harris   Street, 
Atlanta,    Ga. 
W^ALTHRip,  HoBAKT  Theodoke,  Carpenter's  mate,  second  class.  United   States 
Naval  Reserve  Force. 
Enrolled :  Louisville,  Ky.,  June  3,  1918. 

Died :  Naval  air  station,  Eastleigh,  England,  October  17,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Myrtle  Hamacher  Walthi-ip,  2537  West  Main  Street. 
Louisville,  Ky. 
Walwokth,  Karl  Allen,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  San  Francisco,  Calif.,  August  8,  1917. 
Died:  Army  Base  Hospital  No.  101,  October  27,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Father,  David  Henry  Walworth,  420  York  Street,  -Vallejo, 
Calif. 
Walzeb,  Eugene  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled:  Newark,  N.  J.,  July  2,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Jlother,  Mary  Walzer,  896  South  Twentieth  Street,  Newark, 
N.  J. 
Ward.  Andrew  Ray,  apprentice  seaman.  United  States  Naval  Reserve  Force. 
Enrolled :  Nashville,  Tenn.,  July  16,  1918. 
Dieil :  Naval  hospital,  New  Orleans,  La.,  October  11,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Julia  Everett  Ward,  R.  F.  D.  8,  McKenzie,  Tenn. 
Ward,  Charles  Ebben,  seaman,  United  States  Na^'al  Reserve  Force. 
Enrolled  :  Cutler,  Me.,  May  17,  1917. 
Died  :  Little  River  Light,  Cutler,  Me.,  October  15,  1918. 
Cause:  Pneumonia,  bronchial. 
Next  of  kin :  Wife,  Iva  M.  Ward,  Cutler,  Me. 
Waed,  Chaeije,  fireman,  first  class,  United  States  Navy. 
Enlisted:  Kansas  City,  Mo.,  .\pril  21,  3917. 
Died :  U.  S.  S.  Manley,  March  19,  1918. 
Cause:  Killed  in  explosion  at  sea. 
Next  of  kin  :  Sister,  Mrs.  Dora  Rose,  Rosedale,  Kans. 
Tahd.  ERNE.ST,  landsman  for  quartermsister  tX),  United  States  Naval  Reserve 
Force. 
Enrolled :  Pt^n.sacola,  Fla.,  July  3,  1918. 
Died:  Naval  ;iir  station,  Pensacola,  Fla.,  October  (J,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Josephine  Ward,  Route  A,  box  37,  Atmore,  Ala. 
Ward,  Fekman  Briscoe,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Raleigh,  N.  0.,  June  4,  1918. 
Died :  Naval  hospital,  naval  base,  Va.,  October  3,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Father,  William  G.  Ward,  Nealsville.  N.  C. 
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Waed,  Geokge,  fireman,  second  class,  United  State  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  5,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  U.  S.  S.  LaJcemoor  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Pemima  E.  Ward,  Baldwin,  N.  I)ak. 
Waed,  Homer  Frank,  seaman.  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  13,  1917. 

Died :  U.  S.  S.  Mercy,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  A.  Ward,  101  High  Street,  San  Antonio,  Tex. 
Waed,  Raymond  Kemling,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  5,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Anna  C.  Ward,  2106  West  One  hundred  and  fourth 
Street,  Cleveland,  Ohio. 
Wabd,  Stephen  Bbadfoed,  ship's  cook,  fourth  class.  United  States  Naval  'Re- 
serve Force. 

Enrolled:  Tampa,  Fla.,  June  7,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  11,  1918.    . 

Cause :  Influenza. 

Next  of  kin :  Wife,  Mrs.  Mollie  Ward,  Yhor  City,  Tampa,  Fla. 
Ward,  Thomas  Patrick,  fireman  third  class.  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  December  14,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  February  1,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Johanna  C.  Ward,  Gretna,  Nebr. 
Ward,  William  David,  fireman,  second  class.  United  States  Navy. 

EnUsted:  Atlanta,  Ga.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  Ward,  Jennings,  Fla. 
Waedick,  Hakey  Beckett,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  June  6,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Beckett  Wardick,  6154  Grays  Avenue,  Phila- 
delphia, Pa. 
Waeeing,  Edgak  Thomas,  Quartermaster,  second  class.  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  19,  1917. 

Died:  Naval  air  station,  Pensacola,  Fla.,  June  23,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Thomas  Wareing,  300  Washington  Avenue,  Albany, 
N.  Y. 
Wakfield,  Thornton,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  York  City,  May  21,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Laura  Warfield,  2035  Dean  Street,  Brooklyn,  N.  Y. 
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Wakgo,  Fbank,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  April  9,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowning, 

Next  of  kin :  Father,  George  Wargo,  732  Maple  Street,  Bridgeport,  Conn. 
Wablick,  James,  water  tender,  United  States  Navy. 

Enlisted :  Fortress  Monroe,  Va.,  December  17,  1916. 

Died :  Naval  hospital.  League  Island,  Pa.,  March  13,  1918. 

Cause:  Poisoning,  wood  alcohol,  acute. 
-  Next  of  kin :  Mother,  Lulu  Warlick,  Childersburg,  Ala. 
Warlsh,  Chakles,  Jr.,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  1,  1917. 

Died :  Naval  air  station,  Cape  May,  N.  J.,  May  5,  1918. 

Cause:  Drowned. 

Next  of  kin:  Father,  Charles  Warlsh,   sr.,  514  Fourth  Street,  New  Or- 
leans, La. 
Wakneb,  Benjamin,  oiler.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  September  24,  1915. 

Died :  Naval  hospital,  Washington,  D..  C,  March  12,  1918. 

Cause:  Apoplexy. 

Next  of  kin:  Mother,  Nora  Warner,  936  Sixth  Street  NW.,  Washington, 
D.  C. 
Waknee,  Chamjis  Henet,  electrician,  third  class  (G),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  June  4,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Bertha  Warner,  2332  North  Avers  Avenue,  Chicago, 

HI. 

Wabnee,  Elvin  Maetin,  landsman  for  yeoman.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  July  1,.  1918. 

Died  :  Naval  hospital,  Newport,  E.  I.,  September  26,  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin:  Jiother,   Mrs.   Sarah  Warner,   1264  North  Newkirk   Street, 
Philadelphia,   Pa. 
Waenee,  Feed  Buedett,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  March  28,  1917. 

Died:  U.  S.  S.  South  Dakota,  October  5,  1917. 

Cause:  Poisoning. 

Next  of  kin:  Mother,  Ella  Warner,  205  East  Seventeenth  Street,  Minne- 
apolis, Minn. 
Waeeen,  Chaeles,  fireman,  first  clafS,  United  States  Navy. 

Enlisted:  Puget  Sound,  Wash.,  October  15,  1915. 

Died:  U.  S.  S.  Frederick,  December  11,  1917. 

Cause:  Contusion  of  chest. 

Next  of  kin :  Father,  C.  F.  A.  Warren,  Kurtistown,  Isd  Olaa,  Hawaii. 
Waeeen,  Samuel  Fieth,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  June  22,  1917. 

Died:  Naval  Hospital,  New  York,  February  22,  1918. 

Cause:  Mastoiditis,   acute. 

Next  of  kin:  Mother,  Anna  Warren,  Hallett,  Okla. 
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\yAKREN,  Mus.  Steixe  Grant,  Jandsmaii  for  yeoman,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Boi-ton,  Mass.,  November  4,  1918. 

Died:  Boston,  Mass.,  December  7,  1918. 

Cause :  Pneumonia,   following   influenza. 

Nest  of  kin:  Husband,  Charles  F.  Warren,  17  White  Street,  Haverhill, 
Mass. 

Wase,  Charles  Alexander,  electrician,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  T.,  November  8,  1915. 

Died :  U.  S.  S.  Delaimre,  .Tuly  22,  1918. 

Cause:  Pneumonia. 

Next  of  liin :  Father,  Charles  Wase,  185  Duncan  Avenue,  Jersey  City,  N.  J. 
Washington,  Thomas  Lee,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve   Force. 

Enrolled:  Detroit,  Mich.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Bridget  Washington,  Ruthven,  Iowa. 

Wassbeeg,  Reynold  Vitalis,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Islipeming,  Mich.,  May  13,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  Wassberg,  Hibbing,  Minn. 
Warren,  Thomas,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  13,  1917. 

Died:  Naval  hospital.  Great  Lakes,  111.,  December  21,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  Roderick  Warren,  1027  South  State  Street,  Chicago, 
111. 
Wassom,  Grant  Gbover,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  12,  1917. 

Died :  Naval  training  camp.  San  Diego,  Calif.,  February  28,  1918. 

Cause :  Measles. 

Next  of  kin :  Mother,  Eilla  Wassom,  Harrisburg,  Oreg. 
Wasson,  Robert  Henry,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  5,  1917. 

Died :  Naval  hospital.  Great  Lakes.  111.,  June  28,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  J.  A.  Gallemore,  Rice,  Tex. 
Waszkiewicz,   Peter  Edwaeu,  electrician,  third  class.   United   States  Naval 
Reserve  Force. 

Enrolled :  Detroit,  Mich.,  July  29,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Veronica  Waszkiewicz. 
Waters,  Joseph  James,  painter,  third  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  19,  1917. 

Died :  U.  S.  S.  OHm,  August  9, 1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Annie  Waters,  333  Boylston  Street,  Brookllne,  Mass. 
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Waters,  Wait  Chrinshaw,  apprentice  seaman,  Unltefl  States  Naval  Reserve 
Force. 

Enrolled :  Dallas,  Tex.,  June  24,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  September  18,  1918. 

Cause :  Appendicitis,  chronic. 

Next  of  kin ;  Father,  Thomas  Womae  Waters,  Corbet,  Tex. 
Watkins,  Thomas,  fireman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  29,  1917. 

Died  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  misf  Ing  Cyclops. 

Next  of  kin :  Brother,  Edward  Watkins,  Melcher,  Iowa. 
Watkins,  Walter  Wallace,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  6,  1918. 

Died :  Mare  Island,  Calif.,  October  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  W.  Watkins,  Llanco,  Tex. 
Watson,  Gwynne  Ltjevey,  seaman,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  September  29,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  24, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Ruby  Lurvey  Watson,  box  725,  Mesa,  Ariz. 
Watson,  Hae\'ey  Lee,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Omaha,  Nebr.,  December  12, 1917. 

Died :  Naval  station.  Great  Lakes,  111.,  March  5, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Harvey  J.  Watson,  Beaver  City,  Nebr. 
Watson,  Herbert  Fenn,  electrician  (R),  third  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  April  7,  1917. 

Died:  Steamship  Antilles,  October  17,  1917. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Mother,  Mrs.  Jenny  G.  Seger,  Rutland,  Mass. 
Watson,  James,  chief  quartermaster,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  November  22,  1915. 

i:)iefl :  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 

Cause:   Pneumonia. 

Next  of  kin:  Wife,  Frances  Hazel  Watson,  500  Ninth  Avenue,  Seattle, 

\Vash. 
Watson,  .John  Fbancls,  flremaTi,  second  class,  United  States  Naval  Reserve 

Force.  * 

Enrolled:  Chicago,  111.,  May  7,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  John  M.  Watson,  53  Ward  Street,  Paterson,  N.  J. 
Watson,  Lawrence  Sanford,  storekeeper,  third  class.  United  States  Navy. 
Enlisted:  Bangor,  Me.,  May  7,  1917. 
Diefl  •  U   S.  S.  Salem,  September  29,  1918. 
Cause:  Missing  from  motor  boat  which  was  returning  with  liberty  party  to 

U.   S.   S.   Salem. 
Next  of  kin :  Mother.  Eva  Lillian  Watson,  Perry.  Me. 
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Watson,  Ralph  Cabileton,  engiueman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  February  8,  1917. 

Died:  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Explosion. 

Next  of  kin:  Alice  M.  Watson,  212  West  One  hundred  and  eighty-fourth 
Street,  New  York,  N.  Y. 
Watson,  William:  Fbankxin,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  December  14,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  March  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Luclnda  Watson,  Driftwood,  Tex. 
Wattees,  William  Henet,  Jr.,  carpenter's  mate,  first  class.  United  States 
Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  22,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  27,  1918. 

Cause:  Influeruja. 

Next  of  kin:  Father,  William  Henry  Watters,  843  Boulevard,"  Bayonne, 
N.J. 
Watts,  John  Russell,  apprentice  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  March  7,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  3,  1918. 

Cause :  Psychosis,  manic  depressive. 

Next  of  kin :  Mother,  Etta  Green,  720  Minnesota  Avenue,  Joplln,  Mo. 
Wead,  KenisTeth  Dale,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  August  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Hattie  Bowers  Wead,  218  Wilden  Avenue,  Goshen,  Ind. 
Weatheks,  John  Wesley,  fireman,  third  class.  United!  States  Navy. 

Enlisted:  Columbia,  S.  C,  July  7,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  missing  Cyclops. 

Next  of  kin :  Mother,  Mrs.  M.  E.  Weathers,  Bowman,  S.  C. 
Weaver,  Chaelie  C,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  St.  Louis,  Mo.,  July  27,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Norton  Weaver,  Low  Wossie,  Mo. 
Weavee,  Poebest  Chestee,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Newport,  R.  I.,  May  11,  1918. 

Died:  Newport,  R.  L,  September  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Frank  H.  Weaver,  247  Smith  Street,  Providence,  II.  I. 
Weavee,  Iea,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  April  16,  1917. 

Died :  U.  S.  S.  America,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Victoria  Weaver,  Blalrsville,  6a. 
Weavee,  Joseph  Edwin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  May  31,  1918. 

Died :  St.  Louis,  Mo.,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Minerva  B.  Weaver,  McSherrystown,  Pa. 
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Weavee,  Lutheb  Obeklin,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  10,  1917. 

Died:  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Sinking  of  ship. 

Next  of  kin:  Father,  Eli  Witner  Weaver,  25  Jefferson  Avenue,  Brooklyn, 
N.Y. 
Webb,  Babney,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  February  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  23,  1918. 

Cause:  Measles;  pneumonia,  lobar;  pleurisy.    ■ 

Next  of  kin :  Father,  Austin  Webb,  Timpson,  Tex.,  general  delivery. 
Webb,  Chesteb  Wiixiam,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Baltimore,  Md.,  December  6,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30, 1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin:  Mother,  Mrs.  Rebecca  Webb,  904  North  Broadway,  Balti- 
more, Md. 
Webb,  Eakle  Douglas,  ship  fitter,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Allentown,  Pa.,  May  24,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Jennie  Webb,  331  Ridge  Avenue,  Kingston,  Pa. 
Webb,  Henet  Glenn,  seaman.  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  July  13,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  H.  M.  Webb,  358  Hinman  Street,  Akron,  Ohio. 
Webb,  Norman  Bmmett,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  January  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Lost  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mrs.  Myrtle  Webb,  4133  Sherman  Avenue,  Cincinnati, 
Ohio. 
Webb,  Richard  Lane,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Bedford,  Mass.,  May  15,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  16,  1917. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  Harry  W.  Webb,  Bucksport,  Me. 
Webber,  Joseph  Ross,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Chicago,  111.,  November  17,  1937. 

Died :  Naval  hospital.  Great  Lakes,  111.,  January  3,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  Webber,  4720  North  Spaulding  Avenue,  Chi- 
cago, 111. 
Weber,  Carl  Henry,  landsman  for  electrician  (R),  United  States  Naval  Reserve 

Force. 
Enrolled :  Cincinnati,  Ohio,  June  3,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza.  „    .,    „       ^  tt    i..,. 

Next  of  kin:  Wife,  Ruth  McGilliard  Weber,  R.  F.  D.  5,  Mount  Healthy, 

Ohio. 
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Wbbek,  Chabi.es  Joseph,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  December  10,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  July  16,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of.  kin :  Mother,  Clara  Weber,  Mountain  View,  Calif. . 
Weber,  Eewin  William,  landsman  for  machinist's  mate  (A.),  United  States 
Naval  Reserve  Force. 

Enrolled :  Detroit,  Mich.,  June  17,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Emma  Louise  Weber,  WalkervlUe,  Ontario,  Canada. 
Webee,  Peancis  Xaviee,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  April  30,  1917. 

Died :  Naval  hospital,  New  York,  July  24,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Brother,  Emil  Weber,  54  Rossler  Street,  Sloan,  N.  Y. 
Webee,  Joseph  Lkonaed,  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Patchogue,  N.  Y.,  April  14,  1917. 

Died :  Naval  station,  New  York,  February  7,  1918. 

Cause:  Pleurisy  suppurative. 

Next  of  kin :  Mother,  Mrs.  Ella  L.  Weber,  31  Conklln  Avenue,  Patchogue, 
N.  Y. 
Webee,  Pleaz  Lee,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Houi?ton,  Tex.,  April  27,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  May  19,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Lillie  C.  Weber,  Nixon,  Tex. 
W^EBER,  Waltee  Asbuey,  Seaman,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  4,  1917. 

Died :  U.  S.  S.  Louisiana,  June  15,  1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Ida  C.  Weber,  411  South  Poppleton  Street,  Baltimore, 
Md. 
Webstee,  Clayton  Andeew,  electrician,  first  class.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  February  15,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  of  missing  Cyclops. 

Next  of  kin:  Sister,.  Miss  Neva  Web.ster,  Hutchinson,  Kans. 
Webstee,  Haeold  C,  seaman.  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  December  4,  1917. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mrs.  Elnora  Webster,  South  Haven,  511  ch. 
\A'EBSTER,  Hbebeet  Edgae,  mpss  attendant,  third  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y  ,  October  12,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26.  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Elvera  Webster,  Brooklyn,  N.  Y. 
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Webstek,  THirRMAN  Hopkins,  yeoman,  third  class.  United  States  Naval  Reserve 
Force, 

Enrolled :  Baltimore,  Md.,  July  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  27, 1918. 

Cause :  Disease. 

Next  of  kin :  Wife,  Mrs.  Maude  B.  Webster,  Mount  Vernon,  Md. 
Weddeli.,  Thomas  MacMiixan,  landsman  for  quartermaster  (A.),  United  States 
Navy. 

Enlisted :  Chicago,  111.,  April  9,  1917. 

Died :  Naval  Air  Station,  Le  Croisic,  Prance,  July  1, 1918. 

Cause :  Seaplane  accident. 

Next  of  kin :  Father,  Thomas  R.  Weddell,  62  North  Lincoln  Street,  Hins- 
dale, 111. 
Wedel,  Cakl  Feed,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes.  111.,  July  1,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26, 1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Emma  Wedel,  2148,  Jackson  Boulevard,  Chicago,  111. 
Weed,  David  Jonathan,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  4, 1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  December  17,  1917. 

Cause :  Psychosis,  manic  depressive. 

Next  of  kin :  Father,  Thomas  W.  Weed,  101  Cedar  Street,  Norwalk,  Conn. 
Weed,  Eaki.  Mtkon,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  May  17,  1918. 

Died :  Naval  base  hospital  No.  5,  Brest,  France,  September  27,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Fred  Owille  Weed,  Laredo,  Mo. 
Weeden,  Carl  Feanklin,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  5, 1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  July  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Katie  Weeden,  2152  Wall  Street,  Idaho  Springs,  Colo. 
Weeks,  Roland  James,  pharmacist's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled  :  Bath,  Me.,  May  21, 1917. 

Died :  Key  West,  Fla.,  September  29, 1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Fannie  S.  Weeks,  89  Green  Street,  Bath,  Me. 
Wehmhoenek,  Louis,  quartermaster,  third  class.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  18, 1917. 

Died  :  Naval  hospital,  Portsmouth,  N.  H.,  March  23, 1918. 

Cause :  Pleurisy. 

Next  of  kin :  Father,  Fred  Wehmhoener,  Deming,  N.  Mex. 
Weidlek.  Feanklin  Andeew,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted :  Williamsport,  Pa.,  May  15,  1917. 

Died :  U.  S.  S.  Charleston,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Frank  Vincent  Weidler,  156  Sixth  Street,  Renova,  Pa. 
Weight,  Cael  Lewis,  fireman,  second.  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  May  13,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Henry  Weight,  Rhinelander,  Wis. 
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Weinhold,  George  Isaac,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Minnie  Hornberger,  Cottonv^ood,  Minn. 
Weinstein,  Jacob,  hospital  apprentice,  first  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  May  24,  1918. 

Died :    Naval  hospital.  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Morris  Weinstein,  757  Market  Street,  Elmlra,  N.  Y. 
Weintbaitb,  William,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  May  15,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Leon  Weintraub,  278  Littleton  avenue,  Newark,  N.  J. 
Weik,  John  Joseph,  carpenter's  mate,  third  class.  United  States  Navy. 

Enlisted :  Springfield,  Mass.,  May  28,  1917. 

Died :  U.  S.  S.  Sonoma,  December  14,  1917. 

Cause :  Lost  overboard. 

Next  of  kin :  Father,  John  Weir,  Gilbertville,  Mass. 
Weisansal,  Edward  Nicholas,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  February  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Lost  on  missing  Cyclops, 

Next  of  kin :  Anthony  Weisansal,  512  Sherman  Street,  Buffalo,  N.  Y. 
Weiss,  Haebt  Benjamin,  first  musician.  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  May  9,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Usher  Jacobs,  5108  Parkside  Avenue,  Philadelphia,  Pa. 
Weiss,  Herbert  Ferdinand,  chief  machinist's  mate.  United  States  Naval  Re- 
serve Force. 

Enrolled:  St.  Joseph,  Mich.,  September  4,  1917. 

Died :  Naval  hospital.  Great  Lakes,  lU.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  La  Verne  Weiss,  Deerfleld,  Mich. 
Weiss,  John,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  May  2,  1918. 

Died :  Naval  hospital.  New  London,  Conn.,  September  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Eva  Weiss,  Middle  Village,  Long  Island,  N.  Y. 
Welbobn,  Lee  Rot  Alexander,  ship's  cook,  third  class.  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  February  3,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Father,  Edwin  R.  Welborn,  Stringer,  Miss. 
Wblbokn,  Pendleton  Dewey,  seaman,  second  class,  United  States  Navy 

Enlisted:  Jackson,  Miss.,  February  3,  1917. 

Died:  Navy  colUer  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  Cyclops. 

Next  of  kin :  Father,  Everett  M.  Welborn,  Stringer,  Miss. 
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Welch,  Ambed,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  August  31,  1917. 

Died:  Naval  hospital.  New  York,  July  8,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  bin:  Mother,  Hester  Welch,   117  Bladen   Street  Extended,  An- 
napolis, Md. 
Wklch,  Haiskt  C,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  July  2,  1917. 

Died :  U.  S.  S.  Little,  November  8, 1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Cora  Barber,  Lakeland,  Fla. 
Welch,  John  Thomas,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Bost.on,  Mass.,  August  15,  1918. 

Died :  Quarantine  station,  Gallops  Island,  Medford,  Mass.,  September  24, 
1918. 

Cause :  Pneimionia. 

Next  of  kin:  Father,  John  Welch,  45  Garfield  Avenue,  Medford,  Mass. 
Welch,  Willl4.m  Ftt.leb,  chief  electrician   (G),  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  May  7,  1917. 

Died:  Home,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  James  Nina  Welch,  121  Central  Avenue,  Delaware, 
Ohio. 
Weld,  Geokge  Leon,  apprentice  seaman,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  April  30,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  June  2,  1917. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  George  Milton  Weld,  East  River,  Conn. 
Weldon,  Anthony  Thomas,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  December  4,  1917. 

Died:  Naval  hospital,  Washington,  D.  C,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,   Catherine  Weldon,  3217  Powelton  Avenue,  Phila- 
delphia, Pa. 
Welkeb,  Russell  Lee  Rot,  quartermaster,  second  class   (A),  United  States 
Naval  Reserve  Force. 

Enrolled:  Omaha,  Nebr.,  February  18,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Ulysses  G.  Walker,  Wood  Lake,  Nebr. 
Wellendoeft,    Theodore   Alexandejk,    landsman    for   electrician    (R),    United 
States  Naval  Reserve  Force. 

Enrolled:  Louisville,  Ky.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  III.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elenora  Bloess  Wellendorff,  1229  Bates  Court,  Louis- 
ville, Ky. 
Welleeson,  John  Moktimeb,  boatswain's  mate,  first  class.  United  States  Naval 

Reserve  Force. 
Enrolled:  New  York,  N.  Y.,  May  14,  1917. 
Died :  Rochefort,  France,  October  23,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Father,  Isidore  Wellerson,  92  WoodrufC  Avenue,  Brooklyn,  N.  Y. 
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Wellman,  WiLLABi),  cliief  electrician,  United  States  Naval  Reserve  Force. 

Enrolled :  Albany,  N.  Y.,  June  28,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y'.,  October  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  ^'ictoria  Willard  Wellman,  Friendship,  N.  Y. 
Wells,  Harry  Mason,  seaman.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  31,  1915. 

Died :  Aeronautic  detachment,  Huntington,  Long  Island,  August  6,  1917. 

Cause :  Seaplane  accident. 

Next  of  kin :  Wife,  Martha  Christiana  Wells,  Brooklyn,  N.  Y. 
Wells,  John  C,  chief  machinist's  mate,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  February  21,  1917. 

Died :  Quincy,  Mass.,  December  4,  1917. 

Cause:  Result  of  accident. 

Next  of  kin :  Mother,  Mary  Ann  Monroe,  White  Haven,  Nova  Scotia. 
Wells,  Reid  Earnest,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  May  22,  1918. 

Died:  Naval  hospital,  Great  Lakes,  HI.,  September  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Mollie  Ridgewater  Wells,  Mulberry  Grove,  111. 
Wells,  Vinton  Rogers,  seaman,  second  class.  United  States  Na*y. 

Enlisted :  Albany,  N.  Y.,  December  12,  1917. 

Died :  Naval  hospital,  New  York,  March  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  May  Wells,  Bolton  Landing,  N.  Y. 

Wells,  William  Albbkt,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  April  9,  1917. 

Died :  U.  S.  S.  Iowa,  January  30,  1918. 

Cause :  Fell  overboard. 

Next  of  kin :  Mother,  Harriett  E.  Wells,  Evansville,  Ind. 
Welnoski,  Stanley  Andrew,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  April  26,  1917. 

Died :  Naval  air  station,  Miami,  Fla.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Welnoski,  335  Hancock  Street,  Wilkes-Barre,  Pa. 
Welsch,  George,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Peoria,  111.,  March  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  2,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Minnie  Welsch,  512  Exchange  Street,  Keokuk,  Iowa. 
Welsh,  Clarence  Edward,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Baltimore,  Md.,  June  19,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  A.  Welsh,  860  West.  Lexington  Street,  Baltimore. 
^Id. 
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Welsh,  Hakolu  Si'ukceant,  st-aiiian,  st'ooiul  class,  Vnit^d  States  Naval  Heserve 
Force. 
Eui-olled:  Parkersburg,  W.  Va.,  July  5,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  11,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  David  R.  Welsh,  244  South  Illinois  Avenue,  Wellston, 
Ohio. 

Welty,  Frank  George,  pharmacist's  mate,  second  class.  United  States  Navy. 
Enlisted :  Indianapolis,  February  2,  1914. 

Died  :  France,  while  with  medical  unit,  Fifth  Marines,  June  26,  1918. 
Cause  :  Wounds  received  iu  action. 

Next  of  kin :  Father,  Emile  S.  Welty,  1130  Bleecker  Street,  TJtica,  N.  Y. 
Wentworth,    Leonard    Harold,    seaman,    second    class,    United    States   Naval 
Reserve  Force. 
Enrolled :  St.  Louis,  Mo.,  June  25,  1918. 

Died :  Navy  rifle  range.  Camp  Logan,  111.,  September  29,  1918. 
Cause :  Pneumonia. 

Next  of  kin:  Mother,  Gertrude  Wentworth,  Springdale,  Ark. 
Wenz,   John   Frank,  hospital  apprentice,   second   class.   United   States  Naval 
Reserve  Force. 
Enrolled  :  Great  Lakes,  111.,  May  15,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 
Cause:  Influenza. 

Next  of  kin  :  Mother,  Adelia  Haertle  Wenz,  Watersmeet,  Mich. 
Wenzel,  George  Ei.wood,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled:  San  Francisco,  Calif.,  May  18,  1918. 
Died :  V.  S.  S.  Des  Moines,  October  6,  1918. 
Cause:  Drowning. 

Next   of   kin:  Wife,   Laurel   Emmeline   Wenzel,   1647   Pulton   Street,    San 
Francisco,  Calif. 
Wenzel,  Louis  Henry,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Newark,  N.  J.,  December  17,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  March  26,  1918. 
Cause:  Pleurisy,  suppurative. 
Next  of  kin:  Mother,  Fanny  Wenzel,  Vsm  Buper  Avenue,  East  Paterson, 

N.    J. 
Weenecke,  Christian  Igi^atius,  musician,  second  class.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  27,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  July  27,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Mother,  Mary  C.  Wernecke,  Home  for  Incurables,  21  Guil- 
ford Avenue,  Baltimore,  Md. 
Werner,   Edward  Albert,   electrician,   first  class    (R),   United   States  Naval 
Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  May  4,  1917. 

Died :  Hospital,  Hoboken,  N.  J.,  October  29,  1918. 

Cause :  Pneumonia.  ^        ,   „    ,    , 

Next  of  kin :  Mother,  Marie  Elizabeth  Werner,  2313  Ninth  Street,  Berkeley, 

Calif. 
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Weknkb,  Francis  Joseph,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  October  4,  1916. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  2,  1917. 

Cause:  Pleurisy,  suppurative. 

Next    of    kin:  Father,    Charles    Warner,    2325    Holmes    Street,    Kansas 
City,  Mo. 
Wksche,  Richard,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  May  26,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Lost  life  when  ship  was  sunk. 

Next  of  kin :  Mother,  Elizabeth  Wesche,  1212  JefCerson  Avenue,  Brooklyn, 
N.  Y. 
Wescott,  Ckcil  Clinton,  chief  quartermaster,   United   States  Naval  Reserve 
Force. 

Enrolled:  Rockland,  Me.,  March  27,  1917. 

Died :  Knox  County  Hospital,  Rockland,  Me.,  May  30,  1918. 

Cause:  Abscesses  of  right  lung. 

Next  of  kin :  Wife,  Helen  Francis  Wescott,  47  Pacific  Street,  Rockland,  Me. 
Wesley,  John  L.  C,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Birmingham,  Ala.,  June  5,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  19,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Bertha  Mae  Wesley,  Parrlsh,  Ala. 
Wessling,  William  McKinley,   machinist's  mate    (A.),  second  class.  United 
States  Naval  Reserve  Force. 

Enrolled:  Great  Lakes,  111.,  July  19,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  George  H.  Wessling,  3139  Eastwood  Avenue,  Chicago, 
111. 
West,  Andres  Benny,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,   July  2,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Jessie  B.  West,  Clatskanie,  Oreg. 
West,  Frank  Earnest,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Portland,  Ble.,  April  4,  1917. 

Died:  Naval  hospital.  New  York,  N.  Y.,  April  29,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  VUla  Lawrence  West,  R.  F.  D.  No.  3,  West  Paris,  Me. 
West,  Henry  Bebyl,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Nashville,   Tenn.,  August  6,   1918. 

Died :  Navy  mobilization  sub  station,  Los  Angeles,  Calif.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lillie  Ann  West,  Stuttgart,  Ark. 
West,  James  Alexander,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  July  2,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin ;  Mother,  Jessie  B.  West,  Clatskanie,  Oreg. 
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West,  William  Hakky,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Oklahoaia  City,  Okla.,  May  5,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  ot  crew  on  board  missing  Cyclops. 

Next  of  kin :  Fatlier,  William  J.  West,  Los  Angeles,  Calif. 
West,  Woodfokd  Nokman,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Portland,  Me.,  December  5,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  January  16,  1918. 

Cause :  Pneumonia. 

Next  of  bin :  Sister,  Lorna  B.  Dyer,  East  Newport,  Me. 
Westeemetek,  John  Joseph,  fireman  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  10,  1917. 

Died :  U.  S.  S.  Solace,  January  19,  1918. 

Cause:  Disease. 

Next  of  kin :  Father,  Henry  Westermeyer,  340  North  Ferry  Street,  Kansas 
City,  Kans. 
WETHEEBia:,  BriEL  MiLLs,  Seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  4,  1917. 

Died  :  British  hospital  ship  Karapaba,  June  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Leila  Wetherbee,  Fairmount,  N.  Dak. 
Wetstein,  Ellis  Delawaee,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Puget  Sound,  April  28,  1918. 

Died :  U.  S.  S.  South  Dakota,  May  16,  1917. 

Cause:  Obstruction,  acute  intestinal. 

Next  of  kin :  Mother,  Eliza  Wetstein,  Mukilteo,  Wash. 
Wetzel,  Leon  Joseph,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  29,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6, 1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Julia  Wetzel,  665  West  Fourth  Street,  Winona,  Tenn. 
Whalen,  David  Rot,  chief  quartermaster,  United  States  Navy. 

Enlisted:  Fortress  Monroe,  Va.,  December  4,  1915. 

Died :  U.  S.  S.  Lenape,  October  14, 1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Clara  Smith  Whalen,  3505  Falls  Road,  Baltimore,  Md. 
Whalen,  John  Edwaed,  quartermaster,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Atlantic  City,  N.  J.,  May  3, 1917. 

Died :  Naval  hospital.  Cape  May,  N.  J.,  September  30, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Katherine  Whalen,  109  North  Rhode  Island  Avenue, 

Atlantic  City,  N.  J. 
Whalen,  Richaed  John,  commissary  steward,  United  States  Naval  Reserve 

Force. 
Enrolled :  New  York,  April  30,  1917. 
Died :  Third  naval  district.  New  York,  September  27, 1918. 
Cause :  Pneumonia. 
Next  of  kin :  Mother,  Mary  J.  Whalen,  5804  Fifth  Avenue,  Brooklyn,  N.  X. 


772 

Wheblee,   David  Warren,   apprentice  seaman,   United    States   Naval   Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  July  22,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  goe  Pearl  Wheeler,  Cedar  Springs,  Mich. 
Wheeler,  Earl  Thomas,  seaman,  second  class.  United  States  Navy. 

Enlisted;  Louisville,  Ky.,  December  10,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  Februai-y  17,  1918. 
.    Cause:  Pneumonia. 

Next  of  kin :  Mother,  Letta  Wheeler,  1304  A¥est  Tenth  Street,  Covington, 
Ky. 
Wheeler,  George  Franklin,  seaman,  second  class.  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  April  18,  1917, 

Died :  Steamship  Rochester,  December  19,  1917. 

Cause :  Died  from  exposure  when  ship  was  torpedoed. 

Next  of  kin:  Father,  George  Franklin  Wheeler,  Sprlnglake  Road,  Water- 
bury,  Conn. 
Wheeler,   James   Madison,   hospital    apprentice,   second   class.   United   States 
Navy. 

Enlisted :  Nashville,  Tenn.,  July  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Sister,  Jessie  C.  Ratliff,  National  Soldiers'  Home,  Tenn. 
Wheeler,   Lee  Wilder,   fireman,   second   class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  July  9,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  January  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Clayton  D.  Wheeler,  Wilmington,  Vt. 
Wheblock,  Myron,  electrician,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  November  19,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Frank  Wheelock,  East  Concord,  N.  Y. 
Whelan,  James  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newark,  N,  J.,  June  4,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Martin  Whelan,  635  East  Second  Street,  Plainfield. 
N.  J. 
Whelan,  William,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  March  30,  1917. 

Died :  Receiving  ship,  New  York,  July  31,  1917. 

Cause :  Drowned  when  the  steamship  Montana  was  sunk. 

Next  of  kin:  Brother-in-law,  Randolph  M.  Cramer,  Orangebury,  N.  Y. 
Whipple,  Foster,  chief  machinist's  mate.  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  May  24,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lena  Chapin  Miller,  Clifton  Springs,  N.  Y. 
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Whipple,  William  Mickle,  seaman,  secoml  class,  United  Stiites  Navy. 

Enlisted :  Salt  Lake  City,  Utali,  April  25,  1918. 

Died:  Naval  traiuins  station,  San  Francisco,  Calif.,  July  20,  1918. 

Cause:  Septicemia. 

Next  of  kin  :  Father,  Kdson  Whipple,  Show  Low,  Ariz. 
■Whisman,  Dick,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  May  28,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Sylvester  Whisman,  Elnora,  Ind. 
Whitakek,  Hokace  Elmek,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  St.  Louis,  JIo.,  March  22,  1915. 

Died:  U.  S.  S.  AI^,  June  8,  1918. 

Cause :  Washed  overboard. 

Next  of  kin  :  Mother,  Mrs.  Evii   O.  Fisher.  3427  South  Jefferson  Avenue, 
St.  Louis,  Mo. 
White,  Albert  E.,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  November  2,  1917. 

Died :  U.  S.  S.  Antigone,  December  10,  1917. 

Cause:  Drowning. 

Next  of  kin:  Father,  Charles  White,  1615  Carpenter  Street,  Philadelphia, 
Pa. 
White,  Clakenck  Warden,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Des  Moines,  Iowa,  May  23,  1918. 

JDied :  Naval  hospital,  Norfolk,  Va.,  November  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Oriel  White,  Diagonal,  Iowa. 
White,  Everett  William,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  October  28,  1916. 

Died:  Naval  hospital,  Norfolk,  Va.,  April  13,  1917. 

Cause :  Disease. 

Next  of  kin:  Aunt,  Mrs.  Bettie  X.  Edwards,  24  West  One  hundred  and 
thirty-fourth  Street,  New  York,  N.  Y. 
White,   Frank  P.,  ginmer's  mate,   third   class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Grand  Rapids,  Mich.,  July  26,  1917. 

Died:  U.  S.  S.  Mexicaih  November  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Sarah  E.  White,  Vestaburg,  Mich. 
White,  Fred  Jay,  gunner's  mate,  third  clas.s,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  April  24,  1915. 

Died:  U.  S.  S.  Huntincilon,  April  22,  1917. 

Cause:  Self-inflicted  pistol  wound. 

Next  of  kin:  Father,  A.  E.  White,  3236  Prospect  Avenue,  Kansas  City,  Mo. 
White.  Geokcie  A\'irj,iAnr.  seaman,  .second  class,  United  Stntes  Naval  Reserve 

Force. 
Enrolled :  San  Francisco,  Calif.,  September  1,  1917. 
Die<l :  Naval  hospital.  Brooklyn,  N.  Y.,  September  28,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Sister,  Genevieve  White,  2076  Ellis  Street,  San  Francisco, 

Calif. 
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White,  Henry  Foster,  seaman,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  July  10,  1917. 

Died:  Naval  hospital,  League  Island,  Pa.,  December  26,  1917. 

Cause:  Pneumonia. 

Next  of  kin:   Father,  Frank  Cornwell   White,   680  North  Colony   Street, 
Meriden,  Conn. 
White,  Herbert  Francis,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted:  Key  West,  Fla.,  July  27,  1915. 

Died:  Naval  hospital,  Key  West,  Fla.,  October  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Mrs.  Miriam  White,  905  Fleming  Street,  Key  West,  Fla. 
White,  Herbert  Luthee,  seaman.  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  20,  1917. 

Died:  U.  S.  S.  Meroy,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  .kin :   Father,   Herbert  Franklin  White,   714  Fifth   Street,  Porte- 
mouth,  Va. 
White,  Ivan  Lewis,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Des  Moines,  Iowa,  July  22,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Margaret  White,  Sigourney,  Iowa. 
White,  Leland  Leonidisxjs,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  May  21,  1917. 

Died:  U.  S.  S.  Rochester,  September  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Willis  White,  Port  Orford,  Oreg. 
White,  Ligon  Moorman,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Richmond,  Va.,  April  18,  1917. 

Died :  U.  S.  S.  Pocahontas,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Howard  H.  White,  613  Highland  Avenue  Southeast, 
Roanoke,  Va. 
White,  Reevie  Don,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled:  Omaha,  Nebr.,  July  20,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause :   Influenza. 

Next  of  kin :  Wife,  Elizabeth  Katherine  White,  Lemmon,  S.  Deik. 
White,  Robert  Lattimee,  electrician,  third  class  (G),  United  States  Naval  Re- 
serve Force. 

Enrolled:  Jacksonville,  Fla.,  December  14,  1917. 

Died:  Naval  air  station,  La  Pallice,  France,  October  14,  1918. 

Cause:  Peritonitis. 

Next  of  kin :  Mother,  Julia  O.  White,  35J  Bast  Church  Street,  Jacksonville, 
Fla. 
White,  Wade  Hamilton,  seaman,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  July  20,  1917. 

Died:  U.  S.  S.  Hannibal,  August  16,  1918. 

Cause:   Gunshot  wounds. 

Next  of  kin :  Father,  George  T.  White,  Lake  Charles,  La. 
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White,  Wiixiam  Haevey,  fii-eman,  third  class,  United  States  Navy. 
EnUsted:  Nashville,  Tenn.,  December  6,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  January  13,  1918. 
Cause :    Pneumonia. 

Next  of  kin :  Sister,  Sular  White,  Minor  Hill,  Tenn. 
Whitehitkst,  WnxiE,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled:  Norfolk,  Va.,  October  13,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  12,  1918. 
Cause:  Tuberculosis. 

Nest  of  kin :  Father,  Mose  Whlteluirst,  800  Smith  Street,  Norfolk,  Va. 
Whiteseix,  Eakl  Benjamin,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Denver,  Colo.,  November  24,  1916. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Passenger  on  missing  Cyclops. 
Next  of  kin :  Father,  George  B.  Whitesell,  Denver,  Oolo. 
Whiteside,  Moss  Tinslet,  fireman,  first  class.  United  States  Navy, 
Enlisted:  San  Diego,  Calif.,  December  11,  1916. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  Ann  Whiteside,  4315  Easton  Avenue,  St.  Louis, 
Mo. 
Whiting,  Geobge  Henby,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve  Force. 
Enrolled :  Boston,  Mass.,  December  10,  1917. 

Died :  Addison  Gilbert  Hospital,  Gloucester,  Mass.,  September  17,  1918. 
Cause :   Influenza. 

Next  of  kin :  Mother,  Mrs.  Mary  Whiting,  10  Mansfield  Street,  Gloucester, 
Mass. 
Whitlock,  John  William,  fireman,  third  class,  United  States  Navy. 
EnUsted :  Atlanta,  Ga.,  May  15,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  19,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mary  Comer  Whitlock,  Altamaha,  Ga. 
Whitman,  Keefex  Jennings,  engineman,  second  class,  United  States  Naval 
Reserve  Force. 
Enrolled :  Parkersburg,  W.  Va.,  April  18,  1918. 
Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 
Cause :  Lost  life  when  ship  was  torpedoed  and  sunk. 
Next  of  kin :  Father,  Floyd  B.  Whitman,  Chapmanville,  W.  Va. 
Whitmiee,  Elias  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Philadelphia,  Pa.,  December  14, 1917. 
Died :  U.  S.  S.  St.  Louis,  October  7,  1918. 
Cause:  Pneumonia. 

Next  of  kini  Mother,  Emma  Sara  Whitmlre,  309  Summerhill  Avenue,  Ber- 
wick, Pa. 
Whitmiee,  Waltee,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Houston,  Tex.,  February  14,  1917. 
Died :  Naval  hospital.  Great  Lakes,  111.,  March  21,  1917. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Mother,  Hattie  Whitmlre,  Cleveland,  Tex. 
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Whitmyee,  Robebt  Maw,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  July  8,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia. 

Next   of  kin:   Mother,   Lulu   Rogers  Whitmyer,   173   West  Seventy-eighth 
Street,  New  York  City,  N.  Y. 
AVhitnby,  Ei.wood  Jeeome,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  December  7,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  January  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Belle  Fitzgerald,  New  Haven,  N.  Y. 
Whitney,  George  Wayne,  sfeaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  May  11,  1918. 

Died :  U.  S.  S.  HarrisTyurg,  October  19,  1918. 

Cause:  Piieumonia. 

Next  of  kin :  Father,  Chauncey  E.  Whitney,  SOB  Bast  Eighth  Street,  Marsh- 
field,  Wis. 
Whitsell,  Witxiam  Benton,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  10,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  William  Albert  Whitsell,  Clarksdale,  Mo. 
Whitstone,  Wili.iai,£  Haekt,  seaman,  second  class.  United  States  Navy. 

Pinlisted :  Pittsburgh,  Pa.,  February  23,  1917. 

Died :  Naval  hospital,  Washington,  D.  C,  June  1,  1917. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  John  Whitstone,  431  Water  Street,  Pittsburgh,  Pa. 
Whittemore,  Edwakd  Eael,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  April  2,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  May  28,  1917. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin  :   Mother,  Mrs.   Gertrude  M.   Whittemore,  55   Brown   Street, 
AValtham,  Mass. 
Whittinoton,  John  Thomas,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  17,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  June  26,  1917. 

Cause:  Spinal  meningitis. 

Next  of  kin :  Mother,  Mrs.  Nancy  Whittington,  R.  F.  D.  No.  3,  Holland,  Tex. 
Whittle,  John,  lireman,  first  class,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  March  9,  1916. 

Died:  U.  S.  S.  Piltsburpli.,  October  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Elian  Whittle,  Vero,  Pla. 
Whitty,  William  Joseph,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  May  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  June  4,  1918. 

Cause:  Intracraneal  injury. 

Next  of  kin  :  Mother,  Mrs.  Ellen  Whitty,  322  South  Whipple  Street,  Chi- 
cago, 111. 
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^'^'p^i'ln^oT-^™";  '=^"<^«'^''"  f°i'  electrician  (G),  United  States  Navy. 
Jinhsted:  Chicago,  HI.,  July  5,  igis. 

Died  :  Naval  hospital,  Newport,  R.  L,  October  6,  1918 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  A.  P.  M'ieherts,  Matteson,  111. 
n  icK,  Cakx  John,  apprentice  seaman,  United  States  Navy 
EnU.«ted :  Denver,  Colo.,  March  16,  1917. 
Died:  Naval  hospital.  Great  Lakes,  111.,  April  6,  1917. 
Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Sister,  Mrs.  Anuuida  Janie.s  421   East  Second  Street,  Lead- 
viUe,  Colo. 

WicKKT.,  Chaklks  Ai.ovsirs,   seaman,   second  ,.las.s,   United   States  Naval   Re- 
serve Force. 
Enrolleil:  Philadelphia,  Pa.,  May  4,  1917. 
Died:  Naval  hospital.  Cape  May,  N.  .!.,  February  9,  1918. 
Cause:  Pneumonia. 

Next  of  kin  :  Jlother,  Mrs.  Amelia  Wickel,  17  North  Fourth  Street,  Beth- 
lehem, Pa. 
Wicks,   Elwood  Lawkknce.  tlreman,  third  class.   United  States  Navy. 
Enlisted:  Williamsport,  Pa.,  July  23,  1917. 
Died:  Naval  hospital.  New  York,  Jlay  22.  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Albert  O.  Wicks,  Port  Allegany,  Pa. 
Wicks,  Pauj.  Ray,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enrolled :  Detroit.  Mich.,  July  16,  1918. 

Died  :  Naval  hospital.  Great  Lakes,  111.,  September  2.^,  1918. 
Cause :  Influenza. 

Next  of  kin :  Wife,  Olga  Gertrude  Wicks,  Irons,  Mich. 
WiDMA>',  Lester  Thomas,  hospital  apprentice,  first  class,  United  States  Navy. 
Enlisted :  Chicago,  111.,  April  16,  1918. 

Died:  Naval  Hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 

Next  of  kin:  Fathei-,  Frank  .1.  AVidman,  1140  Home  Avenue,  Oak  Park, 
111. 
Wiegand,  Chables  O.,  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  Newport,  R.  I.,  April  18,  1917. 
Died :  Newport,  R.  I.,  April  28,  1917. 
Cause :  Fractured  skull. 

Next  of  kin  :  Father,  Charles  Wiegand,  Wa.shington  Hotel,  St.  Louis,  Mo. 
WiEMAN^;,  Raymond  Beenakd,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  May  24,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  7,  1918. 
Cause :  Pneumonia. 

Next  of  kin:  Mother,  PJlizubeth  Wioinann,  R.  R.  No.  4,  Kampmler  Street, 
Burlington,  Iowa. 
WiG«BB8,   Herbert  Raymond,    landsman   for   musician,   United   States   Naval 
Reserve  Force. 
Enrolled :  Milwaukee,  Wis.,  May  7,  1918. 

Died:  Naval  Hospital,  Great  Lakes,  111.,  September  29,  1918. 
Cause:  Influenza. 

Next  of  k»to:   Father,  Charles  Wiggers.  3724  Galena  Street,   Milwaukee, 
Wis. 
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Wiggins,  Edwabd  Welton,  hospital  apprentice,  second  class.  United  States 
Navy. 

Unlisted :  Houston,  Tex.,  July  14,  1917. 

Died:  Naval  hospital,  Charleston,  S.  C,  January  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,   William  W.  Wiggins,  Honey  Island,  Tex. 
WiGHTMAN,  Horace  Senter,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  26,  1917. 

Died:  Naval  hospital.  League  Island,  Pa.,  March  13,  1918. 

Cause;  Pneumonia. 

Next  of  kin:  Mother,  Mrs.  Annie  F.  Wlghtman,  146  Elm  Street,  Brad- 
ford, Mass. 
Wixcbx,  De  Witt  Giffoed,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  April  3,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  August  29,  1918. 

Cause:  Seaplane  accident. 

Next  of  kin :  Father,  De  Witt  Gilbert  Wilcox,  132  Homer  Street,  Newton 
Center,  Mass. 
Wilcox,  Harry  Louis,  Jr.,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  HI.,  September  23, 1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Harry  Louis  Wilcox,   sr.,  40  Carneal  Street,  Lud- 
low, Ky. 
Wilcox,  James  Nelson,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  L.  Wilcox,  Box  60,  West  Salem,  Wis. 
Wilde,  Frederick  Herbert,  seaman,  second  class.  United  States  Navy, 

Enlisted :  Brooklyn,  N.  Y.,  May  15,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  December  20,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Herbert  Wilde,  2820  Cortelyou  Road,  Brooklyn,  N.  Y. 
Wilder,  Charles  Francis,   apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  December  11,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lillian  Wilder,  297  Jefferson  Street,  Muskegon,  Mich. 
Wilder,  Huet,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  April  25,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  Wilder,  Stanford,  Ky. 
WrtEY,  Howard  Raymond,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Peoria,  III,  July  5,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  8,  1918. 
.Cause:  Influenza. 

Next  of  kin :  Father,  Gilbert  Wiley,  614  East  Walnut  Street,  Blooming- 
ton,  111. 
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Wiley,  Tbuman  Hudson,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Des  Moines,  Iowa,  May  31,  1918. 

Died :  Naval  training  camp,  Detroit,  Mich.,  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Sadie  E.  Wiley,  Low  Moor,  Iowa. 
WiLHELM,  Hanley  Anthony,  seaman.  United  States  Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  May  1,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  April  23,  1918. 

Cause :  Pneumonia. 

Next  of  kin ;  Father,  Manuel  Wilhelm,  425  West  Eighteenth  Street,  Trav- 
erse City,  Mich. 
Wilhelm,  Waltee  Gerabd,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  26,  1917. 

Died :  New  York,  N.  Y.,  August  14,  1918. 

Cause:  Fall  from  elevated  platform  of  subway. 

Next  of  kin :  Father,  Emil  Wilhelm,  532  West  One  hundred  and  forty-ninth 
Street,  New  York,  N.  Y. 
WiLKEBSON,  Edwin  Eabl,  shipwright,  United  States  Navy. 

Enlisted:  Washington,  D.  C,  June  5,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin:  Father,  James  Richard  Wilkerson,  312  L  Street  SE.,  Wash- 
ington, D.  C. 
Wilkie,  David  Nobman,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

BnroUed:  Detroit,  Mich.,  April  29,  1918. 

Died :  Sect.  Pat.,  Detroit,  Mich.,  June  29,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Rosetta  Abbs  Wilkie,  99  Elm  Street,  Detroit,  Mich. 
WiLKiNs,  Chaelie  Bybon,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  18,  1918. 

Died :  U.  S.  S.  Comfort,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Effle  Alice  Wilkins,  Ashland,  Kans. 
WiLKiNS,  Moeley  Alva,  hospital  apprentice,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  June  22,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  December  22,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Lydia  Wilkins,  Rochester,  Minn. 
Wilkinson,  Chaeles  Claxton,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Syracuse,  N.  Y.,  May  28,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Wilkinson,  44  Sherman  Street,  Oneida,  N.  Y. 
Wilkinson,  Edwabd  Watson,  gunner's  mate,  first  class.  United  States  Navy. 

Enlisted :  San  Diego,  CaUf.,  November  15,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  William  J.  Wilkinson,  No.  1,  Box  50B,  Pasadena, 

Calif. 
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W1J.LEF0HD,  WALTiai  Lee,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  12,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  May  23,  191T.      ■ 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Jennie  Willeford,  Noble,  Okla. 
Williams,  Aechik  Waltehs,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  ^\•awhiugton,  D.  C,  April  25,  1917. 

Died  :  Naval  hospital,  rhiladelphia.  Pa.,  September  30,  3918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Emmsi  U.  Williams,  Cherrydale,  Va. 
Williams,  Abthuk,  wardroom  cook.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  15,  1918. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause :  Lost  life  when  U.  S.  S.  Buena  Ventura  was  sunk 

Next  of  kin :  Sister,  Elizabeth  Williams  Bailey,  Route  2,  Box  56,  Houston, 
Va. 
Williams,  Ben.jamin  Franklin,  fireman,  second  class.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  June  5,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Ubis  G.  Williams,  Delli,  La. 
WiLi>iAMs,  Bruce  Bkecheen,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  4,  1917. 

Died  :  U.  S.  S.  Montana,  December  7,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  W.  W.  Williams,  Commerce,  Tex. 
Williams,    Burtisk   Hopkins,    landsman    for    machinist's    mate    (A),    United 
States  Naval  Reserve  Force. 

Enrolled:  Albany,  N.  Y.,  July  8,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  October  30,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lizzie  H.  Williams,  Argyle,  N.  Y. 
Williams,  Charles  Wilbur,  seaman,  second  class,  United  States  Nav.v. 

Enlisted :  Oklahoma  City,  Okla.,  December  15,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Mrs.  Mertis  Williams,  Doyle,  Okla. 
Williams,  Charlie  Weixs,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Mary  Gunter  Williams,  Eatonton,  Ga. 
Williams,  Dave  O'Neil,  fireman,  third  class,  United  States  Navy. 

Enlisted :  NashviUe,  Tenn.,  May  24,  1917. 

Died :  U.  S.  S.  Louisiana,  May  26,  1918. 

Cause :  Food  poisoning. 

Next  of  kin :  Mother,  Mrs.  Delia  Williams,  Dover,  Tenn. 
.Williams,  Earnest,  mess  attendant,  second  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  24,  1916. 

Died :  U.  S.  S.  Wyoming,  September  20,  1917. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Mrs.  Fannie  Williams,  228  East  Paul  Street,  Harrls- 
burg.  Pa. 
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Williams,  Edwabd  Lamab,  seaman,  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  June  22,  1915. 
Died :  U.  S.  S.  Pittsburgh,  October  13,  1918. 
Cause:  Broncho  pneumonia. 

Next  of  kin :  Mother,  Edna  M.  Williams,  528  Kerny  Street,  San  Francisco, 
Calif. 

Williams,  Eugenk  AVesley,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  St.  Louis,  Mo.,  August  14,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  11, 1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  H.  Williams,  Wlllard,  Mo. 
Williams,  Fkank,  apprentice  seaman,  United  States  Na\al  Reserve  Force. 

Enrolled :  Providence.  R.  I.,  August  6,  1918. 

Died :  Naval  hospital.  Newport.  R.  I.,  September  16,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Julia  Williams,  564  Wood  Street,  Bristol,  R.  I. 
Williams,  Geokge,  chief  boatswain's  mate.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  January  24,  1917. 

Died :  Naval  hospital.  Chelsea,  Mass.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Jennie  Carolina  Williams,  care  of  General  Delivery, 
Charlestown,  Mass. 

Williams,  George  Leroy,  seaman,  second  class.  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  May  13,  1917. 

Died :  Third  Naval  District,  New  York,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Martin  Williams,  Box  577,  Gibson,  N.  Mex. 
Williams,  Glex  Elmek,  chief  water  tender.  United  States  Navy. 

Enlisted:  Houston,  Tex.,  January  14,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  Alanson  H.  Williams,  Norborne,  Mo. 
Williams,  Harold  Hitrd,  ship's  cook,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  January  15,  1918. 

Died:  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Jlother,  Mrs.  Carrie  Elizabeth  Williams,  1458  Bergen  Street, 
Brooklyn,  N.  Y. 
WiiLiAMS,  Jou-N  Woodson,  pharmaiisfs  mate,  tliinl  fluss,  United  States  Navy. 

Enlisted:  Lexington,  Ky.,  May  0,  1917. 

Died:  U.  S.  S.  Mercy,  October  17.  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  John  Price  Williams,  Webbs,  Ky. 
Williams,   Leon   Bcel,   niachinst's   mate,   second   class.   United   States  Naval 
Reserve  Force. 

Enrolled :  Na\al  Home,  Philadelphia,  Pa.,  July  7,  1917. 

Died :  Naval  hospital.  Cape  May,  N.  J.,  June  16,  1918. 

Cause:  Diphtheria. 

Next  of  kin  ;  Mother,  Mrs.  Martha  Williams,  Smithtown,  Lcy:ig  Island,  N.  Y. 
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WrLLiAMS,  Leslik  Kkeley,  landsinaii  for  electrician  (R),  Unitec!  States  Naval 
Reserve  Force. 
Enrolled:  Louisville,  Ky.,  June  3,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Annie  'Williams,  Pleasureville,  Ky. 
Williams,  Lewis  Abthub,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  January  12,  1917. 
.       Died :  U.  S.  S.  Preston,  June  15,  1917. 
Cause:  Washed  overboard  and  drowned. 
Next  of  kin :  Friend,  Arthur  Jacobson,  Oakland,  Nebr. 
Williams,  Manie,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Denver,  Colo.,  December  26,  1917. 
Died :  Naval  Training  Camp,  San  Diego,  Calif.,  February  5,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother :  Mrs.  Union  Savannah  Williams,  Route  No.  1,  box  30, 
Shamrock,  Tex. 
Williams,  Mbeton  Edwabd,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled :  Portland,  Me.,  April  18,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  October  7,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Muriel  Elizabeth  Williams,  Waterford,  Vt. 
William,  Okey  Dovenee,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Peoria,  lU.,  May  17,  1917. 
Died :  Naval  Air  Station,  Pauillac,  October  9,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Flora  Mammen,  1505  North  Calhoun  Street,  Deca- 
tur, 111. 
Williams,  Ralph  Btjegee,  seaman,  United  States  Navy. 
Enlisted:  Baltimore,  Md.,  July  29,  1915. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause :  Killed  in  action; 

Next  of  kin :  Father,  Mr.  Edgar  R.  Williams,  2565  McCulloh  Street,  Balti- 
more, Md. 
Williams,  Ralph  Guntee,  electrician,  third  class   (R),  United  States  Naval 
Reserve  Force. 
Enrolled:  New  Bedford,  Mass.,  May  17,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  January  30,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Mr.  6.  Walter  Williams,  133  Bedford  Street,  New 
Bedford,  Mass. 
Williams,  Reese,  machinist's  mate,  second  class.  United  States  Navy. 
Enlisted :  Bremerton,  Wash.,  April  9,  1917. 
Died:  Royal  Naval  Hospital,  Bermuda,  September  23,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sarah  Williams,  Marcus,  Wash. 
Williams,  Robeet  Abthub,  seaman,  second  class.  National  Naval  Volunteers. 
Enrolled :  New  Rochelle,  N.  Y.,  March  28,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  June  4,  1917. 
Cause :  Cerebrospinal  meningitis. 

Next  of  kin:  Father,  Mr.  James  E.  Williams,  79  Grand  Avenue,  Rldge- 
wood  Park,  N.  J. 
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WiLUAMK,  KoscoK,  eleclritJaii,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  June  1,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Flora  Williams,  Golcouda,  111.,  R.  F.  D.  No.  3. 
WniiAMS,  Shed,  water  tender.  United  States  Navy. 

Enlisted :  Hampton  Roads,  Norfolk.  Va.,  May  12,  1917. 

Dietl :  Naval  hospital,  Norfolk,  Va.,  Octolxn-  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Maggie  Williams,  111  Fleet  Street,  Brooklyn,  N.  Y. 
Williams,  Subvain  Austin,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted :  Washington,  D.  C,  June  27,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Mrs.  Eliza  Williams,  821  Twenty-flrst  Street  NW., 
Washington,  D.  C. 

Williams,  Wilbtjb,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  April  30,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  Cyclops. 

Next  of  kin :  Father,  Charles  W.  Williams,  Main  Street,  New  Vienna,  Ohio. 
Wtlijams,  William,  chief  water  tender.  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  January  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  13, 1917. 

Cause :  Multiple  burns. 

Next  of  kin :  Mother,  Annie  Williams,  611  Lincoln  Street,  Portsmouth,  Va. 
Williams,  William  Allen,  chief  machinist's  mate.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  August  2,  1917. 

Died :  American  Army  hospital  No.  53,  Marseille,  France,  October  31,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Franklin  S.  Williams,  Lamesa,  Tex. 
Williamson,  John  Avidson,  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  April  9,  1917. 

Died :  Sub.  chaser  S71,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  Williamson,  93  Bellevue  Street,  Newton,  Mass. 
Williamson,  Joseph  Webb,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  25,  1917. 

Died:  Naval  hospital.  Great  Lakes,  111.,  June  6,  1917. 

Cause :  Measles  and  pneumonia. 

Next  of  kin :  Father,  Noah  M.  WiUiamson,  Mill  Creek,  Okla. 
Williamson,  Lemttel  Loyd,  seaman,  second  cass,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  December  2,  1915. 

Died :  U.  S.  S.  Pennsylvania,  September  12, 1917. 

Cause:  Suicide. 

Next  of  kin :  Father,  Robert  Franklin  WiUiamson,  Meade,  Kans. 
Willifoed,  John  Mack,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Orleans,  La.,  July  2,  1918. 

Died  ;  Attached  to  U.  S.  S.  Cheyenne,  October  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Uncle,  Lee  L.  Williford,  Columbus,  Miss. 
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WiixiFOKD,  Pebcy  Mabery,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Pensacola,  Fla.,  May  10,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  29,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  Kin :  Father,  John  Van  Buren  Williford,  CarroUton,  Miss. 
WiLLiNGHAM,  WiiiiE  MoKGAN,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  April  18,  1917. 

Died :  Naval  Hospital,  Norfolk,  Va.,  December  3, 1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mamie  Wright,  Pennington,  Ala. 
Willis,  Olabence  Joseph,  fireman,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  July  11,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Joseph  Willis,  li.  F.  D.  No.  10,  Springfield,  Mo. 
Willis,    Geokge   Adin,    seaman,    second    class.    United    States   Naval    Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  April  9,  1917. 

Died:  Naval  hospital,  League  Island,  Pa.,  October  10,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Agnes  Willis,  32  Holland  Avenue,  Ardmore,  Pa. 
Willis,  James  Henry,  Jr.,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  9,  1917. 

Died :  U.  S  .S.  Fanning,  October  15,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  James  H.  Willis,  sr.,  2  Concord  Place,  Boston,  Mass. 
Willis,  Thomas  .Tefeebson,  fireman,  second  class.  United  States  Navy. 

EnUsted :  Kansas  City,  Mo.,  June  28,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  John  Willis,  Easton,  Mo. 
Willis,  Walter  Scott,  iness  nttencHint,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Washington,  D.  C,  July  3,  1918. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Mary  Willis,  Wareneck,  Va. 

WnxMOEE,  James  Percy,  carpenter's  mate,  third  class.  United  States  Naval 
Reserve  Force. 
Enrolled:  Omaha,  Nebr.,  June  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,-  Benjamin  L.  Willmore,  Hebron,  Nebr. 
WiLLMOTH,  George  Truman,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled:  Oklahoma  City,  Okla.,  April  23.  1918. 
Died :  Naval  air  station,  Pensacola,  Fla.,  October  30,  1918. 
Cause:  Killed  by  gasoline  explosion  aboard  barge. 
Next  of  kin  :  Mother,  Mary  Frances  Willmoth,  Durham,  Okla. 
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WnxNEB,  Loms,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  July  18,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N;  Y.,  October  29,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Father,  Sam  Willner,  2073  Third  Avenue,  New  York,  N.  Y. 

WnxouGHBY,  BoT  Edwakd,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Chicago,  111.,  July  1,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Mrs.  George  Willougliby,  Clinton,  Mo. 
WiixsoN,  Henky  Ross,  quartermaster,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  April  24,  1918. 

Died:  Naval  Auxiliar;,   Reserve  School,  Municipal  Pier,  Chicago,  111.,  Sep- 
tember 30,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Mrs.-  Theodore  Cleveland  Willson,  607  Forest  Avenue, 
AVillmette,  111. 
Wellson,  Nexson  D.,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  October  26,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  30,  1918. 

Cause :  Diabetes  mellitus. 

Next  of  kin :  Father,  John  M.  Willson,  Sussex,  N.  J. 
Wilson,  Austin  Clyde,  seaman.  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  September  5,  1917. 

Died :  U.  S.  S.  West  Over,  July  11,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  and  sunk. 

Next  of  kin:  Father,  George  C.  Wilson,  311  East  Twelfth  Street,  Muncle, 
Ind. 
Wilson,  Austin  Martin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Section  base  No.  6,  third  naval  district.  New  York,  March  19, 1918. 

Died :  U.  S.  sub.  chaser  No.  60,  October  1,  1918. 

Cause :  Lost  his  life  when  U.  S.  sub.  chaser  No.  60  was  sunk. 
•     Next  of  kin;   Mother,  Lena  Wilson,   1077  Seventy-first   Street,  Brooklyn, 

N.  Y. 
Wilson,  Cecil  Fkedeeigk,  chief  carpenter's  mate   (A),  United  States  Navy. 

Enlisted :  Pensacola,  Fla.,  December  14,  1917. 
■  Died :  Naval  air  station,  Pensacola,  Fla.,  October  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Mrs.  D.  W.  Wilson,  Cantonment,  Fla. 
Wilson,  Charles  John,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Denver,  Colo.,  March  30,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  10,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:   Father,  John   Clinton  Wilson,   High  Park,  Colo. 
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WttsON,    Febderick,    boatswain's    mate,    second    class,    United    States    Naval 
Reserve  Force. 
Enrolled :  Baltimore,  Md.,  December  3,  1917. 
Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 
Cause :  Killed  when  ship  was  torpedoed. 
Next  of  kin :  Mother,  Mrs.  Margaret  Wilson,  Easton,  Md. 
Wilson,  Feed  Wilmam,  Jr.,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled:  New  Orleans,  La.,  December  8,  1917. 
Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 
Cause:  Killed  when  ship  was  torpedoed. 

Next  of  kin :  Mother,  Mrs.  Fannie  Myrant  Wilson,  818  West  Candy  Street, 
Denison,  Tex. 
Wilson,  Geoege  Eley,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Kansas  City,  Mo.,  April  22,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Henry  Clay  Wilson,  1931  Tennessee  Street,  Law- 
rence, Kans. 
Wilson,  Geoege  Felton,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Raleigh,  N.  C,  April  30,  1917. 
Died :  U.  S.  S.  Narragansett,  September  28,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  George  Wilson,  Vanceboro,  N.  C. 
Wilson,  Heney  James,  seaman.  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  May  5,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918, 
Cause:  Member  of  grew  on  board  missing  Cyclops. 
Next  of  kin:  None. 
Wn.soN,  Hebbeet  Clifton,   apprentice  seaman,   United   States  Naval  Reserve 
Force. 
Enrolled:  Dallas,  Tex.,  April  30,  1918. 
Died :  Naval  hospital,  Gulfport,  Miss.,  October  18,  1918. 
Cause :  Infiuenza ;  broncho-pneumonia. 
Next  of  kin :  Father,  E.  P.  Wilson,  Leonard,  Tex. 
Wilson,  John  Iblon,  fireman,  first  class.  United  States  Navy.  % 

Enlisted:  DaUas,  Tex.,  February  21,  1916. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  4,  1918.  _ 

Cause:  Influenza. 

Next  of  kin:  Wife,  Cornelia  Alice  Wilson,  702  North  Carolina  Avenue, 
Mangum,  Okla. 
Wilson,  Lee  McKinley,  fireman,  third  class.  United   States  Naval  Reserve 
Force. 
Enrolled :  Kansas  City,  Mo.,  July  3,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  30,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Jay  Millard  Wilson,  Sedan,  Kans. 
Wilson,  Oscak,  engineman,  first  class.  United  States  Naval  Reserve  Force. 
Enrolled :  San  Francisco,  Calif.,  April  5,  1917. 
Died:  U.  S.  S.  Ophir,  November  11,  1918. 
Cause :    Lost  life  when  U.  S.  S.  Ophir  was  destroyed. 
Next   of  kin:  Brother,   William   Wilson,   5th   Company,    Fifth    Division, 
Motor  Supply  Train,  American  Expeditionary  Forces,  London. 
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Wilson,  Kay  Ei.-ukne,  seaman,  second  class.  United  States  Xii\  al  Reserve  Force. 

Enrolled:  Richmond,  Va.,  July  10,  1018. 

Died:  Naval  hospital,  naval  ba.se,  Va.,  Octnljei-  12,  191S. 

Cause :  Pneumonip . 

Next  of  kin :  Father,  Milton  E.  \\ilson,  Mountain  City,  Tenn. 
AViLsoN,  Richard  Thomas,  ward  room  steward,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Charleston,  S.  C,  July  5,  1918. 
Died:  Naval  hospital,  Charleston.  S.  C„  October  16,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  Idn :  Mother,  Eugenia  Scott,  28.5  Gordon  Street,  Stapletoii,  N.  Y. 
Wilson,  Robert  Lee,  coxswain,  United  States  Navy. 
EnUsted:  EI  Paso,  Tex..  June  21,  1917. 
Died:  Naval  air  station,  Pensaeola,  Fla.,  October  8,  3918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  ilother,  Mrs.  Ella  ^^'ilson,  422  South  Crocket  Street,  Sherman, 
Tex. 

Wilson,  Roy  Bkyso.n,  hospital  apprentice,  second  clas.s.  United  States  Naval  Re- 
serve Force. 

Enrolled:  Buffalo,  N.  Y.,  May  1,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin:  Sister,  Mildred  W.  Warner,  Townsend  Hotel,  Bath,  N.  Y. 
Wilson,  Thomas,  ship's  cook,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Norfolk,  Va.,  December  6,  1917. 

Died:  U.  S.  S.  Lakcmoor,  April  11,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin  :  Wife,  Ester  Wilson,  737  Carolina  Street,  Portsmouth,  Va. 

Wilson,  Walter  Otis,  water  tender,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  December  31,  1914. 

Died:  Navy  coUier  Cyclops,  June  14,  1918. 

Cause :  Passenger  on  missing  Cyclops. 

Next   of  kin:  Mother,   Mary    Mildred   Wilson.   2514   Ciensliaw   Boulevard, 
Los  Angele.s,  Calif. 
Wilson,  William,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  June  3,  1918. 

Died:  U.  S.  S.  Wisconsin,  July  14,  1918. 

Cause:  Rupture  of  liver. 

Next  of  kin  :  Mother,  Anna  Stone.  140  Alfred  Street,  Detroit,  Mich. 
Wn.eoN,  William  Everett,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  November  17,  1914. 

Died :  U.  S.  S,  ^fcrcy,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Uncle,  J.  R.  Duncan,  Durant,  Okla. 
AViLsoN,  WiLLicE  Earl,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  March  26,  1918. 

Died :  Mountainside  Hospital,  Montclair,  N.  J..  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Julia  Anna  Wilson,  Route  No.  2,  Aurora,  Mo. 
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Wn>soN,  Willie  Foshee,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  May  3,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  31,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  G.  W.  Wilson,  Brewton,  Ala. 
Wilt,  William,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  14,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Florence  Wilt,  7823  South  Racine  Avenue,  Chicago, 
111. 
WiLTRouT,  Harry,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  May  17,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Ralph  Wiltrout,  R.  R.  No.  3,  Warsaw,  Ind. 
WiNAKOR,  Abraham,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  July  8,  1918. 

Died :  Ninth,  Tenth,  Eleventh  Naval  District,  Great  Lakes,  111.,  September 
27,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Augusta  Winakor,  810  East  Jackson  Street, 
Springfield,  111. 
Winder,  John  Langley,  boatswain's  mate,  second  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  January  24,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  17,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mary  L.  Langley,  2108  London  Street,  Portsmouth, 
Va. 
Wing,  Stanley  James,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  March  26,  1917. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause:  Lost  at  sea. 

Next  of  kin :  Mother,  Mrs.  Sarah  Wing,  1245  Twenty-fourth  Street,  Detroit, 
Mich. 
Wingate,  Edmund  Lewis,  yeoman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  New  York,  N.  Y.,  April  16,  1916. 

Died :  St.  Nazaire,  France,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Nora  Sullivan  Wingate,  li  Grand  Street,  Hartford, 
Conn. 
Winger,  Carl  Rollen,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  November  19,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C,  May  1,  1918. 

Cause:  Aephrites,  acute. 

Next  of  kin:  Mother,  Ella  May  Winger,  3226  North  Twenty-sixth  Street, 
Omaha,  Nebr. 
Wingerter,  Leo  Herman,  chief  water  tender.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  January  11,  1917. 

Died :  U.  S.  S.  North  Dakota,  July  5,  1917. 

Cause :  Suicide. 

Next  of  kin :  Daughter,  Janice  Elnora  Wingerter,  Eagle,  Wis. 
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WiNKKL,  Herbekt  Akthxik,  seaiuan,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  20,  1918. 

Died :  Ninth,  tenth,  eleventh  naval  district.  Great  Lakes,  111.,  October  3, 
1918. 

Cause :  Broucho-pueumonla. 

Next  of  kin :  Mother,  Wilhelmina  Winkel,  Berlin,  Wis. 
WiNKELMAN,  Fredebick  WILLIAM,  Seaman,  second  class.  United  States  Navy. 

Enlisted  :  Des  Moines,  Iowa,  June  28,  1918. 

Died :  U.  S.  S.  Solace,  October  19,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Brother,  Milton  Winkelman,  care  of  Rudolph  Virchan,  Myrtle, 
Minn. 
WiNKELMAK,  PETER  Feedekick,  seamau,  second  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  Chicago,  111.,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Sophie  Rooney  Winkelman,  2600  South  Fifty-ninth- 
Avenue,  Cicero,  111. 
WiNKELMEYER,  JOSEPH  BENJAMIN,  Seaman,  second  class,  United  States  Naval 
Reserve  Force.  ^ 

Enrolled :  Kansas  City,  Mo.,  April  13,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Benjamin  Winkelmeyer,  R.  F.  D.  No.  4,  Kansas  City, 

Kans. 
WiNKLEBLACK,  RALPH  Cablis,  landsman  for  machinist's  mate    (A.),  United 
States  Naval  Reserve  Force.  , 

Enrolled :  Great  Lakes,  111.,  June  14,  1918. 
Died :  Naval  hospital,  Great  Lakes,  HI.,  September  20,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Nellie  Winkleblack,  Bushton,  111. 
WiNMiLL,  Charles  Fenton,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 
Enrolled :  Philadelphia,  Pa.,  April  9,  1917. 
Died  •  Naval  hospital,  Chelsea,  Mass.,  February  19,  1918. 

SHf'^^-  M^S^l^es  wmmiU,  2306  East  Fifth  Street,  Phlla- 

delphia.  Pa. 
WiNN,  HARRY  ARTHOT,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Syracuse,  N.  T.,  December  12,  1917. 

Died  Naval  hospital,  Newport,  March  2, 1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  Abe  Winn,  Oakville,  N.  Y. 
WiNNE,  John,  Jr.,  seaman.  United  States  Naval  Reserve  Force. 
■       Enrolled :  Ne^v  York,  N.  Y.,  -^pril  5>  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Srofkin':  Father,  John  Winne,  sr.,  534  West  One  hundred  and  twenty- 
fourth  Street,  New  York,  N.  T. 
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WiNNiNGHAM,  ARTHUR,  Seaman,  second  class.  United  States  Navy. 
Enlisted:  St.  Louis,  Mo.,  .Tanuary  31,  1916. 
Died :  Naval  hospital,  Fort  Lyon,  Colo.,  July  20,  1918. 
Cause:  Tuberculosis,  chronic  pulmonary. 
Next  of  kin :  Charles  Winningham,  Meredosia,  111. 
WiNROTH,  Arthur  Cari,,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled:  Buffalo,  N.  Y.,  May  17,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Charles  Frank  Winroth,  213  Myrtle  Street,  Jamestown, 
Chautauqua  County,  N.  Y. 
Winters,  William  Otto,  vi^ater  tender.  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  October  23,  1917. 
Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 
Cause:  Lost  his  life  vehen  the  ship  was  sunk  by  an  enemy  submarine. 
Next  of  kin :  Wife,  Mary  S.  Winters,  1911  Moltke  Avenue,  Harrisburg,  Pa. 
WntHousKT,  Joseph,  seaman.  United  States  Navy. 
Enlisted:  New  York,  N.  Y.,  December  15,  1917. 
i        Died :  Base  Hospital  No.  5,  October  1,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Wife,  Anna  Wirhousky,  84  Albany  Street,  Poughkeepsie,  N.  Y, 
Wise,  Edward  McLeish,  yeoman,  thir*l  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  European  waters,  August  16,  1917. 
Died :  U.  S.  S.  Fanning  January  31,  1918. 
Cause:  Intestinal  obstruction. 

Next  of  kin:  Mother,  Elizabeth  W.  Ingram,  63  Prospect  Avenue,  Ingram, 
Pa. 
Wise,  William  Thomas,  fireman,  third  class.  United  States  Navy. 
Enlisted :  New  Orleans,  La.,  June  4,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  Cyclops. 
Next  of  kin :  Father,  Jesse  Wise,  Glenmore,  Ala. 
Wiseman,  Edward  Jerome,  seaman.  United  States  Naval  Reserve  Force. 
Enrolled :  Fall  River,  Mass.,  March  26,  1917. 
Died:  U.  S.  S.  New  York,  February  11,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,  Ella  M.  Wiseman,  574  William  Street,  Fall  River, 
Mass. 
Wisotzkey,  Samuel  Conrad,  fireman,  second  class.  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918.  — 

Cause :  Member  of  crew  on  board  missing  Cyclops. 
Next  of  kin :  Father,  William  Wisotzkey,  Rocks,  Md. 
WissEL,  Walter  Adolph,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Cincinnati,  Ohio,  June  3,  1918. 

Died :  Naval  hospital,  naval  base,  Norfolk,  Va.,  October  2   1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Henry  G.  Wissel,  1040  Marshall  Avenue   Cincinnati 
Ohio.  '  ' 
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WissMANiN,  Fkederick  ALFRED,  quartermaster,  second  class  (A),  United  States 
Navy. 
Enlisted :  New  York,  N.  Y.,  February  15,  1918. 
Died :  Naval  air  station,  KllUngholme,  October  28,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mary  Wlssmaim,  338  East  One  hundred  and  fifty- 
fourth  Street,  New  York,  N.  Y. 
WissMANN,  Otto  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled:  Camp  Logan,  111.,  January  8,  1918. 
Died :  Naval  hospital,  Charleston,  S.  C,  September  27,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  Carl  Wissmann,  122  Pigeon  Street,  Jackson, 
Mich. 
WiswAii,  George  How  abb,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled :  Albany,  N.  Y.,  May  10,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Ella  Mary  Wiswall,  1159  McQuade  Avenue,  Utica, 
N.  Y. 
Wixa,  Albert,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Louisville,  Ky.,  May  17,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  22,  1918. 
Cause :  Influenza. 

Next  of  kin :  Grandfather,  William  Webb,  Glasgow,  Ky. 
Witt,  George  Douglas,  pharmacist's  mate,  first  class,  United  States  Navy. 
Enlisted:  Portland,  Oreg.,  June  17,  1917. 

Died :  Company  A,  Sixth  Machine  Gun  Battalion,  France,  October  26,  1918. 
Cause:  Wound  received  in  action. 

Next  of  kin :  Father,  George  M.  Witt,  Harrington,  Wash. 
Wrrr,  Jake  Ralph,  landsman  for  electrician  (R),  United  States  Naval  Reserve 
Force. 
Enrolled:  Indianapolis,  Ind.,  June  7,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  October  28,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Ida  Belle  Witt,  R.  R.  No.  9,  Lebanon,  Ind. 
Witta,  Jacob,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Milwaukee,  Wis.,  May  31,  1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  24,  1918. 
Cause :  Influenza. 

Next  of  kin :  Brother,  Charles  Witta,  Stevens  Point,  Wis. 
Witzel,  Bernard  Joseph,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted :  Rochester,  N.  Y.,  August  10,  1916. 
Died :  U.  S.  S.  Marietta,  October  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Frances  Witzel,  Coldwater,  N.  Y. 
Wizeman,  Richard  Tom,  ship's  cook,  fourth  class.  United  States  Navy. 
EnUsted :  St.  Louis,  Mo.,  May  28,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Henrietta  Wizeman,  802  South  Fourth  Street,  St. 
Louis,  Mo. 
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WowcKA.  Lawrence  Paul,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  August  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  liin:  Mother,  Mary  Schvi^arz  Wodlcka,  3406  Winnebago   Street, 
St.  Louis,  Mo. 
Wold,  Waltee,  fireman,  first  class.  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  13,  1917. 

Died :  U.  S.  S.  Newport  News,  October  13,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  Lambert  J.  Wold,  Vermillion,  S.  Dak. 
Wolf,  Cobnelius  Anthony,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  July  6,  1918. 

Died:  Cumberland  Street  Hospital,  Brooklyn,  N.  Y.,  October  6,  1918. 

Cause:  Pneumonia.  * 

Next  of  kin :  Mother,  Barbarie  Wolfe,  box  396,  Wesley,  Iowa. 
Wolf,  William  Robekt,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Father,  Frank  L.  Wolf,  1512  East  Chast  Street,  Baltimore,  Md. 
Wolfe,  Edward  Charles,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Haven,  Conn.,  May  31,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Celia  Julia  Wolfe,  164  Thomas  Street,  West  Haven, 
Conn. 
Wolff,  Lotris  Edward,  landsman  electrician  (R),  United  States  Naval  Reserve 
Force. 

Enrolled :  Bufealo,  N.  T.,  May  7,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918.- 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  Magdalene  Wolif,  977  Michigan  Avenue,  Buf- 
falo, N.  Y. 
WoLFOBD,  Robert  Samuel,  quartermaster,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  January  20,  1917. 

Died :  U.  S.  sub  chaser  219,  October  9,  1918. 

Cause:  Injuries  received  in  Are. 

Next  of  kin :  Father,  Frank  Wolford,  205  Columbia  Avenue,  Cumberland, 
Md. 
WoLFsoN,  Berton  FixfeL,  electrician,  third  class.  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  20,  1917. 

Died :  Steamship  Orion,  October  5,  1918. 

Cause:  Brain  tumor. 

Next  of  kin :  Father,  Morris  Wolfson,  1431  South  Sawyer  Avenue,  Chicago, 
111. 
WoLK,  Irving  Montaigne,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  T.,  May  27,  1918. 

Died :  Third  Naval  District,  New  York,  October  6, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Annie  Wolk,  601  West  One  hundred  and  seventy- 
second  Street,  New  York,  N.  Y. 
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WOLVERTON,  JOHN  BoYD,  Chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 
Enrolled :  Boston,  Mass.,  June  6,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Adele  Boyd  Spaulding,  1619  R  Street,  Washington, 
D.  C. 

Wood,  Floyd  Eugene,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Portland,  Oreg.,  June  26,  1918. 

Died :  Naval  training  camp,  Seattle,_\Vash.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Flora  Wood,  Cheney,  Wash. 
Wood,  Fred  Elwayne,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  June  15,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Charles  Emery  Wood,  208  North  Sycamore  Street, 
lola,  Kans. 

Wood,  Henry  Eames,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  September  18,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edward  E.  Wood,  309  Elm  Street.  Northampton,  Mass. 
Wood,  Kleon  Levirda,  seaman.  United  States  xvavy. 

Enlisted:  Indianapolis,  Ind.,  June  13,  1917. 

Died :  Armed  draft  detail.  New  York,  June  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  George  Wood,  Oblong,  111. 
Wood,  Lawrence  Lockhaets,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Brookljn,  N.  Y.,  April  24,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  6,  1917. 

Cause :  Pleurisy  suppurative. 

Next  of  kin :  Father,  Benjamin  H.  Wood,  Oak  and  Center  Streets,  Cedar- 
hurst,  Long  Island,  N.  Y. 
Wood,  Leonard  Roford,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  September  19,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Ellen  Wood,  Loce,  Okla. 
Wood,  Thomas  Lynch,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Pittsburgh,  Pa.,  July  15,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Winfield  Scott  Wood,  16  Morgantown  Street,  Pair- 
chance,  Pa. 
Wood,  William  Henry,  gunner's  mate,  second  class  (T),  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  May  1,  1916. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Killed  in  explosion. 

Next  of  kin  :  Mother,  Virginia  Wood,  144  Pacific  Avenue,  Santa  Cruz,  Calif. 
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Wood,  William  Toms,  flreman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  June  1,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin:  Brother,  C.  M.  Wood,  Kinsley,  Kans. 
WooDAKD,  Feank  H.,  mess  attendant,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Pelham  Bay  Park,  N.  Y.,  December  12,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  when  vessel  was  destroyed. 

Next  of  kin :  Brother,  Charles  Woodard,  U.  S.  S.  Leviathan. 
WooDABD,  Stkphen  Lee  Nelson,  Seaman,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  June  26,  1918. 

Died :  Great  Lakes,  111.,  October  2, 1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Sister,  Mary  E.  Thurman,  Lawrenceburg,  Ky. 
Woodcock,  William  Dean,  electrician,  first  class   (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  April  12,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  M.  Woodcock,  279  Highland  Avenue,  Buffalo, 
N.  Y. 
WooDcoME,  Leo  Hectob,  hospital  -apprentice,  first  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  April  6,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Margaret  Woodcome,  12  Water  Street  Lane, 
Fitchburg,  Mass. 
WooDFiELD,  Walter  Lincoln,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  May  28, 1918. 

Died :  Naval  hospital.  Mare  Island,  Calif.,  October  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Lincoln  Woodfleld,  681  San  Jose  Avenue,  San  Fran- 
cisco, Calif. 
WooDEOw,  Theodoee  Elswokth,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Ishpeming,  Mich.,  December  15,  1917. 

Died :  Naval  training  station.  Great  Lakes,  111.,  April  10,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin:  Mother,  Kate  Jensen,  225  Coleman  Street,  Marinette,  Wis. 
Woodruff,  Herschel,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  May  13,  1918. 

Died :  Naval  hospital.  Naval  Base,  Va.,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

N*ext  of  kin:  Father,  John  W.  Woodruff,  130  Bast  Dayton  Street,  South 
Bend,  Ind. 
Woodruff,  Robert  Elswobth,  yeoman,  first  class.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  6, 1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Father,  Henry  S.  Woodruff,  New  Providence,  N.  J. 
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Woodruff,  William  Arthub,  Jr.,  lireman,  third  class,  United  States  Naval 
Reserve  Force. 
Enrolled :  Omaha,  Nebr.,  July  18,  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin:  Father,  William  A.  Woodruff,  512  Fifteenth  Street,  Sioux 
City,  Iowa. 

WOODS,  Allen  Jay,  hospital  apprentice,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Des  Moines,  lovya,  May  17,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Woods,  Maquoketa,  Iowa. 
Woods,  HrfiiEE  James,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Chicago,  III.,  June  4,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Louisa  Woods,  757  Maple  Avenue,  Blue  Island, 
111. 

Woods,  Jeff  Raymond,  seaman,  United  States  Naval  Reserve  Force. 

EnroUed :  Peoria,  111.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  May  Woods,  Newton,  lU. 
Woods,  Kyle,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  December  11,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  11,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  W.  R.  Woods,  Alderson,  W.  Va. 
Woodward,  Eael,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  June  1,  1917. 

Died :  Navy  Base  Hospital  No.  5,  June  14,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  Woodward,  4727  Cupples  Place,  St.  Louis,  Mo. 
WooDWAED,  Theon  Habvey,  laudsmau  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled:  Portland,  Me.,  June  19,  1918. 

Died:  Naval  hospital,  Gulfport,  Miss.,  October  15,  1918. 

Cause:  Influenza;  broncho-pneumonia. 

Next  of  kin :  Wife,  Mary.  Katherlne  Woodward,  Canton,  Me. 
WooDWOETH,  Edwakd,  Seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  February  27,  1917. 

Died :  S.  S.  Cacique,  July  18,  1917. 

Cause :  Explosion  on  board  S.  S.  Florence. 

Next  of  kin :  Guardian,  Ida  M.  Overnyer,  Orphans  Home,  Fort  Wayne,  Ind. 
WooDWOBTH,   Horace  Campbell,   electrician,   third  class    (R),  United  States 
Navy. 

EnUsted:  Boston,  Mass.,  May  21,  1917. 

Died :  S.  S.  Florence  H.,  April  17,  1918. 

Cause:  Explosion  on  board  S.  S.  Florence. 

Next  of  kin :  Mother,  Mrs.  Julius  C.  Woodworth,  54  Pleasant  Street,  Hyde 
Park,  Mass. 
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Woody,  Benedict,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  June  20,  1918. 

Died :  U.  S.  S.  Oklahotna,  October  21,  19ia 

Cause :  Pneumonia. 

Next  of  kin :  Brother,  John  Woody,  Park  Falls,  Wis. 
WooLDRiDGB,  Fbank  Elmer,  musiclan,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  July  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lillie  Wooldridge,  GifCord,  111. 
WooLDEiDGE,  Haevet,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  November  30,  1917. 

Died :  U.  S.  A.  C.  T.  TiconOeroga,  September  30, 1918. 

Cause :  Lost  when  U.  S.  A.  C.  T.  Ticonderoga  was  sunk. 

Next  of  kin:  Sister,  Mabel  Petellat,  738  South  Curley  Street,  Baltimore, 
Md. 
WooLLEY,  Albert  Fred,  hospital  apprentice,  second  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  July  6,  1917. 

Died :  Naval  hospital.  League  Island,  Pa.,  March  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Harriet  Melvina  WooUey,  135  Hollywood  Avenue,  San 
Jose,  Calif. 
WooLLEY,  Frank  Lester,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  July  25,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Mother,  Mrs.  Mae  Woolley,  807  Market  Street,  Parkersburg, 
W.  Va. 
WooLLET,  Harold  Townsend,  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  30,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 

Cause:  Leukemia. 

Next  of  kin :  Father,  Daniel  S.  Woolley,  Great  Neck,  Long  Island. 
WooLVEETON,  WiLLiAM  Eggaet,  fireman,  third  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  Newark,  N.  J.,  April  15,  1918. 

Died :  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Emma  Woolverton,  613  Walnut  Avenue,  Trenton,  N.  J. 
Woosenceaft,  Perry  Russeix,  landsman  musician,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  17,  1918. 

Died:  Naval. hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ella  Cole  Woosencraft,  box  133,  Dunbar,  Wis. 
WoRDEN,  .Tames  Lestee,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Newark,  N.  J.,  July  1,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Benjamin  B.  Worden,  Forked  River,  N.  J. 
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WoKKMAN,  Clarence  Albert,  storekeeper,  second  claPS,  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  October  15,  1915. 

Died :  U.  S.  S.  Princess  Matoika,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Fatlier,  James  E.  Workman,  Flora,  111. 
WoENELL,  George,  boilermaker,  United  States  Navy. 

Enlisted:  San   Francisco,  Calif.,   October  25,  1915. 

Pied:  V.  S.  S,  Chaunrcti.  November  19,  1917. 

Cause :  Drowning. 

Next  of  kin  ;  Friend,  Harry  C.  Smitli,  San  Francisco,  Calif. 
WoRTHtNGTON,  DouGLAs  G.,  Chief  yeoman.  United  States  Navy. 

Enlisted  :  Cavite,  P.  I.,  March  24,  1916. 

Died:  301  Market  Street,  San  Francisco,  Calif.,  November  8,  1918. 

Cause;  Influenza. 

Next  of  kin  :  Wife,  Hazel  M.  Worthington,  178  Eureka  Street,  San  Fran- 
cisco. Calif. 
Worthy,  I^ucious,  apprentice  seamiin.  United  States  Navy. 

Enlisted:  Cliarleston,   S.  C,  October  25,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  November  9,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sifter,  Mattie  Townsley,  Thomaston,  Ga. 
Wray,  Clabexce  Edison,  pharmacist's  mate,  third  class.  United  States  Navy. 

Enlisted :  Des  IJoines,  Iowa,  May  10,  1917. 

Died :  Naval  station.  Great  Lakes,  111.,  March  10,  1918. 

Cause :  Pneumonia,   lobar. 

Next  of  kin:  Mother,  Anna  Rebacca  Wray,  Milton,  Iowa. 
Wreath,  George  Clarence,  plumber  and  fitter,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  November  14,  1917. 

Died :  Navy  station,  Mare  Island,  Calif.,  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Anna  Wreath,  602  Madison  Street,  Oakland,  Calif. 
Wkede,  Howard  William,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Cincinnati,  Ohio,  April  10,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Albert  Wrede,  North  Baltimore,  Ohio. 
Weight,  Clyde  Avon,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  July  6,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  August  17,  1918. 

Cause:  Appendicitis  acute. 

Next  of  kin:  Mother,  EudavlUa  McClelland,  2765  Newton  Avenue,   San 

Diego,  CaUf . 
Wright,  Frank  Albert,  landsman  for  machinist's  mate   (A),  United  States 

Naval  Reserve  Force. 
Enrolled :  Cincinnati,  Ohio,  July  15,  1918. 
Died:  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  George  Wilson  Wright,  Delta,  Ohio. 
Wright,  Gavin,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Providence,  R.  I.,  August  5,  1918. 
Died:  Boston,  Mass.,  September  17,  1918. 

Cause:  Pneumonia,  lobar.  ,,.„■, 

Next  of  kin :  Mother,  Elizabeth  Wright,  196  Grove  Street,  Lonsdale,  E.  I. 
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Weight,  Gilbert  Livingston,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Key  West,  Fla.,  May  21,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Helen  May  Wright,  160  WUlet  Court,  Jamaica,  Long 
Island,  N.  Y, 
Wright,  John  Dowdell,  landsman  for  yeoman.  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  17,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  13,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Cecelia  Wright,  822  Ottawa  Street,  Leavenworth, 
Kans. 
Weight,  William  Boedoin,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Richmond,  Va.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Benjamin  F.  Wright,  Elk  Hill,  Va. 
Wbight,  William  Mosby,  plumber  and  fitter.  United  States  Naval  Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  August  8,  1917. 

Died :  Riverside  Hospital,  Nevs^ort  News,  Va.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Rosle  Addelie  Wright,  815  Thirtieth  Street,  Newport 

News,  Va. 
Wrotenbery,  William,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Dallas,  Tex.,  June  18,  1918. 

Died:  San  Francisco,  Calif.,  August  18,  1918,  twelfth  naval  district. 

Cause :  Pneumonia  and  injury  to  brain. 

Next  of  kin  :  Father,  Charlie  Wrotenbery,  Mount  Selman,  Tex. 
WxJEST,  Robert  Harry,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  29,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  U.  S.  S.  Lakemoor  was  torpodoed  by  enemy  submarine. 

Next  of  kin :  Father,  Christopher  Wuest,  217  Bosley  Street,  Cincinnati, 
Ohio. 
Wyatt,  Clyde  William,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  November  6,  1914. 

Died :  U.  S.  S,  F-1,  December  17,  1917. 

Cause :  Lost  life  when  F-1  and  FS  collided. 

Next  of  kin:  Wife,  Mrs.  Queenie  Florence  M.  Wyatt,  3401  Mission  Road,- 
Lincoln  Park,  Los  Angeles,  Calif. 
Wyatt,  John  Thomas,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  December  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  22,  1918. 

Cause:  Measles. 

Next  of  kin :  Father,  McDaniel  Wyatt,  Route  No.  1,  Clauton,  Ala. 
Wyatt,  Roy  Flournoy,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Birmingham,  Ala.,  April  27,  1918. 

Died :    Aboard  U.  S.  S.  Mercy,  while  attached  to  U.  S.  S,  Kentucky,  October 
7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Richard  H.  Wyatt,  Dozler,  Ala. 
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Wycoff,  Eakl  Russell,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  October  31,  1917. 

Died :  St.  Mary's  Hospital,  Brooklyn,  N.  Y.,  October  12,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  James  Thomas  Wycoft,  Knobview,  Mo. 
Wyman,  Feed  Eakl,  landsman  for  machinist's  mate  (A),  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  January  21,  1918. 

Died :  Naval  Training  Camp,  San  Diego,  Calif.,  February  26,  1918. 

Cause:  Measles. 

Next  of  kin :  Mother,  Leacy  Wyman,  Shelburn,  Oreg. 
Wymoke,  Worth,  carpenter's  mate,  United  States  Navy'. 

Enlisted:  Des  Moines,  Iowa,  May  31,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :    Member  of  crevs^  on  missing  Cyclops. 

Next  of  kin :  Mother,  Elsie  May  Wymore,  Montezuma,  Iowa. 
Yanacek,  Joseph  Daniel,  carpenter's  mate,  third  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  April  24,  1918. 

Died:  Naval  air  station,  Chatham,  Mass.,  September  19,  1918. 

Cause;  Pneumonia. 

Next  of  kin :  Sister,  Lydla  Yanacek,  737  Franklin  Avenue,  East  Minneapo- 
lis, Minn. 
Yandell,  Edgak  LawbencE,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Nashville,   Tenn.,   December   10,   1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  18,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Father,  George  Thomas  Yandell,  R.  F.  D.  No.  4,  Jackson, 
Tenn. 
Yandle,  Ha'bey  Lestee,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland-,  Oreg.,  September  24,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  James  Wallace  Yandle,  Joseph,  Oreg. 
Yaeke,  Otto,  chief  water  tender,  United  States  Naval  Reserve  Force. 

Enlisted':  Chicago  111.,  August  7,  1918. 

Died :  Naval  Hospital,  Chelsea,  Mass.,  August  22,  1918. 

Cause :  Fracture  of  skull. 

Next  of  kin:  Wife,  Minnie  Yarke,  700  West  Twenty-first  Place,  Chicago, 
111. 
Yates,  William  Lustee,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:     Meridian,  Miss.,  June  3,  1918. 

Died :  Naval  Hospital,  League  Island,  Pa.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Daniel  L.  Yates,  Utica,  Miss. 
Tauh,  Yeuno,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Cavlte,  P.  I.,  March  28,  1916. 

Died :  Naval  hospital,  Canacao,  P.  I.,  May  3,  1917. 

Cause:  Tuberculosis. 

Next  of  kin :  Wife,  Mrs.  Lie  Tom  Tal,  Canton,  China. 
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Ydeestad,  Nels,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Duluth,  Minn.,  December  27,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  24,  1917. 

Cause:  Meningitis,  cerebral. 

Next  of  kin :  Father,  Henning  Yderstad,  Mason,  Wis. 
Tbagee,  David  ICkidee,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  April  16,  1918. 

Died :  Philadelphia,  Pa.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Emma  Henkle  Yeager,  511  North  Wanamaker  Street, 
Philadelphia,  Pa. 
Yeageb,  Henry  Leonard,  seaman.  United  States  Navy. 

Enlisted :  Chattanooga,  Tenn.,  January  11,  1911. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  February  21,  1918. 

Cause:  Tuberculosis. 

Next  of  kin:  Father,  William  J.  Yeager,  Route  No.  1,  Clem,  Ga. 
Yekgek,  Wiixiam  Randolph,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Meridian,  Miss.,  May  31,  1918. 

Died :  U-  S.  S.  Mercy,  October  3,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lavinia  B.  Yerger,  Crawford  Street,  Vicksburg,  Miss. 
YiNGLTNG,  James  William,  carpenter's  mate,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  April  23,  1917. 

Died :  U.  S.  S.  Mercy,  May  5,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  Fred  Yingling,  Westminster,  Md. 
YoDicE,  Feank,  landsman  for  ship's  cook.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  10,  1915. 

Died :  Naval  prison,  Paris  Island,  S.  C,  June  2,  1918. 

Cause:  Operation  for  appendicitis. 

Next  of  kin :  Father,  John  Yodice,  98  Degraw  Street,  Brooklyn,  N.  Y. 
YoEK,  Geoege  Nelson,  landsman  for  carpenter's  mate  (A) ,  United  States  Naval 
Reserve  Force. 

Enlisted :  Waterville,  Me.,  June  29,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lena  York,  R.  F.  D.  No.  49,  North  Vassalboro,  Me. 
Young,  Albert  Theodoee,  ward  room  steward.  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  November  29,  1915. 

Died :  Hospital,  Miami,  Fla.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Mercy  J.  Young,  723  Olivia,  Key  West,  Fla. 
Young,  Abthuk  Alexander,  shlpfitter,  first  class.  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  17,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sarah  Young,  98  Hampshire  Street,  Auburn,  Me. 
Young,  Arthur  Frank,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  July  23,  1918. 

Died :  St.  Joseph's  Hospital,  Lancaster,  Pa.,  October  13,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin:  Mother,  Clara  Fuller  Young,  42  West  High  Street,  Union 
City,  Pa. 
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Young,  Bakl  Dobencoubt,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  15,  1917. 

Died :  U.  S.  S.  Chattanooga,  October  5, 1918.  .     "■  ^     ' 

Cause :  Influenza.  ['  '  ' 

Next  of  kin :  Uncle,  Henry  Nelson,  Glover,  N.  Dai.  ■'■■,, 

Young,  George  Leon,  fireman,  third  class.  United  States  Navy.        ^  ~ 

Enlisted :  Portland,  Oreg.,  April  7,  1917.  ..; 

Died :  U.  S.  S.  SoMiTi  flofcota,  April  17,  1917. 

Cause:  Carcinoma. 

Next  of  kin:  Mother,  Christiana  Nugent,  293  Augur  Street,  New  Haven, 
Conn. 
YotTNG,  James  Edgar,  firemtin,  third  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  April  17,  1917. 

Died:  U.  S.  S.  Solace,  July  11,  1917. 

Cause :  Purpura  hemorrhagic. 

Next  of  kin :  Father,  Robert  L.  Young,  R.  R.  No.  5,  St  Joseph,  Mo. 
Young,  James  Pubvis,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  November  8,  1916. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause :  Exhaustion  from  overexposure. 

Next  of  kin:  Brother,  John  W.   Young,  Liberty   and  Sherman   Streets, 
Morris  Park,  N.  Y. 
Young,  Joseph  Mtles,  yeoman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  July  15,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin :  Son,  Myles  Cornelius  Young,  411  Cortelyou  Road,  Brooklyn, 
N.   Y. 
Young,  Lewis  A.,  machinist's  mate,  flrst  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Provincetown,  Mass.,  July  24,  1917. 

Died :  U.  S.  S.  Marietta,  October  15,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Annie  H.  Young,  12  Carver  Street,  Provincetown, 
Mass. 
Young,  Major  McKiniet,  fireman,  second  class.  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  July  22,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia. 

Next   of   kin:  Sister,   Lorena   Young   Stivers,   4423   Huntington  Avenue, 
Covington,  Ky. 
Young,  Oliver  Cromwell,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Detroit,  Mich.,  May  23,  1918. 

Died  :  Naval  training  station.  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Lucille  Vera  Young,  Leslie,  Mich. 
Young,  Ralph  Clark,  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  June  12,  1917. 

Died :  Navy  yard.  Mare  Island,  Calif.,  OctoJ)er  18,  1918. 

Cause:  Influenza. 

Next    of    kin:  Mother,    Dora    Leppier    Young,    418    Washington    Street, 

Petaluma,  Calif. 

174483—20 51 
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Young,  Robeet  Ross,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Peoria,  111.,  June  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  July  10,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Father,  John  W.  Young,  Paloma,  IlL 
YouNGEE,  CotB  OscAB,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  September  25, 1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  November  6,  1917. 

Cause :  Abscess  of  brain. 

Next  of  kin :  Wife,  Myrtle  Younger,  Checotah,  Okla. 
Younger,  Michael,  seaman,  second  class,  United  States  Navy. 

EnUsted :   Cincinnati,  Ohio,  May  1,  1917. 

Died :    Steamship  Florence,  April  17,  1918. 

Cause :  Lost  life  vi^hile  member  of  armed  guard. 

Next  of  kin :  Father,  Jacob  L.  Younger,  917  Clark  Street,  Cincinnati,  Ohio. 
Youngs,  Thomas  Willaed,  shipwright,  second  class.  United  States  Naval  Re- 
serve Force.- 

Enlisted :  New  York,  N.  Y.,  October  19, 1918. 

Died :  Naval  hospital.  New  York,  N.  Y.,  November  7, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  "Wife,  Blanche  W.  Youngs,  1034  Peach  Street,  Rockford,  lU. 
YouREE,  James  Feedeeick,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  December  14,  1917. 

Died:  Naval  station.  Great  Lakes,  111.,  March  10, 1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Louisa  Youree,  Savoy,  Tex. 
Zabel,  Emil  William  Petbe,  hospital  apprentice,  second  class.  United  States 
Naval  Reserve  Force. 

Enlisted :  New  Haven,  Conn.,  June  28,  1918. 

f)ied :  Naval  hospital,  Brooklyn,  N.  Y.,  October  2, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Peter  Zabel,  332  Pratt  Street,  Meriden,  Conn. 
Zaccaedo,  Michael,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Seattle,  Wash.,  April  23,  1918. 

Died :  U.  S.  S.  Kentucky,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Rosa  Zaccardo,  Sequim,  Wash. 
Zahn,  Feedeeick,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  22,  1913. 

Died :  Naval  hospital.  Fort  Lyons,  Colo.,  May  8,  1918. 

Cause:  Tuberculosis. 

Next  of  kin;  Wife,  Lottie  Zahn,  152  Rector  Street,  Union  Course,  Long 
Island,  N.  Y. 
Zajic,  Jacob,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Baltimore,  Md.,  May  11,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  7, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Julia  Zajic,  1933  Alicanna  Street,  Baltimore,  Md. 
Zanetti,  Bietie,  coxswain.  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  December  5,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Killed  when  ship  was  torpedoed. 

Next  of  kin :  Father,  Tholnas  Zanetti,  45  Knapp  Avenue,  Clifton,  N.  J. 
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Zkigler,  TrLLMAN,  seaman,  second  class,  United  States  Naval  Keserye  Force. 

Enrolled :  Charleston,  S.  0.,  January  5,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C,  October  11, 1918. 

Cause :  Pneumonia. 

Next  of  kin :  Brother,  Henry  Zeigler,  Bamberg,  S.  C. 
Zeutf,  John  Petee,  yeoman,  third  class,  United  States  Naval  Keserve  Force. 

Enrolled  :  New  York,  N.  Y.,  April  27,  1918. 

Died:  Home,  122  Totowa  Road,  Borough  of  Totowa,  N.  J.,  October  11, 1918. 

Cause:  Influenza  and  pneumonia. 

Next  of  kin :  Mother,  Albertina  ZelifC,  122  Totowa  Road,  Paterson,  N.  J. 
Zkllee,  George  John,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  14,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  June  28,  1918. 

Cause:  Seaplane  accident. 

Nest  of  kin :  Wife,  Evelyn  Mary  Zeller,  431  Fourth  Avenue,  Northeast 
Roanoke,  Va. 
Zeixman,  Otto  Theo.  Henet,  fireman,  third  dass.  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  April  16,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  20, 1917. 

Cause:    Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Lena  Zellman,  412  Jane  Street,  Carnegie,  Pa. 
ZiLAJc,  Joseph,  electrician,  third  class.  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  August  16,  1915. 

Died :  Naval  hospital.  New  York,  January  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Miss  Gladys  C.  Carpenter,  Mattoon,  Wis. 
Zimmerman,  Robekt  Lee,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  May  12,  1917. 

Died :  U.  S.  S.  Susquehanna,  January  3,  1918. 

Cause :  Ammonia  poisoning. 

Next  of  kin :  Father,  John  Zimmerman,  Bradford,  Ohio. 
Zoss,  Louis,  lireman,  third  class.  United  States  Navy. 

EnUsted :  July  26,  1918,  Chicago,  111. 

Died :  U.  S.  S.  Comfort  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Brother,  Edward  Zoss,  Cazenova,  111. 
ZuGEHOE,  Rudolph,  gunner's  mate,  second  class  (T),  United  States  Navy. 

Enlisted :  Shanghai,  China,  August  13,  1915. 

Died :  Naval  Torpedo  Station,  Nevrport,  B.  I.,  November  3,  1917. 

Cause :  Capsizing  of  boat. 

Next  of  kin :  Father,  C.  V.  Zugehor,  Webster,  N.  Y. 
ZwiESELAND,  Habey,  Chief  machinist's  mate.  United  States  Navy. 

Enlisted :  Norfolk  Va.,  October  9,  1916. 

Died :  U.  S.  S.  Prometheus,  November  16, 1917. 

Cause:  Cerebral  hemorrhage. 

Next  of  kin  :  Wife,  Jennie  Zwleseland,  Unionville,  N.  Y. 

NAVY  ENLISTED  MEN  NOT  IN  ACTIVE  SERVICE. 

BiBON,  FELIX  Feed,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 
Enrolled :  Albany,  N.  Y.,  July  10,  1918. 
Died  ■  Gloversville,  N.  Y.,  July  16,  1918. 
Cause  •  Fracture  of  skull,  auto  accident,  at  railroad  crossing. 
Next  of  kin-  Mother,  Eurali  Biron,  17  Walnut  Street,  Gloversville,  N.  Y. 
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Blizzabd,  Eobeet,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Wilmington,  N.  0.,  August  5, 1918. 

Died :  James  Walker  Hospital,  Kelly,  N.  C,  October  2, 1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Homer  Blizzard,  Kelly,  N.  C. 
Bbadley,  Wahace  Hewitt,  Jr.,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  July  25,  '1918. 

Died :  Raritan  Bay,  N.  J.,  September  2,  1918. 

Cause :  Drowned. 

Next  of  kin:  Father,  Wallace  H.  Bradley,  178  Blmwood  Avenue,  Irving- 
ton,  N.  J. 
Bbock,  McKinley  Pakkee,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  February  16,  1918. 

Died :  Office  of  the  commandant.  Twelfth  Naval  District,  February  18, 1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Jeanette  Martha  Brock,  Wheatland,  Calif. 
Btjbns,   James  Fkancis,   landsman   for  quartermaster.  United   States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  November  28,  1917. 

Died:  Boston  City  Hospital,  Boston,  Mass.,  March  15, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :   Sister,  Mrs.  Mary  B.  Cronin,  20  Pearl  Street,  Dorchester, 


Caivebt,  Waltee  Roy,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Nashville,  Tenn.,  July  15,  1918. 

Died :  At  home,  Memphis,  Tenn.,  August  11,  1918. 

Cause:  Typhoid  fever. 

Next  of  kin:  Mother,  Carrie  Estes  Calvert,  1011  South  Willett  Street, 
Memphis,  Tenn. 
Cameeon,  Bonae  C,  machinist's  mate,  first  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Jacksonville,  Fla.,  May  7,  1917. 

Died :  Jacksonville,  Fla.,  November  26,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Frances  Cameron,  New  Berlin,  Fla. 
Ghtjech,  Louis  Edgae,  boatswain's  mate,  first  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  Puget  Sound,  Wash.,  June  1,  1917. 

Died :  Puget  Sound,  Wash.,  August  27,  1917. 

Cause :  Pernicious  anemia. 

Next  of  kin:  Wife,  Fern  H.  Church,  520  Third  Avenue,  West  Seattle, 
Wash, 
Chubchill,  Melda  Beateice,  landsman  for  yeoman,  United  States  NaVal  Re- 
serve Force. 

Enrolled :  San,  Francisco,  Calif.,  October  28,  1918. 

Died :  Navy  temporary  hospital,  San  Francisco,  Calif.,  October  30, 1918. 

Cause:  Influenza,  pulmonary  type. 

Next  of  kin :  Mother,  Lulu  Churchill,  Strathmore,  Calif. 
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^"^1?;  Taijbot  water  tender,  United  States  Naval  Reserve  Force. 
Em  oiled:  Norfolk,  Va.,  February  23,  1917 
Pied:  St.  Vincent's  Hospital,  Norfolk,  Va.,  June  4,  1917. 
Cause :  Aneurism  of  descending  aorta 
Nest  of  kin:  Father,  Castele  Clark,  Leachwood.  N.  C. 

^'^'^FotS'^*'^  ^'"''^^'  '^''"''°'  '^'""'^  *=^^'''  ^°"^^  ^*^*^«  Naval  Reserve 
Enrolled :  Kansas  City,  Mo.,  April  17,  1918. 
Died :  Great  Lakes,  111.,  May  30,  1918. 
Cause:  Drowned. 
Next  of  kin:  Father,  Frank  Lawrence  Cleland,  Alma,  Kans. 

CoLWEix,  WniiAM  Francis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Boston,  Mass.,  May  29,  1918. 

Died :  Home,  186  Heath  Street,  Roxbury,  Mass.,  October  22,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Bridget  J.  Oolwell,  186  Heath  Street,  Roxbury,  Mass. 
CoNNEixT,  Paul  Joseph,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled :  New  York,  N.  Y.,  May  4,  1918. 
Died:  Twin  Ponds,  West  Foster  Meadows  and  Merrick  Road,  Rosedale, 

Long  Island,  June  1,  1918. 
Cause:  Asphyxia,  due  to  drowning. 

Next  of  kin :  Father,  Joseph  Connelly,  870  Anthon  Street,  Brooklyn,  N.  Y. 
CoNWAT,  WixtiAM  Lee,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Indianapolis,  Ind.,  June  1,  1918. 
Died :  St.  Joseph  Hospital,  South  Bend,  Ind.,  October  22,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  Patrick  Joseph  Conway,  26  Willow  Street,  Holyoke, 
Mass. 
Daxton,  Blaine,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled:  Richmond,  Va.,  July  19,  1918. 
Died :  Sylvatus,  Va.,  October  17,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Lodoska  V.  Dalton,  Sylvatus,  Va. 
Delanet,  Frank  Pateick,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 
Enrolled :  Syracuse,  N.  Y.,  July  29,  1918. 

Died :  St.  Lawrence  Street,  Saranac  Lake,  N.  Y.,  October  10,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Anna  Delaney,  27  Cedar  Street,  Saranac  Lake,  N.  Y. 
Devlin,  Walter  Jeremiah,  landsman  for  quartermaster,  United  States  Naval 
Reserve  Force. 
Enrolled :  Boston,  Mass.,  August  1,  1918. 

Died :  57  Tremont  Street,  Cliarlestown,  Mass.,  September  23,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Julia  Francis  Devlin,  57  Tremont  Street,  Charlestown, 
Mass. 
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Drx,  Feank  Stiixman,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  August  8,  1918. 

Died :  Third  Naval  District,  New  York,  August  13,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin:  Mother,  Annie  Stillman  Dlx,  163  Prospect  Place,  Brooklyn, 
N.  Y. 
DUDOSKY,  Meteb,  storekeeper,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  July  24,  1918. 

Died :  Civil  hospital,  PMladelphia,  Pa.,  October  2, 1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Dudosky,  705  South  Street,  Philadelphia,  Pa. 
EsTT,  Chaeles  Glenn,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  April  20,  1917. 

Died :  Cornell  University  Infirmary,  Ithaca,  N.  Y.,  October  20,  1918. 

Cause :  Pneumonia,  lobar. 

Nest  of  kin :  Father,  Sherman  Esty,  Belleville,  N.  Y. 
Geeen,  Habey,  hospital  apprentice,  first  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Harvard  Medical  School,  Conn.,  December  11,  1917. 

Died :  Southbridge,  Mass.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Morris  Green,  Southbridge,  Mass. 
Hamjxton,  Albeet  Edwabd,   ship's  cook,  fourth  class.  United  States  Naval 
Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  June  25,  1918. 

Died :  At  home.  Pleasant  Avenue,  Highwood,  N.  J.,  October  7, 1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Alice  Hamilton,  Pleasant  Avenue,  Highwood,  N.  J. 
Hanion,  John  Jacob,  carpenter's  mate,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  April  27,  1918. 

Died :  Fourth  Naval  District,  Philadelphia,  May  3,  1918. 

Cause:  Poison. 

Next  of  kin:  Uncle,  John  Hanlon,  1243  South  Taylor  Street,  Philadel- 
phia, Pa. 
Haseis,  Wilson  Baptist,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Nashville,  Tenn.,  July  8,  1918. 

Died :  Nashville,  Tenn.,  July  9,  1918. 

Cause :  Killed  in  a  collision  on  the  New  York,  Chicago  &  St.  Louis  Railroad 
when  returning  home  to  await  orders. 

Next  of  kin :  Mother,  Ellen  Best  Harris,  Covington,  Tenn. 
Haet,  Thomas,  ordinary  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  New  Bedford,  Mass.,  March  23, 1917. 

Died :  St.  Lukes  Hospital,  New  Bedford,  Mass.,  August  23, 1917. 

Cause :  Mastoiditis  operation. 

Next  of  kin :  Aunt,  Miss  Mary  C.  Trodden,  16  Harmony  Street,  New  Bed- 
ford, Mass. 
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Hastings,  Alonzo,  landsman  for  electrician,  United  States  Naval  Reserve  Force. 

Enrolled:  Washington,  D.  C,  August  6,  1918. 

Died :  At  home,  Seat  Pleasant,  Md.,  October  10,  1918. 

Cause:  Influenza,  lobar  pneumonia. 

Next  of  kin :  Father,  Alonzo  Hastings,  Seat  Pleasant,  Md. 
Haywakd,  John  Joseph,  landsman  for  quartermaster,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  January  7, 1913. 

Died :  First  Naval  District,  Boston,  Mass.,  February  14,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Aunt,  Catherine  Dailey,  111  Third  Street,  South  Boston,  Mass. 
Hemphill,  Nelson  Eugene,  electrician,  second  class  (G),  United  States  Naval 
Reserve  Force. 

Enrolled :  Medford,  Oreg.,  March  27,  1917. 

Died :  Thirteenth  Naval  District,  April  12,  1917. 

Cause:  Committed  suicide. 

Next  of  kin :  Wife,  Mary  B.  Hemphill,  1012  East  Main  Street,  Medford,  Oreg. 
HiBBERT,  James  Lotus,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Pittsburgh,  Pa.,  April  23,  1918. 

Died :  New  Alexandria,  Pa.,  April  27,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin :  Mother,  Catherine  Hibbert,  New  Alexandria,  Pa. 
HiGGiNBOTHAM,  James  H.,  scaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  April  23,  1917. 

Died :  Newport,  R.  I.,  February  23,  1918. 

Cause :  Killed  in  aeroplane  accident. 

Next  of  kin:  Father,  RufCus  W.  Higginbotham,  5002  Swiss  Avenue,  Dal- 
las, Tex. 
Jack,  Wtt.t.tam  Hehey,  Jr.,  apprentice  seaman.  United'  States  Naval  Reserve 
Force. 

Enrolled :  Parkersburg,  W.  Va.,  August  6,  1918. 

Died :  Weston,  W.  Va.,  October  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  H.  Jack,  316  Third  Street,  Weston,  W.  Va. 
Jandbow,  Habet  Edmund,  landsman  for  quartermaster,  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  July  22,  1918. 

Died:  Boston,  Mass.,  October  22,  1918. 

Cause :  Died  from  wounds  received  in  auto  accident. 

Next  of  kin:  Mother,  Rose  Jandrow,  Mount  Guyet  Street,  North  Brook- 
fleld,  Mass. 
Jones,  Raymond  Benjamin,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Vine  Jones,  618  South  Ashland  Ayenue,  Green  Bay, 

Wis. 
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Kelley,  WrLLiAM  Raymond,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Little  Rock,  Ark.,  June  3,  1918. 

Died :  Naval  recruiting  station,  Little  Rock,  Ark.,  June  25,  1918. 

Cause :  Fractured  skull. 

Next  of  kin :  Wife,  Mrs.  W.  E.  Kelley,  1114  Gaines  Street,  Little  Rock,  Ark. 
Keough,  William  Joseph,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Portland,  Me.,  July  1,  1918. 

Died :  First  Naval  District,  Boston,  Mass.,  October  liO,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Christopher  Patrick  Keough,  267  York  Street,  Port- 
land, Me. 
Landy,  Abe,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  August  8,  1918. 

Died :  Philadelphia,  Pa.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Weiner  Landy,  3213  West  Clifford  Street, 
Philadelphia,  Pa. 
LoMBABDO,  Joseph,  chief  commissary  steward.  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  November  2,  1917. 

Died :  At  home,  346  Sanchez  Street,  San  Francisco,  Calif.,  March  30,  1918. 

Cause :  Ulcer  of  the  stomach. 

Next   of   kin :  Son,   Antonie   Lombardo,   346   Sanchez    Street,    San    Fran- 
cisco, Calif. 
Long,  Jeremiah  Charles,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  December  12,  1917. 

Died :  First  Naval  District,  Boston,  Mass.,  February  27,  1918. 

Cause:  Acute  nephritis. 

Next  of  kin :  Wife,  Mrs.  Mary  Long,  16  Wordsworth  Street,  East  Boston, 
Mass. 
LoTT,  John,  quartermaster,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Tomkinsville,  N.  Y.,  April  9,  1917. 

Died :  .While  attached  to  Third  Naval  District,  New  York,  November  23, 
1917. 

Cause :  Acute  alcoholism. 

Next  of  kin :  Sister,  Florence  Rayhold,  648  South  Fifty-first  Street,  Phila- 
delphia, Pa. 
Lundine,  Alphee  Eemangbade,  landsman  for  electrician   (R),  United  States 
Naval  Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  January  31,  1918. 

Died :  Naval  training  station.  Great  Lakes,  111.,  May  21,  1918. 

Cause :  Accident. 

Next  of  kin :  Mother,  Nellie  Lundine,  Bertrand,  Nebr. 
McCraw,  Herbert  Glenn,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  August  14,  1918. 

Died:  Lyons,  Nebr.,  October  18,  1918. 

Cause :  Influenza  complicated  with  pneumonia. 

Next  of  kin :  Wife,  Eva  Bernlce  McCraw,  Lyons,  Nebr. 
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McLennan,  William  Nelthorpe,  Jr.,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 
Enrolled :  Cleveland,  Ohio,  June  26,  1918. 
Died :  Great  Lakes,  111.,  Ocober  25,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,  Helen  A.  McLennan,  20  Chicago  Boulevard,  Detroit, 
Mich. 

McNeil,  Haeold  William,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Boston,  Mass.,  April  1,  1918. 
Died :  First  Naval  District,  Boston,  Mass.,  April  14,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mrs.  Harold  William  McNeil,  102  North  Main  Street, 
Penacook,  N.  H. 
Manning,  Prank,  seaman,  second  class.  United  States  Naval  Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  April  21,  1917. 
Died :  Brooklyn,  N.  Y.,  June  2,  1917.     Third  Naval  District. 
Cause:  Fell  from  building. 

Next  of  kin :  Sister,  Irene  Manning,  275  Classon  Avenue,  Brooklyn,  N.  Y. 
Martin,  Lewis  Htpolite,  chief  quartermaster.  United  States  Naval  Reserve 
Force. 
Enrolled :  New  Orleans,  La.,  August  30,  1918. 
Died:  Home,  October  19,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Constance  Thibodaux  Martin,  623  East  Sixth  Street, 
Crowley,  La. 
MoNAHAN,  Owen  Francis,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 
Enrolled :  Newark,  N.  J.,  April  2,  1918. 

Died :  409  Washington  Street,  Wilmington,  Del.,  October  4,  1918. 
Cause :  Typhoid  fever,  con.,  broncho. 

Next  of  kin :  Mother,  Mary  Monahan,  73  Lexington  Avenue,  Jersey  City, 
N.  J. 
Mullane,  .Tame.s.  landsman  for  electrician  (R),  United  States  Naval  Reserve 
Force. 
Enrolled :  New  York,  N.  Y.,  October  10,  1917. 
Died :  Third  Naval  District,  New  York.  N.  Y.,  April  22,  1918. 
Cause :  Tuberculosis  of  the  lungs. 

Next  of  kin :  Sister,  Edna  Burns,  911  Manhattan  Avenue,  Brooklyn,  N.  Y. 
Murphy,   John  William,  apprentice  seaman.  United   States  Naval  Reserve 
Force. 
Enrolled:  Boston,  Mass.,  July  18,  1918. 
Died :  At  home,  Somerville,  Mass.,  October  2,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Margaret  Calnan  Murphy,  40  Oliver  Street,  Somer- 
ville, Mass. 
Murray,  William  John,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 
Enrolled :  Chicago,  111.,  June  4,  1918. 
Died:   Detroit,  Mich.,   October  15,   1918;   attached  to  ninth,   tenth,   and 

eleventh  naval  districts. 
Cause:  Pneumonia. 
Next  of  kin :  Sister,  Dorothea  M.  Murray,  345  Bums  Avenue,  Detroit,  Mich. 
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OuvEE,  John  Feancis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  March  7,  1918. 

Died :  Boston  City  Hospital,  Boston,  Mass.,  March  21,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Mother,  Mary  Oliver,  277  Border  Street,  East  Boston,  Mass. 
Page,  Raymond  Hildoff,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Dover,  Me.,  March  8,  1918. 

Died :  Abbott,  Me.,  September  14,  1918. 

Cause:  Tuberculosis  of  lungs. 

Next  of  kin :  Father,  W.  J.  Page,  Abbott  Village,  Me. 
Paine,  Fbank  Teoy,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Nashville,  Tenn.,  July  8,  1918. 

Died :  Nashville,  Tenn.,  July  9,  1918. 

Cause :  Killed  in  a  collision  on  the  New  York,  Chicago  &  St.  Louis  Railroad. 

Next  of  kin :  Mother,  Willie  Peete  Paine,  Covington,  Tenn. 
PuEDON,  Feedeeick  William,  landsman  for  quartermaster,  United  States  Naval 
Reserve  Force. 

Enrolled:  Boston,  Mass.,  July  9,  1918. 

Died :  Union  Hospital,  Lynn,  Mass.,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Henrietta  Purdon,  86  High  Rock  Street,  Lynn,  Mass. 
QuiNN,  Samuel,  ship's  cook,  fourth  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Tompkinsville,  Staten  Island,  N.  Y.,  June  29,  1918. 

Died :  76  Gerry  Street,  Brooklyn,  N.  Y.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Abraham  Quinn,  76  Gerry  Street,  Brooklyn,  N.  Y. 
RiCHABDS,  Floyd,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Nashville,  Tenn.,  July  8,  1918. 

Died:  Nashville,  Tenn.,  July  9,  1918. 

Cause :  Killed  in  wreck  on  New  York,  Chicago  &  St.  Louis  Railroad. 

Next  of  kin :  Sister,  Cora  Pinner,  R.  No.  3,  Newbern,  Tenn. 
RoGOViN,  Louis,  landsman  for  quartermaster.  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  July  15,  1918. 

Died :  Home,  618  Cross  Street,  Maiden,  Mass.,  September  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Fannie  Rogovin,  618  Cross  Street,  Maiden,  Mass. 
Ross,  Arthur  McLeod,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  August  14,  1918. 

Died:  67  Edson  Street,  Dorchester,  Mass.,  September  22,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:  Mother,  Elizabeth  Ross,  67  Edson  Street,- Dorchester,  Mass. 
Scammerhoen,  William  Aethub,  fireman,  third  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  Nashville,  Tenn.,  July  8,  1918. 

Died :  Nashville,  Tenn.,  July  9,  1918. 

Cause :  Killed  in  a  collision  on  New  York,  Chicago  &  St.  Louis  Railroad. 

Next  of  kin:  Wife,  Isabel!  Haywood  Scammerhorn,  456  East  Baltimore 
Street,  Jackson,  Tenn. 
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ScHEEs,  Abthtos  Rtjsseii,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

EnroUed:  Philadelphia,  Pa.,  April  8,  1917. 

Died :  Fourth  Naval  District,  Philadelphia,  Pa..,  August  24,  1917. 

Cause :  Killed  by  being  crushed  between  an  engine  and  concrete  wall. 

Next  of  kin :  Wife,  Elsie  May  Scheer,  5528  Upland  Street,    Philadelphia,   Pa. 
ScHNEiDEB,  Emil,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  July  24,  1918. 

Died :  Fourth  Naval  District,  Philadelphia,  Pa.,  October  10,  1918. 

Cause :  Influenza. 

Next  of  Mn:  Mother,  Mrs.  Anna  Schneider,  4701  Worth  Street,  Philadel- 
phia, Pa. 
Skltzek,  Heney  Geokge,  storekeeper,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  July  24,  1918. 

Died:  Hartford,  Conn.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  Mn:  Mother,  Lena  Seltzer,  54  Winthrop  Street,  Hartford,  Conn. 
Seversej^,  Segtib  D.,  musician,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  June  4,  1917. 

Died :  Camp  Hingham,  Hingham,  Mass.,  September  24,  1917. 

Cause :  Struck  by  train. 

Next  of  kin :  Mother,  Karen  Seversen,  39  D  Street,  Lowell,  Mass. 
SiiAii.,  KiEON  Fltnt,  yeoman,  third  class.  United  States  Naval  Reserve  Force. 

EnroUed :  Boston,  Mass.,  August  3,  1918. 

Died :  City  hospital.  Providence,  R.  I.,  September  27,  1918. 

Cause:  Acute  degeneration  of  the  anterior  horns  of  the  spinal  cord. 

Next  of  kin :  Mother,  Alfa  Small,  82  Doyle  Avenue,  Providence,  B.  I. 
Smith,  Cobwin,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  October  1,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Hinckley  Smith,  207  Baton  Road,  Hamilton,  Ohio. 
Stabk,  Howard  Demebt,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  June  20,  1918. 

Died :  Naval  Training  Station,  Great  Lakes,  111.,  July  15,  1918. 

Cause:  Valvular  heart  disease. 

Next  of  kin:  Mother,  Julia  Terbury,  3466  Eighteenth  Street,  San  Fran- 
cisco, Calif. 
Stovaxl,  Lircros  Betant,   apprentice  seaman.  United   States  Naval  Reserve 

Force. 
Enrolled :  Dallas,  'rex.,  April  29,  1918. 
Died :  Streetman,  Tex.,  May  17,  1918.- 
Cause :  Congestion  of  brain. 

Next  of  kin:  Mother,  Ida  C.  Stovall,  R.  F.  D.  No.  2,  Streetman,  Tex. 
Stolivan,  John  Humpheet,  apprentice  seaman,  United  States  Naval  Reserve 

Force. 
Enrolled^  Boston,  Mass.,  August  8.  1918.  „    ,„,„ 

Died :  At  home,  47  King  Street,  Dorchester,  Mass.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Daniel  Eugene  Sullivan,  47  King  Street,  Dorchester. 
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Vandeneeook,  Newton  McCoy,  apprentice  seaman,  United  States  Naval  Keserve 
Force.  _ 

Enrolled :  Nashville,  Tenn.,  July  8,  1918. 

Died:  Nashville,  Tenn.,  July  9,  1918. 

Cause:  Killed  in  collision. 

Next  of  kin :  Mother,  Irene  McCoy  Vandenbrook,  366  North  Liberty  Street, 
Jackson,  Tenn. 
Van  Vakenbtjbgh,  Heneietta,  yeoman,  first  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Albany,  N.  Y.,  May  4,  1918. 

Died:  At  home,  91  Lancaster  Street,  Albany,  N.  Y.,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mary  Kalica,  131  Sheridan  Avenue,  Albany,  N.  T. 
Wagnon,  Cyeus  Bxjel,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  El  Paso,  Tex.,  May  7,  1918. 

Died :  Douglas,  Ariz.,  May  31,  1918. 

Cause :  Pneumonia. 

Next  of  Kin:  Father,  Mr.  Robert  McL.  Wagnon,  general  deUvery,  May, 
Tex. 
Wabd,  Aenold  Petes,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Brooklyn,  N.  T.,  August  2,  1918. 

Died:  At  home,  675  Fifth  Avenue,  Brooklyn,  N.  Y.,  September  30,  1918. 

Cause :  Pulmonary  edema,  acute. 

Next  of  kin:  Wife,  Minnie  C.  Ward,  675  Fifth  Avenue,  Brooklyn,  N.  Y. 
Welch,  Aleked,  landsman  for  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  July  1,  1918. 

Died :  City  Hospital,  Holyoke,  Mass.,  September  28,  1918. 

Cause :  Influenza  with  broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  Welch,  915  Hampden  Street,  Holyoke,  Mass. 
Wilson,  John  Feancis,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  July  1,  1918. 

Died :  Philadelphia,  Pa.,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Emma  Geochler  Wilson,  1413  Florida  Avenue  NW., 
Washington,  D.  C. 
WooDKUFF,  John  Thomas,  mess  attendant,  first  class.  United  States  Naval  Re- 
serve Force. 

Enrolled:  Norfolk,  Va.,  March  6,  1917. 

Died:  Knickerbocher  Hospital,  New  York,  N.  Y.,  July  20,  1917. 

Cause:  Undetermined. 

Next  of  kin :  Wife,  Mrs.  Hattle  Woodruff,  502  Walker  Avenue,  Norfolk,  Va. 

o 


nm, 


